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PREFACE. 


The  urgent  need  of  a  reference  book  in  forest  mensuration 
for  class  work  at  the  Yale  Forest  School  has  induced  me  to 
publish  my  lectures,  given  during  the  past  year,  with  such  addi- 
tions as  are  necessary  to  present  the  material  in  the  form  of  a 
book. 

This  book  is  designed  as  a  guide  for  students  of  forestry 
and  as  a  reference  book  for  practical  foresters  and  lumbermen. 
It  is  not  intended  that  it  should  replace  the  field  instruction  of 
the  student  of  forest  mensuration,  for  the  subject  cannot  be 
mastered  except  through  training  and  experience  in  the  woods. 
Not  only  is  it  impossible  to  acquire  from  books  the  ability  to 
estimate  timber  and  to  scale  logs,  but  the  scientific  work  in 
forest  mensuration  equally  requires  field  experience.  On  the 
other  hand,  a  systematic  work  describing  the  principles  of 
forest  measurements  is  of  great  service  to  a  teacher  in  con- 
ducting his  field  instruction,  and  such  a  book  should  be  of 
constant  use  to  a  forester,  especially  if  he  is  engaged  in  research 
work.  The  material  for  the  book  has  been  selected  with 
these  principles  in  mind,  and  I  have  endeavored  to  furnish 
information  which  will  be  useful  both  to  practical  business 
men  and  to  those  engaged  in  work  of  investigation. 

I  have  drawn  freely  from  the  experience  of  European 
foresters,  with  particular  reference  to  their  methods  of  measuring 
logs,   determining  the  age  of  stands,  and  stud5dng  growth. 
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FOREST  MENSURATION. 


CHAPTER  I. 
INTRODUCTION. 

I.  Definition  of  Forest  Mensuration. — Forest  mensuration 
deals  with  the  determination  of  the  volume  of  logs,  trees,  and 
stands,  and  with  the  study  of  increment  and  yield.  As  usually 
defined  it  includes  the  measurement  of  standmg  trees,  logs,  and 
other  parts  of  felled  trees,  but  not  the  measurement  and  grading 
of  any  form  of  lumber,  such  as  boards,  shingles,  staves,  heading, 
etc.  It  does  not  deal  with  the  measurement  of  such  products  of 
trees  as  resin,  gum,  sugar,  tannin,  etc.  Forest  mensuration  could 
be  extended  to  include  the  measurement  and  grading  of  lumber, 
but  in  the  author's  opinion  this  subject,  like  the  determination  <  f 
the  money  value  of  stumpage  and  land,  should  be  considered 
under  the  head  of  lumbering. 

In  a  systematic  division  of  the  science  of  forestry,  mensura- 
tion falls  under  forest  management  and  is  often  included  in  text- 
books on  that  subject.  Forest  mensuration  also  touches  silvi- 
culture very  closely,  for  its  principles  are  used  in  the  determina- 
tion of  many  silvical  characteristics  of  trees,  including  incre- 
ment and  yield,  form  and  development  of  the  stem  and  crown, 
etc.;  and  the  determination  of  the  method  of  silviculture  appli- 
cable under  a  given  set  of  conditions  is  dependent  on  the  results 
of  measurements. 
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t  FOREST  MENSURATION, 

"  2.  Importance  of  the  Study  of  Forest  Mensuration. — In  many 
respects  forest  mensuration  is  the  most  important  branch  of 
technical  forestry,  and  lies  at  the  foundation  of  all  practical  work 
in  the  woods.^  The  buying  and  selling  of  logs  and  standing  timber, 
the  valuation  of  forest  holdings,  the  determination  of  the  prac- 
ticability of  forestry  as  distinguished  from  ordinary  lumbering,  and 
all  work  of  forest  organization,  depend  on  a  knowledge  of  forest 
mensuration.  The  branch  of  the  subject  most  interesting  and 
valuable  to  the  lumberman  is  that  dealing  with  the  measurement 
of  the  contents  of  logs  and  standing  timber.  The  study  of 
growth  lies  more  within  the  province  of  the  forester,  who  must 
be  able  to  foretell  the  future  yield  of  forests,  as  well  as  scale 
logs  and  estimate  timber.  The  importance  to  the  practical 
forester  of  a  knowledge  of  timber  cruising  and  scaling  is  obvious 
without  discussion.  On  the  other  hand  the  value  of  the  study 
of  the  rate  of  tree  growth  has  not  been  clearly  understood  in 
this  country. 

Forestry  begins  with  the  recognition  that  forests  have  a 
value  not  merely  in  the  trees  standing  at  any  given  time,  but  in 
their  ix)wer  by  growth  to  produce  wood  and  timber  in  the  future. 
The  practical  purpose  of  all  study  of  growth  is  to  measure  this 
producing  power  of  forests.  The  forester  claims  that  the  growth 
of  forests  can  be  increased  by  certain  methods  of  treatment,  and 
that  in  the  long  run  the  yield  in  money  will  be  greater  when  they 
are  so  treated  than  when  handled  in  the  ordinary  way. 

Better  conditions  of  growth  can,  however,  be  brought  about 
only  through  some  present  outlay  of  money,  labor,  or  time.  This 
outlay  may  take  the  form  of  extra  care  on  the  part  of  the  chopper 
in  protecting  young  growth,  a  curtailment  of  present  gains 
through  leaving  some  merchantable  trees  for  seed,  an  increased 
cost  of  cutting,  or  a  direct  outlay  of  money  for  protection  against 
fire,  marking  the  trees  to  be  cut,  planting,  pruning,  or  other 
work  of  improvement. 

In  most  cases  the  forester  cannot  tell  whether  forestry  will 
pay  until  he  ascertains  how  rapidly  the  trees  will  grow  under 
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improved  conditions,  and  is  thus  enabled  to  compare  the  results 
with  what  would  take  place  under  the  usual  treatment. 

Some  forests  require  treatment  along  the  lines  of  forestry 
for  other  than  financial  reasons,  as,  for  example,  in  certain  public 
reserves  and  private  pleasure-parks.  But  in  most  cases  the 
measures  of  the  forester  can  be  advised  only  when  they  can  be 
shown  to  be  financially  profitable,  and  this  cannot  be  determined 
except  through  a  knowledge  of  growth. 

A  forester's  usefulness  depends,  therefore,  not  merely  on  his 
knowledge  of  the  nature  of  tree  life,  and  on  his  ability  to  establish 
the  best  conditions  for  rapid  growth  of  forests,  but  also  on  his 
ability  accurately  to  forecast,  from  the  business  standpoint, 
the  outcome  of  his  recommended  measures. 

Sometimes  it  is  obvious  to  the  forester  that  the  improved 
growth  will  be  sufficient  to  justify  the  methods  of  forestry,  but 
even  then  his  conclusions  are  based  on  a  general  knowledge  of 
the  growth  of  the  trees  in  question.  He  may  not  be  able  to 
express  his  results  in  figures,  but  may  still  be  certain  that  the 
increased  growth  will  warrant  the  expenditures  he  recommends. 
As  a  rule,  however,  the  forester  must  justify  his  proposals  from 
definite  data  as  to  rate  of  growth  rather  than  from  general 
estimates. 

The  forester  to-day  is  heavily  handicapped  on  account  of 
the  lack  of  accurate  data  pertaining  to  growth.  His  recommen- 
dations as  to  the  advisability  of  forestry  and  his  proposals  for 
various  methods  of  handling  forest  lands  often  fail  to  carry  con- 
viction because  he  is  unable  to  show  what  may  reasonably 
be  expected  in  the  way  of  financial  returns.  The  situation  in 
southern  New  England  may  be  taken  as  an  illustration.  The 
question  constantly  comes  up  whether  it  is  worth  while  for  the 
fanner  to  plant  up  abandoned  pastures  rather  than  to  wait  for 
the  trees  to  come  in  by  natural  reproduction.  Should  such 
lands  be  planted  at  all,  and,  if  so,  with  what  species?  The 
forester  already  knows  that  chestnut  poles  may  be  produced  in 
forty  years,  but  he  does  not  as  yet  know  how  many  chestnut  trees 
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to  the  acre  would  be  standing  in  a  given  locality  at  the  end  of 
forty  years,  or  what  proportion  of  them  would  he  suitable  in 
size  and  quality  for  poles.  Not  having  these  accurate  data,  he 
is  not  in  a  position  to  forecast  for  the  farmer,  better  than  by 
a  random  guess,  the  future  money  returns  from  the  venture. 
Again,  the  forester  does  not  yet  know  whether  chestnut  will  yield 
a  greater  amount  of  timber  than  white  pine  or  other  fast-growing 
species.  These  questions  cannot  be  answered  until  an  accurate 
study  has  been  made  of  the  increment  and  yield  of  these  species. 
Farmers  and  lumbermen  are  frequently  urged  to  make  thinnings 
for  the  improvement  of  the  composition  and  growth  of  their 
woodlands.  But  as  yet  very  few  private  owners  have  under- 
taken such  improvement  cuttings  and  in  most  cases  have  done 
the  work  experimentally  and  not  with  confidence  in  increased 
financial  returns.  The  majority  of  private  owners  will  not  intro- 
duce forestry  until  the  forester,  through  his  study  of  growth, 
can  prove  that  planting  and  all  other  cutlays  of  lime,  labor  and 
money  will  result  in  increased  money  returns. 

An  accurate  knowledge  of  the  subject  of  growth  is  necessary 
not  only  to  decide  whether  the  outlays  involved  in  forest  methods 
will  yield  a  good  financial  return,  but  also  to  determine  the  true 
value  of  young  woodlands.  Their  real  value  depends  upon 
their  power  of  production,  and  this  can  be  ascertained  in  no 
other  way  than  by  the  use  of  data  obtained  in  the  study  of  growth. 
At  the  present  time  cut-over  land  is  valued  in  a  largely  arbitrary 
way — by  a  sort  of  guesswork  or  by  local  custom.  Often  two 
tracts  of  cut-over  land  sell  for  the  same  price  per  acre  without 
regard  to  whether  they  are  correspondingly  well  stocked  wilh 
young  trees.  Thus  a  value  of  $5.00  per  acre  may  be  placed 
upon  young  sprout  land  through  custom,  whereas,  in  fact,  it 
may  be  an  extremely  good  permanent  investment  at  $io.co  per 
acre  or  a  very  poor  one  at  $5.00.  UTien  a  purchaser  is  seeking 
cut-over  land  as  a  permanent  investment,  he  should  have  a  more 
exact  knowledge  than  at  present  of  its  real  capability  for 
growth.    Many  owners  have  disposed  of  cut-over  lands  which  they 
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certainly  would  have  held,  had  they  known  how  quickly  a  new 
crop  would  follow.  On  the  other  hand  many  owners  have  held 
land  for  a  second  cutting  with  the  expectation  of  securing  the 
second  crop  sooner  than  the  land  is  capable  of  producing  *it. 
Water  companies  and  railroads  often  pay  excessive  prices  when 
purchasing  land,  because  they  have  no  knowledge  of  tree  growth. 

The  study  of  forest  growth  is  of  value  in  damage  suits.  As  far 
as  the  writer  is  informed,  damage  based  on  the  future  growth 
of  trees  has  never  been  awarded  by  an  American  court  for  injury 
to  woodlands.  Railroad  companies  are  frequently  sued  for  the 
recovery  of  damages  caused  by  the  burning  of  immature  timber. 
In  such  cases  it  is  apparent  that  the  real  damage  is  not  repre- 
sented by  the  sale  value  of  the  immature  timber  destroyed,  but 
by  its  prospective  value.  Young  woodland  has  a  prospective 
value  to  its  owner  as  truly  as  a  young  orchard  of  fruit-trees  has 
to  its  owner;  the  only  difference  is  in  the  character  of  the  product. 
In  suits  against  railroad  companies  for  burning  young  woodland 
the  damages  awarded  are  at  present  based  on  guesswork  rather 
than  on  the  real  value  of  the  property  injured. 

An  illustration  of  the  destruction  of  young  timber  which  has 
value  through  its  capacity  for  growth  may  be  taken  from  the 
pine  region.  Suppose  that  a  stand  of  white  pine,  20  years  old, 
is  destroyed  by  fire  from  a  railroad.  When  the  railroad  company 
is  sued  it  will  contend  that  the  damage  should  be  based  on  the 
sale  value  of  the  standing  limber  destroyed,  probably  about 
15  cords  to  the  acre,  worth  not  over  $15.00.  The  owner,  on  the 
other  hand,  will  contend  that  the  damage  should  be  based  not 
on  the  present  but  on  the  future  value  of  the  timber.  He  may 
justly  claim  that  he  expected  to  hold  the  property  until  the  timber 
is  50  years  of  age,  when  it  would  yield  about  50  to  55  cords  of 
wood  per  acre.  Of  this  about  three  fourths  would  be  suitable  for 
lumber  and  the  remainder  for  fire- wood,  worth  all  together  $160.00 
per  acre,  at  a  conservative  estimate.  The  true  present  value  of  the 
property  would  be  determined  by  discounting  to  the  present 
time  $160.00  and  deducting  therefrom  the  present  value  of  all 


Digitized  by 


Google 


6  FOREST  MENSURATION. 

expenses  which  would  have  been  incurred  before  the  maturity 
of  the  timber,  including  the  annual  outlay  for  taxes,  protection, 
supervision,  and  risk. 

%  This  method  of  valuing  woodlands  has  for  a  long  time  been 
in  use  in  Europe.  It  has  never  been  used  in  this  country, 'first, 
because  of  the  abundance  of  forests,  and,  second,  on  account 
of  the  lack  of  knowledge  of  the  rate  of  growth  of  our  native  trees. 
As  soon  as  foresters  are  able  confidently  to  predict  the  future 
value  of  immature  timber,  litigants  will  be  able  to  recover  the 
true  value  of  young  woodlands  when  destroyed  by  fire  or  other- 
wise. 

A  knowledge  of  forest  growth  is  of  paramount  importance  to 
large  lumber  companies.  Many  pulp  and  paper  companies 
already  recognize  that  young  spruce  lands  have  a  value  on  account 
of  the  future  crops  which  they  will  produce.  There  are,  in  this 
country,  many  opportunities  for  profitable  investment  in  second- 
,  growth  timber  lands.  Such  lands  are  now  cheap  because  their 
value  as  a  permanent  investment  is  neither  recognized  nor  under- 
stood. Thus  burned-over  lands  in  Maine  may  frequently  be 
bought  at  a  very  low  price.  If  a  full  crop  of  white  birch  and 
poplar  follows  the  burning,,  an  extremely  profitable  return  would 
be  obtained  in  40  to  50  years.  Of  course  this  would  be  a  long  in- 
vestment and  would  appeal  only  to  stable  companies  of  large 
capital,  such  as  many  of  our  lumber  and  paper  companies. 
Cases  are  already  on  record  where  private  owners  have  bought 
young  poplar  land  at  a  very  low  rate  and  have  made  a  large 
profit.  ^ 

It  is  obvious  that  the  capacity  of  young  timber  lands  for  future 
production  can  be  determined  only  through  a  study  of  tree  growth. 
Lumbermen  seeking  investments  in  young  timber  lands  are 
entirely  unable  to  judge  of  the  wisdom  of  buying  any  given 
tract  until  provided  with  an  estimate  of  its  capacity  for  future 
production. 

When  better  understood  the  question  of  tree  growth  will  be 
the  prime  factor  in  the  settlement  of  cases  arising  out  of  the 
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violation  of  contracts  to  cut  timber  to  a  specified  diameter.  Thus 
contracts  are  often  made  in  the  spruce  sections  for  the  cutting 
of  trees  above  lo  or  12  iiichcs  in  diameter.  Frequenily  these 
contracts  are  broken  by  ci.J./j  rll  trees  down  to  6  or  8  inches 
in  diame.er.  The  owi.er  cf  li-c  bi.u,  Lccorcmg  to  the  present 
custom,  is  able  .0  ccllect  ?s  cm  rgcs  no  more  than  the  stumpage 
val'je  of  Jie  :re  s  (  ^f  11/  c  ,  :  1  c'.  he  icctivcs  no.hir.g  v. hat- 
ever  for  the  Ia]  .  y  tj  ti.e  picc  icing  pcv»er  of  Lis  foicst,  i  Ithough 
such  wrongful  cutti.ig  may  have  reduced  the  growth  cf  the  desired 
timber  on  his  land  50  per  cent.  If  the  contract  had  been  faith- 
fully performed,  his  timber  might  have  grown,  after  lumbering, 
at  the  rate  of  100  board  feet  per  acre  per  annum,  whereas  the 
growth  has  been  reduced  by  wrongful  cutting  to  50,  or  even  less, 
board  feet  per  annum.  The  real  damage  to  the  land  in  such  a 
case  can  be  reached  only  through  a  knowledge  of  growth. 

To  meet  these  demands  foresters  will  specialize  and  become 
recognized  as  experts  in  determining  the  prospective  value  of 
timber  lands,  and  as  such  will  be  called  on  to  testify  in  court  in 
damage  cases  and  also  consulted  by  would-be  investors  in  timber 
lands. 

3.  Literature. — English  literature  on  forest  mensuration  is 
very  meagre.  Several  works  on  general  forest^  and  on  forest 
management  devote  a  few  chapters  to  the  subject,  as,  for  example, 
Schlich's  Manual  of  Forestry,  MacGregor's  Organization  and 
Valuation  of  Forests,  The  Forester,  by  Brown  and  Nisbet,  and 
Green's  Principles  of  American  Forestry ;  but  none  of  these  works 
treat  forest  mensuration  fully.  By  far  the  best  discussion  of 
the  subject  is  contained  in  the  third  volume  of  Schlich's  Manual 
of  Forestry. 

The  information  of  most  value  to  American  foresters  is  con- 
tained in  miscellaneous  books,  pamphlets,  bulletins,  and  forest 
periodicals,  but  the  material  is  scattered  and  often  not  available 
when  desired. 

The  German  and  French  text-books  are  excellent.  The  aver- 
age American  forester,  however,  cannot  read  German  and  French 
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with  suflScient  facility  to  use  these  works.  Moreover,  these  books 
do  not  contain  a  great  deal  of  matter  which  an  American  forester 
must  know.  Every  forester  engaged  in  research  should  learn  to 
read  German  and  French  in  order  to  follow  the  results  of  foreign 
work  in  forest  mensuration,  much  of  which  is  of  great  value  to  us, 
but  which  cannot  be  entirely  included  in  text-books. 
The  best  foreign  books  are  the  following: 

Die  Holzmesskunde,  by  Franz  Baur, 
Lehrbuch  der  Holzmesskunde,  by  Udo  Miiller, 
Leitfaden  der  Holzmesskunde,  by  Adam  Schv^rappach, 
Cubage  et  Estimation  des  Bois,  by  Alexis  Frochot. 

Of  these  Schwappach's  book  is  the  most  useful  to  the  average 
beginner. 

Surprise  is  pften  expressed  that  the  British  foresters  in  India 
have  not  developed  a  more  extensive  literature,  and  that  what 
has  been  written  has  so  little  reference  to  the  practice  in  India. 
The  reason  why  there  is  so  little  Indian  literature  on  forest 
mensuration  is  that  there  has  been  relatively  little  work  of  research 
carried  on  in  the  study  of  growth.  There  is  in  India  no  central 
department  of  resdlarch,  and  practically  all  that  has  been  done  in 
the  study  of  growth  has  been  in  the  preparation  of  working  plans; 
and  as  a  rule  the  data  of  growth  are  based  on  relatively  few 
measurements.  The  methods  of  mensuration,  working  plans, 
and  silviculture  in  India  are  of  great  value  to  American  foresters 
in  the  Philippines.  It  is  unfortunate  that  a  more  comple::e 
account  of  these  methods  has  not  been  presented  together  in  a 
scries  of  books. 

A  list  of  books  on  forest  mensuration  is  given  in  the  Appendix. 

4.  Units  of  Measurement. — The  ordinary  American  units  are 
used  in  the  work  of  forest  mensuration  in  the  United  States. 
The  diameter  measurements  are  taken  in  inches.  Lengths  of 
logs  and  trees  are  measured  in  feet.  For  ease  b  averaging  and 
comparing  the  results  of  measurements,  inches  are  divided  into 
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tenths  instead  of  eighths,  and  feet  are  divided  into  tenths  of  feet 
instead  of  into  inches. 

It  is  not  necessary  or  desirable  at  the  present  time  to  use 
the  metric  system  in  forest  work  in  the  United  States.  Although 
clumsier  than  the  metric  system,  the  ordinary  American  units  may 
be  made  fully  to  answer  the  requirements  of  the  most  exacting 
scientific  work.  The  metric  system  has  many  advantages  over 
the  present  American  system,  but  the  results  of  measurements 
taken  in  the  woods,  if  expressed  in  the  metric  units,  would  be 
unintelligible  to  most  persons  for  whose  practical  use  the  figures 
are  designed.  This  does  not  apply  to  the  Philippine  Islands, 
where  the  metric  system  has  already  been  introduced  with  success. 

The  unit  of  volume  most  commonly  used  in  America  in  the 
lumber  industry  is  the  board  foot.  In  small  transactions, 
standing  timber  is  often  sold  by  the  lot  or  for  a  specified  amount 
per  acre.  Standing  trees  which  are  to  be  used  for  lumber  are 
occasionally  sold  by  the  piece.  Hoop-poles  and  other  small  wood 
are  sold  by  the  hundred  or  thousand.  Ties,  poles,  piks,  and 
mine  props  are  sold  by  the  piece,  the  price  varying  acording  to 
specifications  as  to  diameter,  length,  and  grade,  or  by  linear  feet. 

Fire-wood  and  wood  cut  into  short  bolts,  such  as  small  pulp- 
wood,  excelsior  wood,  spoolwood,  novelty  wood,  heading,  etc.,  are 
ordinarily  measured  in  cords. 

In  the  Adirondack  Mountains  the  19-inch  standard,  or  as 
it  is  often  called,  "market",  is  a  common  unit  of  log  neasure. 
In  some  localities  a  log  22  inches  in  diameter  at  the  small  end, 
and  12  feet  long,  is  used  as  a  standard  log  and  is  the  unit  for 
buying  and  selling  timber.  In  other  sections  standards  are  used 
which  are  based  on  logs  of  other  dimensions,  as  explained  in  a 
later  chapter. 

In  New  England  wagon  stock  is  sometimes  sold  by  the  cubic 
foot,  but  the  unit  is  not  commonly  used  in  commercial  transac- 
tions in  this  country.  When  used,  it  is  employed  to  measure 
long  timber,  and  the  results  are  calculated  for  the  square  sticks 
rather  than  for  the  full  contents  of  the  round  logs.    The  cubic 
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footy  however,  is  commonly  used  in  measuring  precious  woods 
imported  from  the  tropics.  Such  timbers  are  also  sold  by  the 
ton.  Formerly  the  Spanish  cubic  foot  was  used  in  the  Philip- 
pines, but  the  cubic  meter  is  now  the  standard  unit,  as  estab- 
lished by  the  Forest  Act  of  1904. 
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CHAPTER  II. 

THE  DETERMINATION  OF  THE  CONTENTS  OF  LOGS  IN 
BOARD  MEASURE. 

5.  Definition  of  Board  Measure. — The  unit  of  board  measure 
is  the  board  jootj  which  is  a  board  one  inch  thick  and  one  foot 
square.  The  contents  of  a  board  one  inch  thick  are  equal  to 
the  number  of  square  feet  of  surface  of  the  board's  side;  hence 
the  term  superficial  contents  which  is  applied  to  the  number  of 
board  feet  in  lumber.  Board  measure  is  used  also  for  measuring 
the  contents  of  lumber  of  other  thicknesses  than  one  inch  and 
other  widths  than  one  foot,  as  plank  and  scantling.  The  ex- 
pression superficial  contents,  which  originally  was  applied  to  inch 
boards,  is  now  popularly  applied  to  the  number  of  board  feet 
in  lumber  of  any  dimensions  whatever,  and  also  to  the  contents, 
board  measure,  of  round  logs.  The  number  of  board  feet  in 
any  piece  of  lumber  is  obtained  by  multiplying  the  product  of 
the  width  and  thickness  in  inches  by  the  length  in  feet  and  dividing 
by  12.  It  is  necessary  to  divide  by  12  because  the  width  of  the 
board  is  expressed  in  inches  instead  of  feet.    Thus  a  2X4  scant- 

(2  X  4  X  1 2\ 
1=8  board  feet.    Tables 

are  constructed  to  show  the  contents  of  boards  and  scantling 
of  all  commercial  dimensions.  Such  tables  are  published  in  a 
variety  of  forms,  usually  in  so-c^IIed  Ready  Reckoners,  such 
as  those  mentioned  on  page  369.  In  some  localities  board  meas- 
ure is  based  on  boards  J  of  an  inch  in  thickness.  In  this  case 
the  unit  is  a  board  one  foot  square  and  |  of  an  inch  thick.    Con- 

IX 
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siderable  confusion  has  resulted  from  this   deviation   from  the 
usual  unit. 

6.  Board  Measure  Applied  to  Round  Logs.— In  America  the 
contents  of  round  logs  are  usually  measured  in  board  feet.  This 
measure  does  not  show  the  entire  contents  of  logs,  but  the  amount 
of  lumber  which  it  is  estimated  may  be  manufactured  from 
them.  The  contents  of  any  given  log  are  determined  from  a  log 
table  showing  the  estimated  number  of  board  feet  which  can  be 
cut  from  logs  of  different  diameters  and  lengths.  Such  a  table  is 
called  also  a  log  scale  or  log  rule. 

The  method  of  constructing  a  log  table  or  rule  is  to  reduce 
the  dimensions  of  perfect  logs  of  different  sizes,  to  allow  for 
waste  in  manufacture,  and  then  to  calculate  the  number  of  inch 
boards  which  remain. 

7.  Principles  of  Constructing  Log  Rules.  —  There  are,  in 
general,  five  methods  of  constructing  log  rules. 

1.  The  method  of  diagrams.  Full-sized  circles  of  all  diam- 
eters are  drawn  on  large  sheets  of  paper.  Lines  are  drawn 
across  to  represent  the  boards,  each  being  separated  by  a  narrow 
band  representing  the  saw-kerf.  As  many  boards  are  fitted  into 
the  diagram  as  possible,  assuming  a  specified  minimum  width  of 
board  and  a  reasonable  width  of  slab.  The  contents  in  board 
feet  are  then  calculated  from  these  diagrams  for  logs  of  all 
lengths  and  diameters. 

2.  Mathematical  formulae.  In  this  method  a  mathematical 
formula  is  used  which  reduces  the  dimensions  of  the  log  by  an 
amount  proportionate  to  its  size,  to  cover  the  loss  in  slabbing, 
edging,  and  sawdust,  and  gives  directly  the  amount  of  lumber 
in  board  feet.  As  described  later  these  formulae  are,  with  a  few 
exceptions,  mathematically  incorrect,  and  tables  derived  from  them 
are  of  little  value  except  as  a  rough  approximation  which  is  little 
better  than  the  ocular  estimate  of  a  trained  sawyer. 

3.  By  the  results  of  actual  experience  at  sawmills.  A  number 
of  log  rules  have  been  constructed  from  the  results  of  actual  tests 
at  the  mill.    Logs  of  diflFerent  sizes  are  followed  through  the  mill 
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and  the  product  of  each  ascertained.  The  resuhs  of  a  large 
number  of  such  measurements  are  averaged  together  in  the 
form  of  a  log  table. 

4.  By  correcting  existing  log  rules.  Lumbermen  frequently 
change  some  log  rule  which  has  proved  unsatisfactory,  by  apply- 
ing corrections  to  make  the  results  conform  with  what  their  own 
mills  actually  yield. 

5.  By  first  constructing  a  rule  in  standards  (see  page  53) 
and  then  translating  to  board  measure  by  applying  a  uniform 
converting  factor  to  each  of  the  values  in  the  standard  rule.  As 
shown  later,  this  method  is  incorrect. 

8.  Conditions  Influencing  the  Contents  of  Logs  in  Board 
Feet. — ^The  amount  of  lumber  which  actually  can  be  cut  from 
logs  of  a  given  size  is  not  uniform  because  the  factors  which 
determine  the  amount  of  waste  vary  under  different  circumstances. 
These  factors  are  as  folbws: 

1.  The  thickness  of  the  saw.  A  thick  saw  causes  a  greater 
waste  in  sawdust  than  a  thin  one,  as,  for  example,  a  modem  band- 
saw.  The  old-fashioned  rotary  saw  cut  a  kerf  J  or  A  inch 
thick,  while  the  modem  band-saw  cuts  out  J  inch. 

2.  The  width  of  the  smallest  board  which  may  be  used.  The 
narrower  the  board  that  can  be  utilized,  the  greater  will  be  the 
total  product  of  a  specified  log  in  board  measure.  If  the  width 
of  the  narrowest  board  that  can  be  used  is  6  inches,  there  is 
greater  waste  in  slabbing  than  if  3-inch  boards  can  be  taken. 
Li  the  former  case  a  thick  slab  is  thrown  away  which  at  its  center 
is  thick  enough,  but  which  is  not  wide  enough,  to  make  a  board 
6  inches  wide.  It  is  obvious  that  such  slabs  often  would  saw 
out  a  3-inch  board. 

3.  The  thickness  of  the  boards.  A  log  sawed  into  2-inch 
plank  will  )rield  a  greater  number  of  board  feet  than  if  sawed 
into  inch  boards,  because  there  are  fewer  cuts  and  hence  less 
waste  in  sawdust.  If  the  boards  are  cut  less  than  one  inch  in 
thickness,  there  would  be  even  a  greater  sawdust  waste  than  by 
sawing  i-inch  boards. 
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4.  Skill  of  the  sawyer.  Great  judgment  is  required  to  cut 
timber  in  such  a  way  as  not  to  waste  any  material  besides  the 
absolutely  necessary^  slab  and  saw-kerf.  As  a  rule  the  sawyer 
must  decide  very  quickly  how  a  given  log  should  be  sawed,  so 
that  he  must  be  a  man  of  clear  head,  quick  perceptions,  and 
great  experience.  Mill-owners  find  it  economy  to  hire  the  best 
available  sawyers,  even  at  very  high  wages. 

5.  The  efficiency  of  the  machinery.  It  is  obvious  that  a 
saw  which  is  poorly  set  and  filed  will  waste  more  material  in  saw- 
dust than  one  properly  handled.  Cheap  machinery  often  pro- 
duces boards  thicker  at  one  ^nd  than  at  the  other.  This  means 
that  the  total  product  from  a  given  lot  of  logs  will  be  less  than 
could  be  obtained  from  better  machinery. 

6.  Defects  in  the  timber.  Very  few  logs  are  perfect.  In  the 
majority  of  logs  there  is  more  or  less* waste  due  to  crooks,  rot, 
knots,  Worm-holes,  or  other  defects. 

7.  Amount  of  taper.  It  is  evident  that  logs  having  consider- 
able taper  will  yield  more  than  those  with  little  or  no  taper,  since 
some  short  boards  may  be  cut  from  the  wider  portion  of  the 
logs. 

8.  Shrinkage.  Boards  shrink  to  a  certain  extent  after 
sawing. 

9.  Value  of  Board  Measure  Applied  to  Round  Logs. — ^The  - 
lack  of  uniformity  in  the  conditions  influencing  the  contents 
of  logs  in  board  feet  has  led  to  wide  differences  of  opinion  as 
to  how  log  rules  should  be  constructed.  It  is  obvious  that  a  rule 
based  on  a  J-inch  saw-kerf  and  a  given  allowance  for  waste 
by  edging  does  not  give  accurate  measure  when  used  with  a 
saw  of  different  gauge  and  in  a  mill  which  wastes  less  wood 
in  edging  than  allowed  by  the  rule.  Many  lumbermen  have  not 
been  satisfied  with  such  log  rules  as  have  been  constructed,  and 
have  devised  new  rules  to  meet  their  special  local  requirements. 
The  multiplication  of  rules  has  continued  until  there  are  now 
over  forty  in  use  in  this  country  and  Canada.  The  large  number 
of  rules,  their  inconsistencies,  and  the  incorrect  methods  used 


Digitized  by 


Google 


CONTENTS  Of  LOGS  IN  BOARD  MEASURE.  IJ 

in  applying  some  of  them  have  led  to  great  confusion  and  incon- 
venience; and  in  some  cases  landowners  have  been  defrauded 
through  the  use  of  defective  rules. 

One  of  the  sources  of  difficulty  in  log  measurement  is  the 
lack  of  uniformity  in  appljring  any  given  rule.  Most  rules 
require  the  measurement  of  diameter  at  the  small  end  of  a  given 
log,  on  the  assumption  that  the  increase  at  the  other  end  is  lost 
in  slabbing.  Inasmuch  as  the  taper  is  thus  left  out  of  consider- 
ation, a  single  long  log  will  show  a  different  product,  with  a  given 
log  rule,  according  to  the  lengths  and  arrangement  of  the  short 
logs  into  which  it  may  be  cut.  In  some  cases,  of  course,  a  long 
log  may  be  divided  only  in  one  way  because  of  crooks  or  other 
imperfections  which  have  to  be  avoided.  But  with  a  perfectly 
straight  long  log  there  may  be  a  dozen  or  more  methods  of 
arranging  the  short  lengths,  and  in  almost  every  case  a  diflFerent 
product  will  be  obtained  from  the  log  rule. 

This  is  well  illustrated  by  the  example  of  two  pitch  pine  trees 
measured  in  Pennsylvania,  each  having  a  merchantable  length  of 
forty-two  feet  (see  table,  page  i6). 

This  table  shows  a  variation  of  the  scale  of  tree  No.  i  between 
149  and  181  board  feet,  and  of  tree  No.  2  between  136  and  167 
board  feet,  according  to  the  method  of  cutting.  The  largest  scale 
is  obtained  by  cutting  four  logs.  In  practice,  however,  it  would 
frequently  be  more  profitable  to  cut  three  logs  with  a  smaller 
scale,  because  of  the  greater  expense  in  handling  the  larger  number 
of  bgs. 

Appreciating  the  facts  explained  above,  one  is  inclined  to 
advocate  the  abolishment  of  the  board  foot  as  a  unit  in  measuring 
round  logs.  The  board  foot  is,  however,  an  exceedingly  convenient 
unit.  It  is  much  simpler  for  the  millman  to  know  at  once  the  actual 
product  of  logs  than  to  be  obliged  to  calculate  the  product  by 
applying  converting  factors  to  some  other  unit  like  the  cubic  foot 
or  the  standard.  In  estimating  the  yield  of  a  given  tract  in 
saw  timber,  in  purchasing  stumpage  to  supply  a  mill  for  a  given 
length  of  time,  in  valuation  of  forest  land  and  similar  work, 
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Tree  I. 

Tree  H. 

TreeL 

Tree  II. 

No. 

Length 
of  Log. 
Feet. 

Total 
Scale. 
Bd.  Ft. 

Log 
No. 

Length 
oi  Log. 
Feet. 

Total 
Scale. 
Bd.Ft. 

No. 

Length 
of  Log, 
Feet. 

Total 
Scale. 
Bd.  Ft. 

Log 
No. 

Length 
of  Log, 
Feet. 

Total 
Scale. 
Bd.Ft 

I 

2 

3 

i6 

12 

153 

I 
2 
3 

I 
2 
3 

16 

14 
12 

14 
16 
12 

12 

H 
16 

153 

I 
2 
3 

16 
16 
10 

157 

2 

3 

16 
16 
10 

157 

I 

2 

3 

i6 

12 

149 

149 

I 
2 
3 

10 
16 
16 

157 

I 
2 
3 

10 
16 
16 

143 

I 
3 
3 

12 

i6 

lO 
lO 
lO 
12 

lO 
lO 
12 
lO 

lO 
12 
lO 
lO 

12 
lO 
lO 
lO 

162 

I 
2 
3 

136 
161 

I 
2 
3 

16 
16 

153 

I 
2 
3 

16 
10 
16 

144 

I 

2 

3 

171 
175 

I 
2 
3 
4 

I 
2 
3 
4 

10 
10 
10 
12 

I 
2 
3 

14 
14 
14 

'57 

I 
2 
3 

14 
14 
14 

144 

4 

I 
2 
3 

16 
12 
14 

159 

I 

2 
3 

16 
12 
14 

I 

2 

10 
10 
12 
10 

165 
167 

148 

3 
4 

I 
2 
3 

14 
12 
16 

151 

I 
2 
3 

14 
12 
16 

I 

179 
181 

I 
2 
3 
4 

I 
2 
3 
4 

10 
12 
10 
10 

140 

3 

4 

I 
2 
3 

12 
16 
14 

167 

2 
3 

12 
16 
14 

140 

I 

2 

3 
4 

12 
10 
10 
10 

158 

board  measure  has  proved  a  very  useful  unit  of  contents  and 
will  not  be  given  up. 

While  board  measure  is  practical  for  measuring  logs  used 
for  lumber,  it  is  an  unsatisfactory  and  incorrect  unit  for  comput- 
ing the  contents  of  logs  in  shingles,  lath,  staves,  shakes,  and  so  on. 
At  present  lumbermen  estimate  roughly  the  number  of  shingles, 
lath,  and  staves  contained  in  a  thousand  feet  of  lumber.  It  would 
be  a  great  advantage  if  there  were  log  tables  showing  the  product 
in  shingles,  staves,  etc.,  of  logs  of  different  diameters  and  lengths, 
just  as  board-foot  tables  show  the  contents  of  logs  in  inch  boards; 
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but  as  far  as  the  author  is  informed,  no  attempt  has  ever  been 
made  to  construct  such  tables. 

Board  measure  is  extremely  unsatisfactory  for  measuring  the 
product  of  trees  or  logs  in  pulp-wood.  Practically  the  whole  log 
is  used  in  making  pulp.  A  solid  measure  should  be  adopted, 
like  the  standard  or  the  cubic  foot  for  the  measurement  of  pulp- 
wood,  dye-wood,  etc.,  where  the  whole  log  is  utilized. 

As  the  value  of  wood  increases  the  use  of  the  cubic  foot  will 
undoubtedly  be  increased  and  eventually  to  a  large  extent  replace 
the  board  foot  as  unit  for  logs. 

10.  Need  of  Uniformity  in  the  Measurement  of  Logs. — The 
large  number  of  log  rules  and  their  inconsistencies  have  led  to  a 
wide-spread  demand  for  a  reform  which  will  lead  to  uniformity  in 
the  methods  of  measuring  logs.  There  is  a  demand  for  a  standard 
log  rule  which  may  be  used  in  all  cases  of  dispute  and  which 
will  replace  the  present  rules  in  purchasing  and  selling  land  and 
timber.  A  universal  log  rule  is  needed  not  only  in  commercial 
transactions,  but  also  in  scientific  work  of  forestry,  notably  in 
investigations  of  the  volume,  growth,  and  yield  of  trees.  The 
Government  has  in  recent  years  published  volume  tables  of 
standing  trees,  tables  of  growth  in  volume  of  different  species, 
and  tables  showing  the  yield  per  acre  of  timber  in  different  regions. 
Some  tables  are  based  on  the  Doyle,  some  on  the  Scribner,  some 
on  the  Maine  rules,  etc.  A  scientific  comparison  of  these  tables 
is  impossible  because  differences  in  results  may  be  due  to  the 
variable  differences  in  log  rules  used  in  computing  the  contents 
of  the  trees,  rather  than  to  differences  in  laws  of  growth. 
[  It  will  be  impossible  to  construct  a  single  log  rule  for  com- 
mercial use  which  would  be  satisfactory  to  all  lumbermen,  with- 
out modifications  to  meet  local  conditions  of  the  forest  and  of 
manufacture.  Such  a  rule  is  not  proposed  by  the  author.  It  is, 
however,  perfectly  possible  and  practical  to  construct  a  log  rule 
showing  the  product  of  logs  under  the  best  conditions,  to  serve: 

I.  As  the  recognized  commercial  rule  under  the  best  con- 
ditions of  lumbering. 
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2.  As  a  standard  in  cases  of  dispute. 

3.  As  a  standard  of  comparison  in  all  scientific  work. 

4.  As  a  foundation  for  local  commercial  rules. 

Local  rules  can  never  be  altogether  dispensed  with  as  long 
as  the  board  foot  is  used  as  a  unit  in  measuring  logs.  A  local 
rule  showing  the  average  yield  of  logs  of  a  certain  species  from 
a  certain  region  under  given  conditions  of  manufacture  is  very 
useful  in  timber  estimating,  and  it  is  probable  that  many  lumber- 
men will  insist  on  local  rules  for  buying  and  selling  logs.  Thus 
it  wouM  be  necessary  to  have  a  local  log  rule  for  the  hardwoods 
of  the  southern  Appalachians,  another  for  the  second-growth 
timber  of  New  England,  and  so  on. 

Local  log  rules  are  necessary  just  as  local  volume  tables  are 
necessary,  as  an  aid  in  estimating  and,  if  desired  by  the  parties 
concerned,  for  use  in  timber  sales;  but  there  should  at  the  same 
time  he  a  standard  which  is  just  as  definite  as  would  be  a  recog- 
nized method  of  measuring  logs  in  cubic  feet  or  cords. 

II.  Ptinciples  of  Constructing  a  Standard  Log  Rule. — ^Numer- 
ous attempts  have  been  made  to  standardize  a  log  rule,  as  is 
shown  by  the  State  legislation  on  the  subject.  These  attempts 
have  tended  to  increase  the  confusion  because  the  States  have 
adopted  different  rules.  So  far  the  efforts  have  been  to  select 
a  rule  from  those  in  common  commercial  use.  Each  of 
these  rules,  however,  has  serious  defects  which  makes  it  unfit 
to  be  a  standard,  and  it  is  these  defects  w^hich  have  prevented 
lumber-men  from  reaching  an  agreement  as  to  which  is  ihe 
best  rule. 

The  question  will  not  be  settled  until  lumbermen  agree  as 
to  the  purpose  and  the  requisites  of  a  standard  rule  for  measuring 
logs. 

The  requisites  of  a  satisfactory  standard  rule  are,  in  the 
author *s  opinion,  the  following: 

1.  It  should  show  the  product  of  logs  in  boards  one  inch  thick. 

2.  It  should  be  based  on  the  use  of  a  saw  cutting  a  specified 
kerf,  for  example  \  inch. 
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3.  It  should  include  boards  down  to  a  specified  minimum 
width,  for  example  3  inches, 

4.  Its  construction  should  presuppose  the  use  of  good  machinery 
and  skilled  sawyers. 

5.  It  should  be  based  on  logs  normally  straight  and  sound. 
Logs  are  seldom  absolutely  perfect,  there  being  nearly  always 
some  loss  by  crook  or  hidden  defect.  Logs  normally  straight 
and  sound  are  then  the  best  which  are  commonly  found,  in  con- 
trast to  ideal  logs  which  are  scarcely  ever  encountered.  An 
allowance  in  the  rule  should,  therefore,  be  made  to  cover  this 
loss  which  is  practically  always  present. 

6.  It  should  be  based  on  correct  mathematics.  This  point  is 
mentioned  because  many  rules  are  mathematically  unsound,  as 
explained  in  the  discussion  of  the  various  rules. 

7.  It  should  be  based  on  a  formula  rather  than  on  diagrams 
or  mill  scales.  The  objections  to  the  use  of  diagrams  are:  (i)  the 
values  in  the  table  increase  from  diameter  to  diameter  by  irregu- 
lar differences;  (2)  the  values  cannot  be  easily  corrected  to 
conform  to  new  or  special  conditions  of  manufacture;  (3)  the 
values  cannot  be  easily  checked  as  to  correctness.  The  method 
of  constructing  log  rules  by  tallies  from  a  mill  scale  is  imdesirable, 
because- it  would  be  almost  impossible  to  conform  to  the  con- 
ditions and  requisites  mentioned  above.  Such  a  rule  would 
almost  inevitably  bear  the  impression  of  local  quality  of  timber 
and  local  conditions  of  manufacture.  It  would  have  temporary 
and  only  local  value;  and  when  it  should  become  necessary  to 
alter  it  to  meet  new  conditions,  the  work  would  have  to  be  done 
all  over  again. 

The  rule  should  be  based  on  a  mathematical  formula  by 
which  the  volume  of  the  whole  log,  the  loss  by  saw-kerf,  slabbing 
and  edging,  and  the  loss  by  normal  defects,  are  separately  deter- 
mined. The  amount  allowed  in  the  formula  for  loss  in  manu- 
facture should  not  be  determined  theoretically,  but  by  tests  at 
the  mill.  Such  a  formula  can  be  corrected  for  different  widths 
of  saw,  special  dimensions  of  the  product,  and  so  on.    At  any 
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time  one  can  check  the  values  in  the  table  or  himself  construct 
a  table.  But  the  most  satisfactory  feature  of  the  method  is  that 
the  exact  allowance  for  waste  in  slabbing,  saw-kerf,  crook,  etc., 
is  known,  and  there  is  an  opportunity  to  discuss  and  agree  on 
these  points,  so  vital  to  the  success  of  a  universal  rule. 

12.  Selection  of  a  Standard  Rule. — None  of  the  rules  now  in 
use  met  the  requirements  of  a  satisfactory  standard  rule.  Two 
independent  investigations,  however,  have  recently  been  made 
which  have  clearly  demonstrated  the  correct  method  of  con- 
structing log  rules,  and  which  should  lead  to  the  desired  harmony 
in  log  measurement.  The  studies  of  Prof.  A.  L.  Daniels  of  Bur- 
lington, Vt.,  and  Prof.  J.  F.  Clark  of  Toronto,  Ont.,  constitute 
the  most  valuable  contributions  to  the  subject  of  log  measure- 
ments that  have  been  made.  Each  has  proposed  a  formula  to 
construct  a  standard  log  rule,  based  on  the  same  general  mathe- 
matical principles  and  designed  to  accomplish  the  objects  of  a 
standard  rule  described  in  the  preceding  section.  The  formulae 
diflfer  mainly  in  that  Prof.  Daniels  makes  no  allowance  for  loss 
by  crooks  and  disregards  the  taper  of  logs,  and  Prof.  Clark 
makes  a  greater  allowance  for  defects,  including  normal  crook, 
and  provides  for  a  taper  of  one-half  inch  in  every  four  feet  of 
length.  The  diflFerences  between  the  two  rules  are  not  great, 
but  in  the  author's  opinion  neither  can  be  definitely  proposed 
as  the  universal  standard  without  some  further  study.  Thus 
Prof.  Clark's  table  appears  to  meet  the  requirements  of  the 
standard  rule  so  far  as  pine  is  concerned;  but  it  remains  to  be 
proved  whether  his  allowance  for  crook  and  taper  are  applic- 
able to  southern  hardwoods,  cypress  and  other  trees  than  pine. 
Prof.  Daniels  allows  less  for  normal  defect  than  Prof.  Clark 
and  this  point  in  his  formula  would  have  to  be  proved  by  mill 
tests  which  have  not  yet  been  made  in  sufficient  numbers.  The 
points  of  difference  between  the  two  rules  are  capable  of  proof 
by  tests.  The  establishment  of  one  of  these  rules  or  of  some 
other  rule  as  a  universal  standard  can  be  brought  about  only 
by  agreement  among  the  lumbermen  and  foresters,  and  by  sub- 
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sequent  enactment  of  the  necessary  legislation  giving  legal  sanc- 
tion to  the  rule. 

13.  Construction  of  Local  Log  Rules. — ^It  was  explained  in 
section  10  that  local  log  tables  will  be  required  in  estimating 
and  valuing  timber  and  for  many  commercial  transactions. 
At  the  present  time  the  old  rules  are  used  for  this  purpose.  The 
mill-scale  studies  which  are  being  made  by  the  U.  S.  Forest  Ser- 
vice are,  however,  proving  the  old  rules  to  be  inaccurate,  and  in 
many  cases  unsuited  even  for  local  use.  It  is  probable  that 
nearly  all  the  old  rules  will  have  to  be  superseded  by  new  local 
rules.  Where  the  necessity  for  a  new  local  rule  is  proved,  the 
new  one  should  not  be  made  directly  from  the  average  of  the 
mill-scale  tallies,  but  should  rather  be  based  on  the  universal 
rule  by  applying  to  it  corrections  which  are  determined  in,  the 
local  mill  studies.  Local  log  tables  are  necessarily  more  or 
less  temporary  in  character,  diflfering  from  the  standard  rule 
in  the  allowance  for  defects,  crook,  saw-kerf,  thickness  of  slab, 
and  so  on, — factors  which  will  in  time  be  changed. 

Local  Jog  rules  will  be  constructed  by  adding  to  or  subtracting 
from  the  values  in  the  standard  rule  a  certain  percent  or  per- 
cents,  the  latter  being  determined  by  local  mill  studies. 

14.  Graded  Log  Rules. — Graded  log  rules  show  the  product 
of  logs  in  lumber  of  dififerent  grades  and  value.  A  number  of 
such  tables  have  been  made  up  by  the  U.  S.  Forest  Service  in  con- 
nection with  the  preparation  of  graded  volume  tables.  None 
have  as  yet  been  published.  They  promise  to  serve  a  useful 
purpose  in  the  valuation  of  logs. 

15.  Log  Rules  Sanctioned  by  Statute.— There  are  in  the 
United  States  six  dififerent  log  rules  sanctioned  by  State  law,  as 
folbws:  The  Doyle  rule,  which  is  the  statute  log  rule  of  Louisiana, 
Florida,  and  Arkansas;  the  Scribner  rule,  adopted  by  Minne- 
sota, Idaho,  Wisconsin,  and  West  Virginia;  the  Spaulding  rule, 
adopted  by  California;  the  Vermont  rule;  the  New  Hampshire 
rule;  and  the  Drew  rule,  adopted  by  Washington.  To  this  list 
may  be  added  the  New  Brunswick,  the  Quebec,  and  the  British 
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Columbia  rules  of  Canada.  The  U.  S.  Forest  Service  has  adopted 
the  Scribner  rule  (Decimal  C).  Several  lumber  associations 
give  their  ofiScial  sanction  to  certain  rules;  for  example,  the 
Doyle-Scribner  combination  rule,  adopted  by  the  National 
Hardwood  Lumber  Association,  and  the  Drew  rule,  sanctioned 
by  the  Puget  Sound  Timbermen^s  Association.  This  official 
approval  of  difiFerent  log  rules  only  adds  to  the  general  con- 
fusion. 

i6.  Which  is  the  Best  Log  Rule  in  Common  Use.— From 
the  standpoint  of  accuracy,  the  Maine  rule,  if  used  with  short 
logs,  is  probably  the  best  of  the  Eastern  rules  in  common  use. 
The  present  methods  of  using  it  to  measure  long  logs  give  unsat- 
isfactory results,  but  this  is  due  to  the  incorrect  application  of 
the  rule,  and  not  to  defects  in  the  log  table.  The  Spaulding  rule 
appears  to  give  satisfactory  results  for  the  Pacific  Coast  con- 
ditions. 

17.  Early  History  of  Log  Rules. — ^The  board  foot  as  a  unit  of 
measure  for  sawed  lumber  has  been  used  in  this  country  for  a  great 
many  years.  Thus  the  measurement  of  the  superficial  contents 
of  boards  is  described  in  A  Complete  Treatise  on  the  Mensuration 
of  Timber,  by  James  Thompson,  published  in  Troy,  New  York, 
in  1805.  At  that  time,  as  shown  in  this  same  work,  round  logs  were 
measured  entirely  in  cubic  feet,  by  the  old  Fifth  Girth  Formula, 
brought  over  from  England.  In  the  book  above  mentioned  there 
is  no  reference  to  log  tables  or  to  estimating  the  contents  of  logs 
in  board  measure.  The  earliest  mention  of  a  log  rule  for  board 
measure,  known  to  the  author,  is  contained  in  A  Table  for 
Measuring  Logs,  Anon.,  Portsmouth,  Me.,  1825.  The  rule,  as 
described  in  this  brochure,  is  as  follows: 

"Cast  \  of  the  diameter  of  the  log  and  then  reckon  as  many 
boards  as  there  are  inches  diameter,  and  the  width  of  boards  the 
same.  For  example,  take  a  log  12  feet  long  and  12  inches  through 
at  the  top,  and  by  casting  off  \  as  above  mentioned  it  leaves  9 
inches,  which  I  call  9  boards  9  inches  wide  and  each  board  makes 
9  feet;  and  then  multiply  the  number  of  boards  by  the  number 


Digitized  by 


Google 


CONTENTS  OF  LOGS  IN  BOARD  MEASURE.  23 

of  feet  in  one  board  and  the  product  is  81  feet;  and  by  the  same 

rule  you  may  cast  any  log  whatsoever. "  

It  will  be  seen  that  this  is  the  same  as  the  square  of  the  three- 
fourths  formula  described  on  page  49. 

One  of  the  oldest  formulae  for  determining  the  board  con- 
tents of  logs  is  shown  in  The  Mechanic's  Assistant,  by  D.  M. 
Knapen,  published  in  New  York  in  1849.  The  rule  is  as  follows: 
"If  the  log  be  2  feet  in  diameter,  or  less  than  2  feet,  allow 
2  inches  on  four  sides  for  the  thickness  of  the  slabs,  and  one-fifth 
for  saw-c^alf^  and  one  board  for  wane ;  but  if  the  log  is  more  than 
2  feet  in  diameter,  allow  3  inches  for  the  thickness  of  each  of  the 
four  slabs,  and  one-fifth  for  saw-calf,  and  two  boards  for  wane.  If, 
however,  the  logs  are  very  straight  and  smooth,  the  slabs  may  be 
thinner. " 

For  so-called  market  boards  the  rule  reads: 
"Market  boards  are  usually  a  little  less  than  one  inch  in  thick- 
ness; and  consequently  the  number  of  feet  of  market  boards  in 
a  log  will  be  greater  than  the  number  of  feet  of  inch  boards.  To 
find  the  number  of  feet  of  market  boards,  in  any  log,  allow  one- 
eighth  for  saw-calf,  and  apply  the  above  rule  for  inch  boards  with 
this  difference. " 

About  this  same  time  there  appeared  a  rule  giving  the  same 
results  as  the  present  Doyle  rule,  reading  as  follows: 

"  From  the  diameter  of  the  log,  in  inches,  subtract  4  for  the 
slabs.  Then  multiply  the  remainder  by  half  itself,  and  the  product 
by  the  length  of  the  log,  in  feet,  and  divide  the  result  by  8:  the 
quotient  will  be  the  number  of  square  feet." 

This  rule  was  published  for  the  first  time,  as  far  as  the  author 
is  informed,  in  Elements  of  Drawing  and  Mensuration,  by 
Charles  Davies,  New  York,  1846.  These  facts  arc  interesting  in 
view  of  the  introduction  of  the  Doyle  rule  between  1870  and  1880, 
which  gives  exactly  the  same  resuhs  as  this  old  rule  and  which 
was  claimed  to  be  new.  Undoubtedly  Mr.  Doyle's  formula  was 
original,  but  an  equivalent  table  had  been  used  thirty  to  forty 
years  before. 
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COMPARISON  OF  LOG  RULES 

SixTeen- 


Name  of  Ride. 


Champlain. 
Universal. . 
Scribner  * . 
Doyle. 

Dd  or  Maine. 
Hanna. 


"■"■**^*.   Spaulding 

CT^'S^^lA.,^  ^few  Hampshire.  .*..'., 

^       \\       Humphrey  or  Vermont . 

V^        Bangor 

Cumberland  River 

Favorite 

Baxter 

Square  of  three-fourths. 

Square  of  two-thirds. .  . 

Drew 

Herring. 

Quebec 

British  Columbia 

New  Brunswick 

Dusenberry 

Orange  River 

Chapm 

Northwestern 

Derby 

Partridge 

Parsons  t 

Ropp 

Stiflwell 

Baughman's  rotary  saw 

Baughman's  band-saw. . 

Saco  River  t 

Ballon 

Wilson 

Wilcox 

Warner. 

Boynton 

Carey  t 

Forty-five 

White 

Finch  and  Apgar. 

Constantine 

Ake 

Wheeler 

^ *-  International  (band-saw) 


14 
18 

4 
20 


19 
24 

23 


27 


16 


28 
26 
21 


22 
20 


43 
32 
32 
16 

44 
32 


35 
41 


34 
48 


25 
32 


33 
49 
46 

41 


17 

41 

20 

41 

26 

49 

22 

40 

23 

46 

30 
32 

38 
30 


67 
40 

45 


Diameter 


10     12     14*    16 


18 


Board 


70 
57 
54 
3<5 
68 

51 
50 
54 
66 

69 

47 


56 
75 
58 

49 
59 

55 


42 


64 
61. 

75 
68 

64 


65 
70 
73 
75 
61 

67 


40 
60 

61 

51 


105 
6.S 
65 
70 


105 
89 

79 

64 
105 

80 

77 

78 

96 
100 

68 

64 

84 
108 

85 

77 
80 

84 

96 

68 

76 

84 

77 
no 
102 
100 

69 

96 
105 
I.I  2 
108^ 

79 

lOI 

66 

62 

90 
No 

90 

79 

74 
151 

95 

95 
105 


146 
127 
114 
160 
142 
117 
114 
106 
130 
137 

93 

98 

117 
147 
114 
No  va 
107 
120 
119 
130 
100 
104 
112 

117 
148 
140 
140 
109 
133 
145 
156 
147 
117 
144 

lOl 

98 
124 
values 
125 
114 
112 
21.^ 
128 
»32 

150 


193 
172 

'59 
144 
179 

ifir 
161 

139 
170 
182 
121 
142 
156 
192 
150 

lues  gi 
142 
160 
160 
17 
136 
136 

»44 
170 

195 
180 

179 
>57 
176 
193 
209 
192 
170 
184 
144 
128 
170 
given 
168 
161 

'57 
268 

167 
174 
200 


247 
223 

213 

196- 

232 

210 
176 

238 
153 
'97 
200 

243 
192 
ven 
'83 
213 
207 
229 
170 

173 
186 
206 
248 
236 

23' 
211 
225 

244 
270 

249v 
206 

244 
180 
162 

2t6 

for 
218 
214 
203 
339 

2T2 
223 
255 


Values  for  6,  8.  and  10  inches  are  those  used  by  the 
T  value$  read  off  from  a  scaler's  stick. 
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FOOT  Logs. 


in  Inches. 


aO    I     22  24  26  28  80  32  34  36  38 


40 


Feet. 


308 

376 

450 

532 

620 

714 

814 

923 

1038 

"59 

1287 

28s 

347 

419 

497 

582 

674 

773 

878 

990 

1 108 

1234 

iSo 

334 

404 

500 

582 

657 

736 

800 

923 

1068 

1204 

256 

3^4 

4qo 

484 

576 

676 

784 

900 

1024 

1156 

1296 

301a 

439 

507 

614 

706 

795 

900 

1026 

"35 

1261^ 

-17^ 

336 

416 

501 

576 

'656 

7.41 

832 

933 

1066 

1200 

ie 

341 
262 

412 

313 

488 
367 

n 

% 

748 

845 
628 

950 
704 

1064 

785 

1 185 
870 

26«r 

320 

384 

300 

369 

444 

526 

609 

697 

792 

892 

190 

229 

268 

320 

372 

427 

485 

548 

614 

685 

759 

248 

324 

-392 

476 

562 

632 

725 

845 

920 

1037 

1 160 

25<^ 

305 

366 

432 

504 

582 

665 

754 

848 

300 

365 

432 

507 

588 

675 

768 

867 

972 

23^> 

285 

341 

400 

464 

533 

605 

684 

768 

854 

946 

below 

20  fe 

et. 

230 

284 

344 

411 

485 

567 

655 

752 

857 

963 

1067 

280 

347 

420 

507 

•580 

673 

760 

867 

947 

1040 

1173 

261 

320 

386. 

457 

535 

619 

708 

804 

906 

1015 

1 1 29 

300 

362 

432 

229 

285 

346 

414 

487 

567 

652 

744 

841 

945 

1054 

213 

258 

308 

360 

418 

480 

546 

616 

692 

769 

853 

233 

294 

374 

465 

563 

666 

777 

896 

1027 

1 161 

1296 

248 

324 

392 

450 

536 

632 

725 

845 

920 

1037 

1 160 

307 

368 

438 

512 

593 

680 

773 

872 

977 

288 

350 

416 

486 

564 

650 

738 

834 

998 

300 

366 

433 

506 

600 

705 

272 

339 

413 

493 

579 

672 

771 

877 

989 

1 107 

1232 

261 

320 

385 

456 

533 

588 

675 

768 

310 

382 

457 

540 

633 

722 

822 

934 

1054 

1 142 

1294 

340 

417 

500 

590 

686 

790 

900  . 

1022 

1 182 

1286 

1425 

302 

366 

436 

513 

590 

674 

771 

280 

306 

374 

448 

529 

616 

713 

814 

922 

240 

313 

373 

446 

513 

592 

673 

754 

853 

973 

1 1 20 

2b.', 

258 

316 

372 

431 

490 

560 

630 

366 

322 

384 

450 

,  522 

log. 

over 

15  fe 

et   lo 

ng. 

275 

341 

415 

498 

590 

691 

803 

925 

1058 

290 

338 

402 

492 

575 

649 

728 

797 

258 

318 

400 

474 

552 

624 

733 

840 

928 

1054 

1181 

416 

507 

603 

708 

821 

942 

1072 

1210 

1356 

1511 

1671 

261 

^^6 

377 

441 

512 

S88 

669 

277 

337 

404 

475 

553 

636 

725 

1 

39^ 

470 

555 

645 

745 

850 

965 

1085^ 

1210 

1345 

I  Clara  Lunjber  Company,  New  York. 
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The  exact  date  when  J.  M.  Scribner  first  published  his  log 
table  is  not  known  to  the  author.  The  fourth  edition  was  issued 
in  1846.  It  is  probable  that  the  rule  is  one  of  the  oldest  used  in 
the  country. 

It  is  impossible  to  determine  exactly  when  the  board  foot  came 
into  general  use  as  a  unit  for  measuring  logs.  Probably  it  was 
not  generally  used  before  1820,  for  the  works  on  mensuration 
printed  before  that  date  make  no  mention  of  log  tables. 

It  is  probable  that  about  the  middle  of  the  century  a  number 
of  different  rules  were  constructed  in  different  parts  of  the  East, 
including  the  Younglove,  the  Parsons,  the  Saco  River,  and  other 
rules. 

The  conception  of  using  a  standard  log  as  a  unit  of  measure 
is  also  very  old.  The  24-inch  standard  is  described  in  Davies' 
Elements  of  Drawing  and  Mensuration,  mentioned  above,  and 
reference  is  made  to  the  19-inch,  22-inch,  and  24-inch  standards 
in  Knapen's  Mechanic's  Assistant.  This  point  is  also  inter- 
esting as  showing  the  custom  in  the  early  days  of  cutting  logs  13 
feet  long. 

18.  Comparison  of  Log  Rules. — ^The  different  log  rules  are  com- 
pared in  the  table  on  pages  24,  25,  which  shows  the  board  contents 
of  sixteen-foot  logs  of  different  diameters.  This  table,  including 
as  it  does  all  the  log  rules,  is  presented  for  the  convenience  of 
those  wishing  to  make  comparisons  between  the  values  obtained 
by  different  rules.  It  should  be  borne  in  mind,  however,  that 
some  of  them  are  really  not  comparable.  For  example,  the 
Constantine  rule  can  hardly  be  compared  to  the  Cumberland 
River  rule,  because  the  former  gives  the  whole  contents  without 
allowance  even  for  a  sawdust  waste,  whereas  the  latter  is  intended 
to  cover  a  special  amount  of  defects  such  as  occur  in  river 
ioors. 
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DETAILED  DISCUSSION  OF  LOG  RULES. 

19.  The  Champlain  Rule.— This  rule  was  devised  by  Prof.  A. 
L.  Daniels  of  the  University  of  Vermont.  The  following  de- 
scription is  based  on  certain  portions  of  Bulletin  102  of  the 
Vermont  Agricultural  Experiment  Station,  entitled  '*  The  Meas- 
urement of  Saw  Logs/'  and  on  private  correspondence  with  Pro- 
fessor Daniels.  In  many  places  the  author  has  used  Professor 
Daniels'  own  language. 

The  Champlain  log  rule  is  developed  in  the  following  way: 
It  is  assumed  that  all  logs  are  straight,  round,  and  free  from 
defects,  and  that  the  loss  in  the  manufacture  of  the  board  is  due 
only  to  sawdust,  slabbing,  and  edging,  and  not  to  crooks,  knots, 
or  other  blemishes.  The  only  portion  of  the  log  dealt  with  is 
that  which  will  make  boards.  The  thickness  of  the  slab  is  based 
entirely  on  the  diameter  at  the  smallest  end,  the  taper  of  the  log 
being  disregarded;  in  other  words,  the  log  is  considered  a  cylinder 
whose  diameter  is  the  same  as  the  average  diameter  of  the  top 
end  of  the  log.  We  begin,  therefore,  with  a  cylindrical  log,  round, 
straight,  and  of  perfect  quality.  The  solid  contents  in  cubic  feet  of 
such  a  log  is  determined  by  multiplying  the  area  of  the  cross-section 

7rJ92 
in  square  feet  byjhe  length,  that  is,  by  the  formula  F  =  ^ XZ 

or  7=0.7854X2)2 XL,  in  which  V  is  the  cubic  volume,  D  the 
diameter,  and  L  the  length  of  the  log.  If  D  is  expressed  in  inches 
and  L  in  feet,  it  is  necessary  to  divide  the  result  by  144.  If  the 
log  in  question  is  12  feet  longi  the  formula  reads 


f  7=0.7854X2)2-12.  ^  p 


2J 
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This  result  may  be  translated  into  board  measure  by  multi- 
plying by  12  on  the  assumption  that  each  cubic  foot  contains  12 
board  feet,  which  is  the  case  if  the  waste  in  sawdust,  slabs,  and 
edging  be  disregarded.  The  solid  contents  of  the  log  in  board 
feet  is,  therefore,  obtained  by  the  formula 

B/=(o.78s42?2L-M44)Xi2, 

or  for  a  twelve -foot  log 

-B/ =0.78541)2. 

It  will  be  seen  by  reference  to  section  29  that  this  is  the  same 
as  the  Constantine  rule. 

In  the  manufacture  of  boards  two  allowances  for  waste  must 
be  made,  one  for  saw-kerf,  and  the  other  for  slabs  and  edging 
which  may  be  called  surface  waste.  Consider  first  the  allow- 
ance for  saw-kerf.  Suppose  that  the  log  is  sawed  through  and 
through  by  the  method  sometimes  called  "slash-sawing,"  or  "saw- 
ing through  alive";  suppose,  further,  that  a  circular  saw  is  used 
which  cuts  out  a  kerf  one-quarter  of  an  inch  wide.  The  loss  in 
sawdust  for  the  log  will  then  be  one-fifth  of  the  contents.  That 
is,  for  every  inch  board  there  is  a  loss  of  one-quarter  of  an  inch. 
There  remains,  then,  four-fifths  of  the  solid  contents.  Since  the  con- 
tents of  a  12-foot  log  is  o.78s4XZ>2,  there  remains  after  sawing 
\Xo:^%$/iD^  or  o.62832Z>2.  This  represents  the  exact  value  of 
the  untrinimed  inch  boards,  including  slabs,  in  a  perfect  log. 
It  will  be  seen,  however,  that  if  the  saw  had  cut  a  wider  or  narrower 
kerf,  the  numerical  factor  would  have  been  difiFerent.  In  case  of 
a  band-saw  which  cuts  a  kerf  of  \  inch,  the  contents  would  be 

8x3:Hi6^%ro.698i3i>2* 

The  waste  by  sawdust  has  now  been  accounted  for,  but  no 

♦  Expfsssed  matheniatically,  a  saw  of  any  thickness,  S,  wastes  5  parts  in 

every  i+S  parts,  and  the  contents  of  the  log  after  sawing  is  —-r^— ^*. 

I  +0        4 
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allowance  has  been  made  for  loss  in  slabbing,  edging,  and  for 
such  slight  imperfections  as  are  present  in  the  most  perfect  logs. 
It  is  assumed  that  logs,  whatever  the  diameters,  have  an  average 
amount  of  waste  in  slabbing,  edging,  etc.,  proportional  to  the 
amount  of  surface.  The  amount  of  surface  is  proportional  to  the 
diameter  and  length.  That  is,  a  24-inch  log  of  a  specified  length 
has  twice  as  much  surface  as  a  12-inch  log,  and  therefore  the 
waste  in  slabs,  edging,  etc.,  in  the  former  is  just  twice  as  great  as 
in  the  latter.  In  the  same  way,  a  16-foot  log  of  a  specified  diam- 
eter has  tv/ice  as  much  surface,  and  therefore  twice  as  much  waste 
in  slabs,  etc.,  as  an  8-foot  log. 

In  order  to  construct  a  log  tablQ,  then,  it  is  necessary  to  find 
the  relation  existing  between  the  surface  waste  and  the  diameter. 
This  proportion  is  obtained  from  the  evidence  of  sawyers  and 
scalers  and  by  using  diagrams  as  a  check.  After  extensive  investi- 
gation, Professor  Daniels  has  concluded  that  the  surface  waste 
in  perfect  logs  is  equivalent  to  an  inch  board  having  a  width 
equivalent  to  tjie  diameter  of  the  log;  that  is,  for  surface  waste 
he  subtracts  as  many  board  feet  as  there  are  inches  in  the  top 
diameter. 

The  complete  formula,  on  the  basis  of  a  saw-kerf  of  \  inch,  is 

L 

B/  =  (o.62832Z)2xL-r-i44)Xi2-/?X— . 

This  formula  may  be  used  for  any  length  and  diameter,  or  the 
contents  of  12-foot  logs  may  be  first  determined  and  the  values 
for  other  lengths  obtained  by  multiplying  by  the  length  and 
dividing  by  12.    The  formula  for  12-foot  logs  is 

5/=o.628322)2-Z>. 

The  intimate  connection  should  be  noted  that  exists  between 
this  rule  and  the  Constantine  rule.  Take  four-fifths  of  the  Con- 
stantine  values,  subtract  the  diameter,  and  one  has  the  Cham- 
plain  rule.  Or  add  to  the  figures  in  this  rule  the  diameter,  in- 
crease by  one-fourth,  and  one  has  the  Constantine  figures,  which 
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give  the  number  of  board  feet  in  the  solid  log.  If  the  number 
of  cubic  feet  are  wanted,  it  is  only  necessary  to  divide  the  figures 
of  the  Constantine  rule  by  twelve. 

Professor  Daniels  has  devised  two  short  rules  of  thumb  which 
give  nearly  the  same  results  as  the  Champlain  rule.  *  They  are 
as  follows: 

(A)  Take  five-eighths  of  the  diameter,  subtract  one  and 
multiply  by  the  diameter. 

(B)  Subtract  one  from  the  diameter,  square,  and  the  result 
is  the  contents  of  a  log  of  that  diameter  19  feet  long. 

Both  these  short  rules  give  slightly  less  than  the  Champlain  rule. 

20.  Daniels' Universal  Log  Rule. — In  October,  1903,  Professor 
Daniels  published  in  Bulletin  102  of  the  Vermont  Agricultural 
Experiment  Station  a  new  log  rule  which  he  called  the  Universal 
rule.  The  principles  of  constructing  the  Universal  rule  are 
exactly  the  same  as  for  the  Champlain  rule,  except  that  a  greater 
allowance  is  made  for  waste  in  slabbing,  edging,  and  for  sli^t 
defects.  The  endeavor  was  to  secure  a  rule  which  would  give 
the  contents  of  logs  of  average  grade.  The  Champlain  rule  is 
made  for  perfect  logs  while  the  Universal  rule  is  applicable  to 
second-grade  logs  which  have  slight  crooks  or  other  blemishes, 
such  as  are  not  of  sufficient  importance  to  be  made  subject  to 
a  special  discount  by  the  scaler.  Professor  Daniels  gives  the 
name  "mughage*'  to  the  material  wasted  by  slabbing,  edging, 
and  slight  defects.  After  careful  study  he  has  given  as  an  allow- 
ance for  surface  waste,  or  roughage,  an  amount  equivalent  to.  a 
2-inch  plank,  whose  width  is  the  same  as  the  diameter  of  the  log 
in  question.  It  will  be  remembered  that  this  "allowance  plank," 
as  Professor  Daniels  terms  it,  was,  in  the  case  of  the  Champlain 
rule,  I  inch  in  thickness.  The  Universal  rule,  expressed  by 
formula,  reads,  therefore, 

L 
Bf--  (0.628322)2  XL-M44)  X12  -2PX— 

L       ^^ 
=  (0.628321)2  X  L)  -M  2  -  2Z?  X  — , 
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or  for  1 2 -foot  logs, 

5/ =0.628322)2 -2D. 

Professor  Daniels'  argument  for  choosing  the  value  2D  as 
the  width  of  the  allowance  plank  is,  in  his  own  language,  as 
follows: 

"The  particular  value  2,  which  I  have  chosen  as  the  thick- 
ness of  the  allowance  plank,  adapts  the  rule  to  what  might  be 
called  a  second-class  log.  So  far  as  I  can  find  out  it  makes 
it  just  safe  for  a  buyer  to  take  a  fair  ordinary  lot  of  logs  without 
any  dickering  over  premium  or  discount.  If  a  lot  of  perfect 
logs  were  oflfered,  it  might  be  fair  for  the  buyer  to  give  a  small 
premium.  Just  where  premiums  or  discounts  are  called  for 
must  naturally  be  left  to  the  experience  of  the  men  in  the  business. 
The  main  point  and  prime  advantage  in  using  this  rule  is  that  they 
need  pay  no  attention  to  whether  the  logs  are  large  or  small 
since  the  rule  is  a  level  one.  The  choice,  therefore,  of  this  second 
factor  (2Z>),  whether  it  should  be  1.5  or  2  or  2.25,  is,  after  all,  as 
much  a  matter  of  convenience  as  anything  in  the  actual  business 
of  buying  and  selling  lumber  in  the  log.  The  Universal  log  rule 
is  so  constructed,  however,  that  it  is  very  easy  to  get  from  it  the 
figures  which  would  have  been  shown  if  any  one  of  these  other 
factors  had  been  used.  Assume,  for  example,  a  log  24  inches  in 
diameter  and  12  feet  long,  which  scales  by  this  rule  314  board 
feet.  In  order  to  find  what  the  amount  would  have  been  with 
the  factor  1.5,  we  have  only  to  add  a  number  of  board  feet  equiv- 
alent to  one-half  the  diameter,  expressed  in  inches.  Thus  in 
this  case  one-half  of  24  equals  12  and  314-1-12  =  326  board  feet. 
In  the  same  way  a  12-inch  log  is  credited  by  the  Universal  rule  with 
66  board  feet;  but  if  the  factor  were  1.5  it  would  scale  72  feet. 
This  is  just  what  the  present  Vermont  rule  allows  for  ^ch  a  log,  an 
amount  which  is  considered  by  sawyers  to  be  more  than  they  can 
get  from  any  but  an  exceptionally  perfect  log  by  careful  sawing. 

"In  order  to  show  the  precise  effect  of  choosing  diflferent 
thicknesses  for  the  allowance  plank  I  subjoin  a  small  table  for  a 
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1 2-foot  log,  and  different   diameters,  with  allowance  planks  of 
different  thicknesses. 


Thickness  of  Plank. 

Diameter 

in  Inches. 

2.5  in. 

a  in. 

I  sin. 

1  in. 

6 

Board  feet 

8 

II 

14 

17 

12 

•  1        <  • 

60 

66 

72 

78 

24 

302 

314 

326 

338 

36 

724 

742 

760 

778 

"I  am  convinced  that  no  buyer  would  consent  to  use  a  rule 
with  such  figures  as  stand  in  the  last  two  columns  under  1.5 
inches  and  i  inch,  and  that  no  seller  would  want  to  use  the  column 
under  2.5  inches.  I  make  this  comparison  for  the  convenience 
of  readers  and  in  order  to  give  the  fullest  opportunity  for  candid 
criticism.  First-class  logs  carefully  sawed  would  probably 
yield  the  amounts  scheduled  under  the  1.5  inches  caption;  but 
the  fairness  and  wisdom  of  such  a  rule  for  general  use  on  the 
generality  of  logs  is  another  matter."  * 

♦  Prof.  A.  L.  Daniels  has  shown  in  Bulletin  102  of  the  Vermont  Agricul- 
tural Experiment  Station  how  any  given  rule  may  be  expressed  by  a  formula 
as  follows: 

*•  For  logs  of  the  same  length  the  total  volume  varies  as  the  square  of  the 
diameter,  and  the  trimmings,  for  reasons  mentioned  above,  as  the  first  power 
of  the  diameter  The  amount  of  board  feet,  therefore,  is  a  quadratic  func- 
tion of  the  diameter,  a  function  of  the  form  B^aD^-^-bD-k-c. 

••  When  now  the  proper  values  are  assigned  to  the  constants  o,  6.  and  c, 
the  scale  can  be  computed  by  arithmetic.  These  values  are  easily  determined 
when  the  printed  scale  is  given,  as  follows:  Take,  for  example,  from  Doyle's 
rule  the  amounts  for  a  12-foot  log  corresponding  to  the  diameters  10  inches, 
20  inches,  30  inches,  successively,  and  we  have: 

27=  iooa-|-io6  +  c, 
192  =  400a  +  206  +  c, 
507  =  9000  +  306  +  0, 

from   which   we  can   easily  deduce  the  values  0—0.75,  6= —6,  c— 12,  and 
Dovle's  formula  reads.  B  =  o.7sD'— 6D+12. 
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21.  The  International  Log  Rule.— This  log  rule  is  the  result 
of  recent  investigations  by  Professor  Judson  F.  Clark,  Forester 
of  the  Department  of  Lands  and  Forests,  Ontario.  It  is  designed 
for  use  with  a  band-saw,  cutting  a  saw-kerf  of  J  inch.  The  rule 
is  based  on  the  formula:  Bf=o.22D^-o.TiDy  in  which  the  first 
term,  o,22D^,  represents  the  contents  in  board  feet  of  a  log  4  feet 
long,  after  deducting  the  loss  in  saw- kerf  and  shrinkage  in  season- 
ing, and  the  second  term,  0.71  Z>,  is  the  waste  due  to  square 
edging  and  to  normal  crook.  The  principles  underlying  the 
derivation  of  this  formula  are  as  follows: 

1.  An  allowance  of  J  inch  is  made  for  saw-kerf,  and  A  inch 
for  shrinkage  and  unevenness  in  sawing.     After  deducting  for 

this  loss,  the  contents  in  board  feet  of  a  12-foot  log  are  — X = 

^        19       4 

o.66Z)2;  and  for  a  4-foot  log,  o.22D^. 

2.  The  minimum  board  is  3  inches  in  width,  containing  not 
over  2  board  feet.  A  3-inch  board  must,  then,  be  at  least  8  feet 
long  to  be  included;  a  4-inch  board,  6  feet  long;  a  5-inch  board, 
5  feet  long;  a  6- inch  board,  4  feet  long. 

3.  An  allowance  is  made  for  a  taper  of  J  inch  for  each  4  feet 
of  length.  Professor  Clark  has  shown  that  this  is  a  conservative 
allowance  for  merchantable  logs  of  all  species  so  far  studied  in 
this  country,  including  white  pine,  loblolly  pine,  spruce,  balsam- 
fir,  chestnut,  and  northern  hardwoods. 

4.  Provision  is  made  for  the  loss  due  to  normal  crook  and  that 
due  to  human  and^  mechanical  imperfections.     By  normal  crook 

0^^>        

"In  the  same  manner  we  obtain  the  others,  which  are  subjoined. 

Universal ^=0.628321?*  — 2D. 

Doyle B  =  o,75D^-6D+i2. 

Vermont 5=o.5oD^ 

New  Hampshire ^=0.41/?^— o.iD-l-i. 

Hanna B=o.6iD*-i,yD-6, 

Bangor B  =  o.62l>*— i.iD— i. 

Holland,  or  Maine ^=0.635^*  — 1.450-^2. 

Drew  of  Puget  Sound B=o.6i5Z?'— 4.125D-I-29. 

Scribner B^o.^SSD^— 0.550—2$." 
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3^  FOREST  MENSUR/ITION. 

is  meant  the  average  crook  of  first-class  logs  accepted  at  the 
average  mill.  The  average  crook  allowed  in  the  rule  is  about 
1.5  inches,  and  does  not  exceed  4  inches  in  12  feet.  Any  crook 
more  than  4  inches  would  have  to  be  specially  discounted  by 
the  scaler.  Professor  Clark  first  estimated  this  loss  theorelically 
and  then  proved  his  computations  by  extensive  tests  at  the  mill. 
His  studies  showed  that  the  waste  due  to  crooks  and  surface 
im,perfections  is,  like  the  waste  in  square-cdgingrHirecn^Tfo^ 
portional  to  the  diameter  of  the  log.  ■*— ^b^mi     i 

^lE^fBPSISS^allowance  for  waste  m  edging,  crooks,  etc., 
amounts  altogether  to  2.12D  for  12-foot  logs,  or  o,jiD  for  4-foot 
logs.  This  allowance  was  determined  by  mathematical  com- 
putations and  by  tests  at  the  mill.  With  these  principles  estab- 
lished, the  log  table  was  compiled  by  first  computing  the  contents 
of  logs  4  feet  long  and  then  of  logs  of  other  lengths,  allowing  a 
taper  of  i  inch  in  8  feet. 

The  International  rule  may  be  applied  in  mills  which  use 
saws  cutting  kerfs  of  other  widths  than  |  inch,  by  adding  to  or 
subtracting  from  the  total  scale  a  certain  percentage,  as  indicated 
in  the  following  table: 

For  A  -inch  kerf  add  1.3% 

'*  A  *^  ''  subtract  5.0% 
-    i       ''      ''       "  9-5% 

'*  A  ''  *'  ''  13.6% 
''  I  ''  •'  ''  17.4% 
'*    A     ''      '*       ''        20.8% 

22.  The  Doyle  Rule. — ^This  rule  is  known  in  some  sections  as 
the  Connecticut  River  rule,  the  St.  Croix  rule,  the  Thurber  rule, 
the  Vannoy  rule,  the  Moore  and  Beeman  rule,  Ontario  rule, 
and  the  Scribner  rule.  It  is  often  called  the  Scribner  rule  because 
it  is  now  printed  in  Scribner's  Lumber  and  Log  Book.  The 
Doyle  rule  is  used  throughout  the  entire  country  and  is  more 
generally  employed  than  any  other  rule.  It  is  the  statute  rule  of 
Arkansas,  Florida,  and  Louisiana. 
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It  is  constructed  by  the  following  formula:  Deduct  4  inches 
from  the  diameter  of  the  log  as  an  allowance  for  slab;  square 
one-quarter  of  the  remainder  and  multiply  the  result  by  the 
length  of  the  log  in  feet.  Thip  formula  does  not  explain  the 
principle  of  the  rule  as  well  as  that  published  over  50  years  ago, 
giving  the  same  results,  namely :  Deduct  4  inches  from  the  diam- 
eter for  slabs,  then  squaring  the  remainder,  subtract  \  for  saw- 
kerf  and  the  balance  will  be  the  contents  of  a  log  12  feet  long, 
from  which  the  others  may  be  obtained  by  proportion.  The 
principle  is  first  to  deduct  a  2-inch  slab  regardless  of  the  size  of 
the  log;  then  to  square  the  diameter  to  obtain  the  number  of  the 
square  inches  on  the  end  of  the  stick;  deduct  \  for  saw-kerf,  then 
divide  by  12.  The  result  is  the  number  of  board  feet  in  a  log 
I  foot  long.  If  the  last  division  by  12  be  omitted,  the  contents 
of  a  12-foot  log  will  result. 

The  important  feature  of  the  formula  is  that  the  width  of 
slab  is  always  uniform  regardless  of  the  size  of  the  log.  This 
waste  allowance  is  altogether  too  small  for  large  logs  and  exces- 
sive for  small  ones.  The  principle  is,  therefore,  mathematically 
incorrect.  The  product  of  perfect  logs  of  different  sizes  follows 
an  entirely  different  mathematical  law  from  that  of  the  Doyle 
rule.  It  is  astonishing  that  this  incorrect  rule  which  gives  ridicu- 
bus  results  for  very  large  and  very  small  logs,  should  have  such 
a  general  use. 

Without  doubt  the  rule  has  happened  to  yield  fairly  accurate 
results  where  the  loss  by  defects  in  the  timber  and  waste  in 
milling  have  accidentally  about  balanced  the  inaccuracies  of  the 
rule.  Generally  millmen  recognize  the  failings  of  the  rule  and 
make  corrections  to  meet  their  special  conditions. 

The  opinions  of  a  number  of  millmen  regarding  the  rule  are 
pertinent  at  this  point.  The  following  are  selected  from  letters 
*  from  a  very  large  number  of  men  all  over  the  country.  It  should 
be  added  that  the  reason  for  such  wide  differences  in  the  per- 
centage of  inaccuracy  is  on  account  of  differences  in  local  defeds 
of  the  timber  sawed. 
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"The  saw  bill  will  overrun  the  scale  when  the  log  is  20  inches 
and  under  in  diameter  and  will  begin  to  fall  short  of  the  scale 
when  it  reaches  24  inches  in  diameter,  and  the  larger  the  log  the 
more  it  falls  short. " — Mill  located  in  Ohio, 

'*  Laige  bgs  have  to  be  very  straight  and  good  to  hold  out, 
and  according  to  our  experience  Doyle's  Rule  might  be  increased 
10%  to  16  or  17  inches  diameter,  and  from  that  up  to  24  inches 
remain  as  it  is  and  about  24  inches  reduce  2  to  S%." — Mill 
in  Indiana. 

"  Pine,  spruce,  and  tamarack  overrun  the  scale  20% ;  maple, 
ash,  hemlock  S%." — Massachusetts. 

"Small  logs  overrun  20%;  large  logs  lose  20%." — ^West 
Virginia. 

"Fir:  large  logs  fall  short  of  scale  5%,  small  overrun  10%. " 
— ^Washington. 

"Logs  12  inches  and  less  overrun  the  scale  about  40%  for 
straight,  clear  logs. 

"Logs  12-20  inches  overrun  the  scale  about  15-20%  for 
straight,  clear  bgs. 

"Logs  20-24  inches  overrun  the  scale  about  10-20%  for 
straight,  clear  logs. 

"Logs  24-30  inches  overrun  the  scale  about  5-10%  for 
straight,  clear  logs. 

*'Logs  30-36  inches  about  hold  up  the  scale. 

"Logs  36  and  over  fall  below  the  scale." — Mill  in  Ohio. 

"  Poplar,  chestnut,  spruce,  hemlock  hold  out.  Cherry  under- 
runs  about  5%.  Sycamore  underruns  i2j%.  White  oak  cut 
into  car  stock  overruns  12%.  Red  oak  cut  into  lumber  under- 
runs 5%.    Rock  oak  underruns  10%. " — West  Virginia. 

The  Doyle  nile  may  be  found  in: 

Scribner's  Lumber  and  Log  Book.  G.  W.  Fisher,  Rochester, 
N.Y. 

The  Woodsman's  Handbook,  by  Henry  S.  Graves,  BuD.  No. 
36,  Bureau  of  Forestry,  Washington,  D.  C. 

The  instructions  given  in  Scribner's  Lumber  and  Log  Book 
are  to  measure  the  log  at  the  middle.  In  practice  the  logs  are 
measured  at  the  small  end  inside  the  bark,  except  long  logs, 
which  are  measured  at  the  middle.  One  of  the  writer's  corre- 
spondents measures  the  diameter  of  a  long  log  at  one-third  the 
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distance  from  the  small  end.    Long  logs  are  those  containing 
two  or  more  short  logs  of  merchantable  length. 

23.  The  Scribner  Rule. — This  is  the  oldest  log  rule  now  in 
general  use.  It  was  originally  published  in  The  Ready  Reckoner, 
by  J.  M.  Scribner.  It  is  now  usually  called  the  "Old  Scribner 
Rule. "  It  is  used  to  some  extent  in  nearly  every  state,  and  is 
the  statute  rule  of  Idaho,  Minnesota,  Oregon,  Wisconsin,  and 
West  Virginia.  The  rule  was  based  on  computations  derived 
from  diagrams  drawn  to  show  the  number  of  inch  boards  that 
can  be  sawed  from  logs  of  different  sizes  after  allowing  for  waste. 
The  following  description  of  the  rule  is  taken  from  the  edition 
of  1846: 

"This  table  has  been  computed  from  accurately  drawn  dia- 
grams for  each  and  every  diameter  of  logs  from  12  inches  to  44, 
ard  the  exact  width  of  each  board  taken  after  being  squared 
by  taking  off  the  wane  edge  and  the  contents  reckoned  up  for 
every  log,  so  that  it  is'mathemaiicdlly  certain  that  the  true  con- 
tents are  here  given,  and  both  buyer  and  seller  of  logs  will  un- 
hesitatingly adopt  these  tables  as  the  standard  for  all  future  con- 
tracts in  the  purchase  of  saw  logs  where  strict  honesty  between 
party  and  party  is  taken  into  account.  In  these  revised  computa- 
tions I  have  allowed  a  thicker  slab  to  be  taken  from  the  larger 
class  of  logs  than  in  the  former  edition,  which  accounts  for  the 
discrepancy  between  the  results  given  in  these  tables  and  those  in 
former  editions. 

"  The  diameter  is  supposed  to  be  taken  at  the  small  end,  inside 
the  bark,  and  in  sections  of  15  feet,  and  the  fractions  of  an  inch 
not  taken  into  the  measurement.  This  mode  of  measurement, 
which  is  customary,  gives  the  buyer  the  advantage  of  the  swell 
of  the  log,  the  gain  by  sawing  it  into  scantling,  or  large  timber, 
and  the  fractional  part  of  an  inch  in  the  diameter.  Still  it  must 
be  remembered  that  logs  are  never  straight  and  that  oftentimes 
there  are  concealed  defects  which  must  be  taken  as  an  offset 
for  the  gain  above  mentioned.  It  has  been  my  desire  to  furnish 
those  who  deal  in  lumber  of  any  kind  with  a  set  of  tables  that  can 


Digitized  by 


Google 


42  FOREST  MENSURATION. 

implicitly  be  relied  upon  for  correctness  by  both  buyer  and  seller, 
and  to  do  so  I  have  spared  no  pains  nor  expense  to  render  them 
perfect;  and  it  is  to  be  hoped  that  hereafter  these  will  be  preferred 
to  the  palpably  erroneous  tables  which  have  hitherto  been  in  use. 
If  there  is  any  truth  in  mathematics  or  dependence  to  be  placed  in 
the  estimates  given  by  a  diagram,  there  cannot  remain  a  particle 
of  doubt  of  the  accuracy  of  the  results  here  given." 

The  judgment  of  most  sawyers  with  whom  the  author  has 
talked  is  that  the  Scribner  rule  gives  very  fair  results  for  small 
logs,  but  that  for  lar^e  lops,  for  example  those  above  28  inches,  the 
results  are  too  small  if  the  logs  are  free  of  defects.  It  often  hap- 
pens that  defects  are  greater  with  large  logs  than  with  small  ones, 
because  the  former  are  from  trees  which  are  older  and  more 
apt  to  be  mature  or  overmature  than  small  trees.  Scribner's 
rule  is  fairly  satisfactory  in  such  cases.  The  results  for  the 
small  sound  logs  are  fairly  accurate  and  the  defects  of  the  larger 
logs  is  balanced  by  the  deficiencies  of  th<5  rule.  Sometimes  the 
Scribner  rule  is  converted  into  what  is  known  as  the  Scribner 
Decimal  rule  by  dropping  the  units  and  rounding  the  values 
to  the  nearest  tens.  Thus  107  board  feet  would  be  written  11  in 
the  decimal  rule;  104  would  be  written  10.  The  Hyslop  rule 
is  practically  the  same  as  the  Scribner  Decimal  rule. 

The  original  rule  did  not  give  values  below  12  inches. 
A  number  of  lumber  companies  have  interpolated  for  their  own 
use  the  values  for  small  logs.  Thus  the  figures  for  small  diam- 
eters in  the  table  on  page  24  are  those  used  by  a  company  in  the 
Adirondacks.  The  Lufkin  Rule  Company  publishes  three  tables 
for  the  scale  of  small  logs  by  the  Scribner  rule.  These  are  called 
Decimal  A,  B,  and  C. 

The  rule  is  now  published  in  the  following  books: 

Scribner's  Rule  for  Log  Measurement.  George  W.  Fisher, 
publisher,  Rochester,  N.  Y.  Price  30  cents.  The  Woodsman's 
Handbook,  by  Henry  Solon  Graves.  Bulletin  No.  36,  Bureau  ot 
Forestry,  Washington,  D.  C. 

24.  The  Maine  Rule.— This  is  also  known  as  the  Holland  rule, 
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and  as  Fabian's  rule.  Its  use  is  restricted  to  northern  New  Eng- 
land, chiefly  to  Maine,  where  it  has  long  been  the  principal  log  rule. 

The  Maine  rule  was  constructed  by  the  use  of  fjiflgramg 
representing  the  small  ends  of  logs  of  all  diameters  from  6  to  48 
inches.  The  inscribed  square  of  the  logs  was  first  determined, 
and  the  contents  of  the  logs  were  then  computed  by  allowing 
I  inch  for  each  board  and  one-fourth  of  an  inch  between  the 
boards  for  saw-kerf.  The  boards  outside  the  square  were  reck- 
oned, if  not  less  than  6  inches  in  width ;  otherwise  the  whole  slab 
was  discarded. 

In  judging  this  rule  it  must  be  remembered  that  it  was  devised 
for  the  measurement  of  short  logs  and  not  for  long  logs,  to  which 
it  is  now  so  frequently  applied.  Millmen  very  generally  agree 
that  the  Maine  rtile  is  extremely  satisfactory  for  short  logs.  In 
fact,  it  probably  comes  nearer  satisfying  the  present  require- 
ments of  a  modem  sawmill  than  any  of  the  other  rules  in  com- 
mon use.  It  gives  considerably  larger  results  than  the  Scribner, 
Hanna,  and  Spaulding  rules. 

X,ike  the  Scribner  rule  the  values  in  the  Maine  rule  run 
irregularly.  It  is  a  very  simple  matter  Jto  correct  these  irreg- 
ularities by  graphical  interpolation.  Mr.  H.  D.  Tiemann  has 
prepared  a  corrected  form  of  the  Maine  rule  as  given  in  the  table 
on  page  44. 

The  chief  trouble  with  the  rule  is  not  due  so  much  to  defects  in 
the  values  as  to  the  present  method  of  applying  it.  As  explained 
in  section  371  logs  over  30  feet  are  measured  as  two  logs,  the 
diameter  at  the  small  end  being  measured  and  the  diameter  at 
the  middle  being  estimated. 

An  illustration  of  the  working  of  the  rule  is  given  by  Mr.  Austin 
Gary  in  the  Report  of  the  Forest  Commission  of  Maine,  1896: 

"Even  when  the  present  method  of  scaling  by  the  Maine 
rule  is  conscientiously  applied  it  leads  to  wasteful  lumbering.  A 
good  example  is  that  of  a  spruce  log,  cut  in  Maine,  32  feet  long 
and  scaled  as  169  board  feet  by  the  Maine  ruie.  If  the  loggers 
had  cut  this  particular  log  40  feet  long  the  scale  would  have 
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MAINE  RULE. 
(Values  Made  Regular  by  Interpolation.) 


Len^h  in  Feet. 

Diameter. 
Inches. 

10 

12 

14 

16 

18 

20 

22 

24 

Board  Feet. 

6 

13 

15 

17 

20 

22 

25 

27 

29 

7 

19 

23 

26 

30 

34 

38 

42 

45 

8 

26 

31 

36 

42 

47 

52 

58 

63 

9 

34 

41 

47 

54 

-  61 

68 

75 

82 

lO 

43 

5' 

59 

68 

76 

85 

93 

102 

II 

52 

62 

73 

83 

93 

104 

114 

125 

12 

62 

75 

87 

99 

112 

124 

136 

149 

13 

73 

88 

102 

"7 

132 

146 

161 

176 

14 

85 

102 

119 

136 

153 

tyo 

187 

204 

15 

98 

118 

137 

157 

176 

196 

2X6 

235 

i6 

112 

135 

157 

180 

202 

225 

247 

270 

17 

128 

154 

179 

205 

23' 

256 

282 

307 

i8 

H5 

175 

204 

233 

262 

292 

321 

350 

19 

164 

197 

230 

263 

296 

329 

362 

395 

20 

184 

221 

258 

295 

332 

369 

406 

443 

21 

205 

247 

288 

329 

370 

411 

452 

494 

22 

228 

274 

3'9 

364 

410 

455 

501 

547 

23 

252 

302 

352 

403 

453 

503 

554 

604 

24 

277 

332 

387 

443 

498 

553 

609 

664 

been  only  168  board  feet,  or  i  foot  less,  although  8  feet  longer 
and  containing  5  cubic  feet  more.  The  contractor  gained  by 
wasting  8  feet  of  wood  entirely  suitable  for  saw  lumber  or  pulp. 
Other  facts  about  this  tree  are  shown  in  the  table  below  and 
illustrate  the  tremendous  range  of  results  depending  on  the  dif- 
ferent methods  of  applying  a  single  specified  rule: 

Log  as  cut,  32  feet  long;  contents  with  bark,  31  cubic  feet;  scaled  as 

two  16-foot  logs,  giving  butt  log  i  inch  rise 169  ft. 

Scaled  as  two  16-foot  logs,  giving  butt  log  actual  rise 185  " 

A  16-foot  log  above,  that  might  have  been  taken,  scales , . . .     31  '* 

Log  if  cut  40  feet  long;  contents  with  bark,  36  cubic  feet;  scaled  as 

two  20-foot  logs,  giving  butt  log  2  inches  rise 168  " 

Scaled  as  two  20-foot  logs,  giving  butt  log  actual  rise 195** 

Scaled  as  four  lo-foot  logs,  using  actual  top  diameter  of  each 216  ** 

Whole  tree,  sawed  down  at  ij  feet  from  ground  and  taken  up  to 
6  inches  diameter;    contents,  43  cubic  feet;    scaled  in  16-foot 

lengths  from  butt  up  with  actual  diameter 226  " 

Total  contents  of  the  tree's  stem,  46  cubic  feet." 
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This  illustration  is  sufficient  to  show  what  absurcj  results  may 
be  obtained  if  the  rule  is  loosely  applied,  as  is  customary  in  prac- 
tice. 

The  Maine  rule  may  be  obtained  from  V.  Fabian,  Milo 
Junction,  Maine. 

25.  The  Hanna  Rule  is  used  in  Pennsylvania,  Tennessee,  Vir- 
ginia, New  York,  and  Massachusetts,  and  locally  elsewhere.  It 
was  computed  from  diagrams  drawn  for  every  size  of  bg  from 
8  to  50  inches  in  diameter.  Practical  miUmen  were  consulted  by 
the  author  of  the  rule  to  check  the  results.  This  rule  was  con- 
structed on  the  same  general  principles  as  the  Scribner,  Maine, 
and  Spaulding  rules  and  its  results,  like  those  rules,  are  fairly 
satisfactory  for  logs  of  average  size.  The  use  of  the  rule  among 
practical  millmen  is  on  the  increase.  The  rule  foUows  closely  the 
Scribner  rule,  but  is  less  erratic.  When  the  two  are  compared 
the  Hanna  rule  appears  like  an  attempt  to  correct  the  eccen- 
tricities of  the  Scribner  rule. 

26.  The  Spaulding  Rule. — ^This  is  the  statute  rule  of  Cali- 
fornia adopted  by  an  act  of  the  Legislature  in  1878.  The  revised 
statute  is  quoted  in  the  Appendix. 

This  rule  was  constructed  from  diagrams.  Its  author  has 
given  no  adequate  description  of  how  the  results  were  obtained. 
The  only  description  of  the  construction  of  the  rule  as  published 
by  its  author  is  as  follows: 

"Each  sized  log  has  been  scaled  so  as  to  make  all  that  can 
be  practically  sawed  out  of  it,  if  economically  sawed.  Each  log 
to  be  measured  at  the  top  or  small  end,  inside  of  the  bark,  and 
if  not  round,  to  be  measured  two  ways — at  right  angles — and 
the  average  taken  for  the  diameter.  Where  there  are  any 
known  defects,  the  amount  to  be  deducted  should  be  agreed  upon 
by  the  buyer  and  the  seller,  and  no  fractbns  of  an  inch  to  be 
taken  into  the  measurement." 

"In  the  foregoing  table  I  have  varied  the  size  of  the  slab  in 
proj)ortion  to  the  size  of  the  log,  and  have  arranged  it  more  par- 
ticularly for  large  logs  by  taking  them  in  sections  of  12  feet  and 
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carrying  the  table  up  to  96  inches  in  diameter.  As  there  has 
never  been  any  in  use  for  scaling  over  44  inches,  it  has  been  my 
purpose  to  furnish  a  table  for  the  measuring  of  logs  that  can  be 
implicitly  relied  upon  for  correctness  by  both  the  buyer  and 
seller;  and  to  do  so,  I  have  spared  no  pains  or  expense  to  render 
it  perfect" 

The  rule  gives  very  fair  results  for  logs  which  are  sound. 
Where  the  run  of  logs  is  defective,  the  scale  overruns  the  saw 
bill.  As  far  as  the  author  can  learn,  the  millmen  are  satisfied 
with  the  rule. 

It  may  be  obtained  from  N.  W.  Spaulding  Saw  Company, 
18  Frcemont  Street,  San  Francisco,  California. 

27.  The  British  Columbia  Rule. — The  province  of  British 
Columbia  has  established  a  statute  log  rule  which  is  based  on 
the  following  mathematical  formula:  For  logs  up  to  40  feet  in 
length  deduct  ij  inches  from  the  diameter  at  the  small  errd  inside 
the  bark;  square  the  result  and  multiply  by  the  decimal  0.7854; 
from  the  product  deduct  three-elevenths;  multiply  the  remainder 
by  the  length  of  the  log  and  divide  by  12.  For  logs  over  40  feet 
in  length  an  allowance  is  made  on  half  the  length  of  the  log  in 
order  to  compensate  for  the  increase  in  diameter.  This  allow- 
ance consists  of  an  increase  in  the  diameter  at  the  small  end  of 
the  log  of  I  inch  for  each  10  feet  in  length  over  40  feet.  Thus 
for  logs  51  to  60  feet  long  the  contents  of  half  the  log  are  com- 
puted by  the  diameter  at  the  small  end.  The  other  half  is  con- 
sidered to  have  a  diameter  i  inch  larger. 

The  British  Columbia  log  table  is  published  in  a  small 
booklet  entitled  The  British  Columbia  Log  Scale,  and  may  be 
secured  in  Victoria,  B.C.,  at  the  cost  of  $2.00. 

28.  The  Drew  Rule. — ^This  rule  has  been  adopted  as  a  statute 
rule  in  the  State  of  Washington.  The  law  establishing  it  is  given 
in  full  in  the  Appendix..  It  is  also  the  official  log  rule  of  the  Puget 
Sound  Timbermen's  Association.  It  is  used  only  in  the  north- 
western states  and  is  confined  chiefly  to  Washington.  No  infor- 
mation is  given  in  the  published  rule  as  to  how  the  values  were 
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derived.     The  rule  may  be  obtained  in  the  form  of  a  small  leather- 
bound  booklet  for  $2.50  in  Seattle. 

29.  The  Constantine  Rule. — This  is  a  theoretical  rule,  which 
gives  the  solid  contents,  expressed  in  board  feet,  of  logs  without 
any  reduction  for  waste  in  sawdust,  slabbing,  edging,  etc.  The 
principle  of  the  rule  is  to  determine,  first,  the  solid  contents,  in 
cubic  feet,  of  cylinders-  of  different  diameters.  These  results  are 
then  translated  into  board  feet  by  multiplying  by  12,  on  the 
principle  that  if  there  is  no  waste  in  sawing,  there  will  be  in 
each  cubic  foot  12  board  feet.  Of  course,  it  is  really  not  proper 
to  express  the  solid  contents  of  a  log  in  board  feet,  because  the 
board  foot  represents  a  manufactured  product,  and  it  is  impos- 
sible from  a  cubic  foot  of  round  timber  to  saw  12  board  feet;  As 
it  stands,  therefore,  the  Constantine  rule  can  hardly  be  considered 
a  log  rule,  but  only  a  mathematical  step  in  the  derivation  of  a 
log  rule.  The  formula  for  constructing  a  table  for  this  rule  Js  as 
follows : 

Square  the  diameter  of  the  small  end  of  the  log  inside  the  Imrk 
and  muhiply  by  the  decimal  0.785;  multiply  the  result  by  the 
length  of  log  and  divide  by  12.     Expressed  algebraically, 

^^X£-M44jxi2, 

A  practical  board  rule  is  sometimes  made  from  the  Constan- 
tine table  by  deducting  a  third  or  fourth  from  the  figures  for 
saw-kerf  and  other  waste.  This  rule  is  also  used  as  a  founda- 
tion for  the  Champlain  and  Universal  rules  of  Professor  Daniels. 

30.  The  Canadian  Rules. — A  number  of  the  American  log  rules 
are  used  in  Canada,  but  those  recognized  by  statute  or  custom 
are  the  Quebec  rule,  the  New  Brunswick  rule,  the  British 
Columbia  rule,  and  the  so-called  Ontario  rule,  which  is  the 
same  as  the  Doyle  rule.    The  British  Columbia  rule  has  already 
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been  discussed  in  connection  with  the  Pacific  Coast  rules.  The 
author  has  been  unable  to  learn  exactly  how  the  Quebec  and 
New  Brunswick  rules  were  constructed.  As  far  as  the  author  is 
informed,  the  Canadian  rules,  except,  of  course,  the  Doyle  rule, 
have  never  been  used  in  this  country. 

31.  Miscellaneous  Log  Rules.  The  construction  of  the 
Vermont  Rtde  is  described  in  the  Appendix.  It  still  has  some  use 
in  the  northeastern  states,  being  retained  chiefly  because  it  is 
a  State  rule.  An  effort  is  now  being  made  to  replace  it  by  a 
new  rule,  it  being  considered  unsatisfactory  by  most  lumbermen. 
It  is  also  called  the  Humphrey  rule  and  the  Winder  rule. 

The  Baughman  Rules, — These  rules,  devised  by  H.  R.  A. 
Baughman,  of  Indianapolis,  have  been  constructed  to  show  the 
full  contents,  in  board  measure,  of  perfect  logs  manufactured 
by  modem  machinery;  one  to  be  used  with  a  rotary  saw,  and 
the  other  with  a  band  saw.  They  are  based  on  diagrams.  As 
in  other  diagram  rules,  the  values  increase  by  irregular  differ- 
ences. It  is,  however,  one  of  the  few  rules  which  do  not  allow 
an  excessive  amount  for  waste.  Its  values  are,  for  small  logs, 
almost  identical  with  those  of  the  Champlain  rule.  The  Baugh- 
man rules  are  contained  in  Baughman's  Buyer  and  Seller,  Indian- 
apolis, Ind.,  1905.     Price  $1.50. 

The  Baxter  rule  is  used  chiefly  in  Pennsylvania.  According 
to  Prof.  J.  T.  Clark  it  is  based  on  the  formula:  Subtract  i  from 
the  diameter  inside  the  bark  at  the  small  end,  square  the  re- 
mainder and  multiply  by  0.52,  and  the  result  is  the  contents  of 
a  12-foot  log. 

The  Dusenberry  Rule  is  used  in  Pennsylvania,  New  York, 
Ohio,  and  Indiana.  It  was  made  originally  for  white  pine,  but  is 
now  Used  also  for  other  timbers. 

The  Favorite,  or  Lumberman's  Favorite  Rule,  is  used  in  Vir- 
ginia, West  Virginia,  Michigan,  New  York,  Texas,  Tennessee, 
Indiana,  Pennsylvania,  North  Carolina,  and  Missouri.  It  is 
probably  based  upon  diagrams. 

The  Square  of  Two-thirds  Rule,  which  is  also  known  as  the  St 
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Louis  Hardwood  rule,  the  Two-thirds  rule,  the  Tennessee  River 
rule,  and  the  Lehigh  rule,  is  used  in  Tennessee,  Pennsylvania, 
North  Carolina,  Kentucky,  Illinois,  Indiana,  New  Jersey,  Virginia, 
and  West  Virginia,  and  probably  in  some  other  states.  It  is 
based  on  the  following  formula:  Deduct  one-third  of  the  diameter 
at  the  small  end  of  the  bg  inside  the  bark  for  saw-kerf  and  slab, 
square  the  remainder,  multiply  by  the  length,  and  divide  this 
product  by  12.     The  result  is  the  contents  in  board  feet. 

The  Square  of  Three- fourths  Rule,  whose  other  names  are  the 
Portland  scale,  the  Noble  and  G)oley  rule,  the  Cook  rule,  the 
Crooked  River  rule,  and  the  Lumberman's  scale,  is  occasionally 
used  in  the  northeastern  states.  The  formula  upon  which  it 
is  based  is  as  follows:  Deduct  one-fourth  of  the  diameter  at  the 
small  end  of  the  log  inside  the  bark  for  saw-kerf  and  slab,  square 
the  remainder,  multiply  by  the  length  of  the  log,  and  divide  this 
last  product  by  12  for  the  contents  in  board  feet. 

The  Cumberland  River  Rule  is  known  in  some  parts  of  the 
country  as  the  Evansville  rule  and  the  Third  and  Fifth  rule. 
It  is  used  in  Tennessee,  Kentucky,  Indiana,  Ohio,  Michigan, 
Illinois,  Massachusetts,  and  probably  in  some  other  states. 

It  is  based  upon  the  following  formula:  Deduct  one-third 
from  the  daimeter  at  the  small  end  inside  the  bark  to  reduce  the 
round  log  to  square  timber.  Then  from  one  side  of  the  square 
thus  obtained  deduct  one-fifth  for  saw-kerf;'  multiply  the  remain- 
der by  the  side  of  the  square  and  the  product  will  be  the  contents 
of  a  log  1 2  feet  long.  For  logs  of  other  lengths  multiply  by  the 
length  and  divide  by  12.  This  rule  was  constructed  for  the 
measurement  of  hardwood  logs  in  the  water  in  the  Mississippi 
River  and  its  tributaries.  These  logs  are  often  defective  and  in 
the  water  it  is  impossible  to  distinguish  the  defects  which  are 
hidden  by  the  water  itself,  by  mud,  sand,  plugs,  etc.  The  log 
rule  is  supposed  to  allow  for  all  such  hidden  defects. 

The  Herring  Rule,  which  is  also  called  the  Beaumont  rule, 
is  used  in  Texas.  It  was  first  published  in  1871  by  T.  F.  Herring, 
Beaumont,  Texas,  and  afterwards  enlarged  by  W.  A.  Cushmaix 
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of  Beaumont.  No  intimation  is  given  of  exactly  how  the  table 
was  constructed.  It  is  probable  that  it  is  based  partly  on  the 
actual  cut  of  the  logs  at  the  mill  and  partly  on  diagrams. 

The  rule  may  be  obtained  from  Mark  Weiss,  Beaumont, 
Texas.    Price  $i.oo. 

The  Orange  River  Rule  is  also  known  as  the  Ochiltree  rule  and 
as  the  Sabine  River  rule.  It  is  used  in  Texas.  It  is  based  on 
the  folbwing  fonnula:  Multiply  the  square  of  the  diameter  of  the 
small  end  of  the  log  inside  the  bark  by  the  length  of  the  log 
and  divide  the  product  by  30;  the  result  is  the  contents  in 
board  feet. 

The  Combined  Doyle  and  Scribner  Rule. — ^This  is  a  combina- 
tion of  the  Scribner  and  Doyle  Rules.  It  is  used  in  New  York, 
New  Jersey,  Pennsylvania,  Virginia,  Tennessee,  Kentucky,  Ala- 
bama, Louisiana,  Arkansas,  Mississippi,  Missouri,  Indiana,  Illi- 
nois, Michigan,  Ohio,  Iowa,  Wisconsin,  Montana,  Idaho,  South 
Dakota,  and  probably  elsewhere.  It  has  been  adopted  as  the 
oflScial  scale  of  the  National  Hardwood  Lumber  Association,  St. 
Louis,  and  is  published  in  their  "  Grading  Book."  The  values 
for  diameters  under  28  inches  are  taken  from  the  Doyle  rule; 
those  for  28  inches  and  over  from  the  Scribner  rule. 

The  eflfort  seems  to  have  been  to  find  a  rule  which  gives  very 
small  results,  in  order  to  cover  loss  in  defective  timber.  The 
principal  use  is  with  the  hardwoods,  which  are  apt  to  be  unsound- 
It  is  to  be  counted  as  one  of  the  rules  designed  for  a  special  class 
of  timber. 

The  Chapin  Rule  is  based  on  measurements  of  logs  actually 
sawed  into  lumber.  It  is  claimed  that  it  gives  the  greatest  amount 
of  lumber  which  can  be  manufactured  from  straight  smooth  logs. 
It  is  a  comparatively  new  rule  and  has  not  yet  come  into  very 
general  use.  It  may  be  purchased  from  the  American  Lumber- 
man, Chicago. 

A  number  of  other  rules  are  in  local  use.    They  are  as  follows : 

The  Northwestern  Rule,  used  to  some  extent  in  Michigan  and 
Illinois. 
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The  Derby  Rule,  also  known  as  the  Holden  and  Robinson 
rule,  which  is  used  in  Massachusetts. 

The  Partridge  RuUy  also  called  the  Murdoch  and  Fairbank 
rule,  which  is  used  rarely  in  Massachusetts  and  which  is  based  on 
I  inch  boards. 

The  Preston  Ride.  This  is  based  upon  the  principle  that  one- 
fiflh  of  the  contents  of  a  log  should  be  deducted  for  saw-kerf. 
The  waste  in  slabs  is  calculated  by  deducting  ij  inches  for 
small  logs  and  i  J  inches  for  large  logs.  The  results  are  given  in 
board  feet  and  inches. 

The  Parsons  Rule,  used  in  a  few  places  in  Maine. 

The  Ropp  Ruk,  used  in  Illinois.  It  is  based  on  the  following 
formula:  Subtract  60  from  the  square  of  the.  diameter  of  the 
small  end  of  the  log  inside  the  bark,  multiply  the  remainder  by 
half  the  length  of  the  log,  and  point  off  the  right-h^nd  figure. 

The  StUlwell  Rule,  known  as  the  Stillwell  Vade  Mecum  ?:ule, 
used  by  its  author  in  Georgia. 

The  Saco  River  Rule,  used  in  Maine. 

The  Wilson  Rule,  used  in  Massachusetts. 

The  Ballon  Rule,  used  by  M.  E.  Ballon  &  Son,  of  Becket, 
Mass.,  in  measuring  small  hardwood  timber,  such  as  basket 
ash. 

The  Wilcox  Rule,  used  locally  in  Pennsylvania  for  softwood 
timber. 

The  Warner  Rule,  used  locally  in  New  York. 

The  Boynton  Rule,  based  upon  a  compromise  of  the  Vermont 
and  the  Scribner  rules  and  adjusted  by  sawyers'  tallies.  It  is 
used  in  Vermont. 

The  Carey  Rule,  used  in  Massachusetts. 

The  Forty- five  Rule,  used  in  New  York.  It  is  based  upon  the 
following  rule:  For  a  24-inch  log  multiply  the  square  of  the 
diameter,  namely  24,  by  the  length  of  the  bg  and  the  result  by 
45,  then  point  off  three  places.  The  figures  at  the  left  of  the 
decimal  point  will  represent  the  contents  iii  board  feet.  For 
every  variation  of  2  inches  in  the  diameter  from  the  standard 
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24-inch  log  add  or  subtract  i  from  the  number  45  in  the  formula, 
according-  as  the  diameter  is  larger  or  smaller  than  24  inches. 

The  White  Rule,  used  to  a  limited  extent  in  Montana. 

The  Finch  and  Apgar  Rule,  published  in  the  Excelsior  Log 
Book  Table,  New  York. 

The  Ake  Rule,  used  locally  in  Clearfield  County,  Pa.  It  is 
based  upon  the  following  rule  of  thumb:  Multiply  the  diameter 
of  the  log,  measured  at  the  small  end  inside  the  bai-k,  by  0.7; 
square  the  result ;  multiply  the  product  by  the  length  of 'the  log 
and  divide  by  1 2.  The  final  result  will  be  the  contents  in  board 
feet. 

The  Youn glove  Rule  is  a  very  old  rule  iformerly  used  in  New 
England  and  probably  still  occasionally  employed  in  Massa- 
chusetts. 

Other  rules  may  be  in  existence,  but  they  are  unknown  to  the 
author. 
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CHAPl'tR  IV. 

LOG  RULES   BASED   ON  STANDARDS. 

32.  Definition  of  Standard  Measure. — It  was  shown  on  page  26 
that  the  custom  of  using  a  standard  log  of  specified  dimensions  as  a 
unit  of  volume  has  been  used  for  over  fifty  years.  A  table  of 
standards  is  based  on  the  principle  that  the  contents  of  logs  vary 
directly  as  their  lengths  and  the  squares  of  their  respective  diam- 
eters. To  obtain  the  volume  of  any  given  log  in  terms  of  a  specified 
standard,  square  the  diameter  at  the  small  end  and  divide  by  the 
square  of  the  diameter  of  the  standard  log;  then  divide  by  the 
length  of  the  standard  log  and  multiply  by  the  length  of  the  log 
measured.  Thus  if  the  standard  is  a  log  12  feet  long  and  24 
inches  in  diameter  at  the  small  end,  the  square  of  the  diameter 
of  the  log  measured  is  divided  by  the  square  of  24  and  then 
multiplied  by  a  fraction  whose  numerator  is  the  length  of  the 
given  log  and  denominator  the  length  of  the  standard.  Expressed 
algebraically,  the  rule  for  determining  the  volume  of  a  log  in 
standards  is 

in  which  V  is  the  volume  of  the  log,  D  its  diameter  at  the  small 
end,  L  its  length,  d  and  /  the  diameter  and  length  of  the  standard. 
It  will  be  noticed  that  in  this  formula  the  full  contents  of  the 
standard  and  of  the  log  are  not  compared,  but  the  contents  of 
cylinders  having  diameters  equal  to  the  diameters  of  the  respec- 
tive logs  at  the  small  encj.    If  the  full  contents  of  the  logs  were 
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to  be  compared,  it  would  be  necessary  to  take  the  measurements 
of  diameter  at  the  middle.  This  will  be  clear  by  reference  to 
the  formula  for  determining  the  solid  contents  of  logs  described 
in  section  47. 

33.  The  Nineteen-inch  Standard  Rule. — One  of  the  standards 
in  most  common  use  is  the  so-called  19- inch  standard,  or  market. 
The  unit  is  *  log  13  feet  long  and  19  inches  in  diameter  at  the 
small  end  inside  the  bark.  On  the  principle  that  the  contents 
of  logs  vary  as  the  squares  of  their  diameters,  a  lo-inch  log  13  feet 
long  contains  0.28  standards  (the  square  of  10  divided  by  the 
square  of  19).  Expressed  algebraically  the  formula  for  deter- 
mining the  contents  of  a  given  log  by  the  19-inch  standard  rule  is 

in  which  V  represents  the  volume  in  standards,  D  the  diameter 
inside  the  bark  at  the  small  end,  and  L  the  length  of  the  log. 

This  log  rule  is  most  commonly  used  in  the  Adirondack 
Mountains  of  New  York.  It  is  particularly  popular  in  measuring 
pulp  wood  because  the  rule  is  based  on  volume  and  not  on  board 
measure.  It  is  sometimes  called  the  Glens  Falls  Standard  rule. 
It  has  been  called  by  some  the  Dimick  rule  because  it  is  published 
in  Dimick's  Ready  Reckoner.  This  booklet,  edited  by  L.  Dimick, 
may  be  purchased  for  25  cents  from  Crittenden  and  Cowles,  Glens 
Falls,  N.  Y. 

Standard  measure  is  commonly  translated  into  board  measure 
by  multiplying  the  volume  of  a  given  log  in  standards  by  a  con- 
stant. In  the  case  of  the  Nineteen-inch  Standard  rule,  it  is 
assumed  that  one  standard  is  equivalent  to  200  board  feet,  and 
the  number  of  standards  in  a  log,  regardless  of  its  size,  is  multiplied 
by  200  in  translating  from  standard  to  board  measure.  This 
procedure  is  emphatically  incorrect,  because  the  contents  of  logs 
measured  in  standards  vary  as  the  squares  of  the  diameters,  while 
the  contents  of  logs  measured  in  board  feet  vary  by  a  totally 
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diflFerent  rule  (see  sections  19-21).  When  a  standard  table  is 
converted  into  board  measure  by  multiplying  throughout  by  a 
constant,  as  for  example  200,  it  incorrectly  is  assumed  that  the 
board  contents  vary  as  the  squares  of  the  diameters  of  the 
logs.  When  logs  of  different  diameters  are  scaled  both  in 
standard  measure  and  board  measure,  the  results  are  not 
the  same  as  when  the  logs  are  scaled  in  standard  measure 
and  converted  into  board  measure  by  multiplying  by  200. 
It  is  true  that  the  average  of  a  very  large  lot  of  bgs  when 
measured  by  the  two  scales  will  nm  about  200  feet  to  the  standard 
(based  on  Doyle's  rule).  This  is  the  only  way  that  the  converting 
factor  can  correctly  be  used.  It  should  not  be  used  when  applied 
to  individual  diameters.  The  table  on  page  56  shows  that,  taking 
kgs  separately,  there  are  not  5  standards  to  the  thousand,  but 
from  4  to  nearly  14  standards  to  the  thousand,  according  to  the 
diameters  of  the  bgs. 

34.  The  New  Hampshire  Rule  (Blodgett  Ride).  Although 
usually  not  recognized  as  a  standard  log  rule,  the  Blodgett  rule, 
which  has  been  adopted  as  the  statute  rule  of  New  Hampshire, 
is  nothing  more  nor  less  than  a  standard  rule  based  on  the  same 
principles  as  that  of  the  Adirondack  market  described  above. 
The  Blodgett  standard,  as  fully  described  on  page  363,  assumes 
as  a  unit  a  log  i  foot  long  and  16  inches  in  diameter.  The 
contents  in  so-called  cubic  feet  (more  correctly  standards)  of  a 
log  of  any  dimensions  is  found  by  the  following  formula: 

IP 

in  which  V  is  the  volume  in  standards,  D  the  diameter  in  inches, 
and  L  the  length  of  the  log  in  feet. 

This  rule  is  now  being  very  generally  introduced  in  the  spruce 
region  of  northern  New  England  for  the  measurement  of  long 
logs  which  are  cut  for  pulp.  The  reason  for  its  popularity  is 
because  it  is  a  volume  rule.    In  the  manufacture  of  wood  pulp 
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COMPARISON  OF   13-POOT  LOGS    SCALED  IN  STANDARDS  AND 
BOARD   MEASURE. 


• 

{From  Report  of  N.Y.  Forest  Commissum,  1894). 

Diameter. 
Inches.* 

Standard 
Measure. 

Number  of 

Number  of 

Number  of 

Number  oC 

Logstoa 
Standard. 

Feet.  Log 
Measure.T 

Logspcr 
1000  Feet. 

Standards  per 
1000  Feet. 

8 

.177 

5.6 

13 

76.9 

13.7 

9 

.224 

4.5 

20 

50.0 

II. I 

10 

.277 

3.6 

29 

34-5 

9.6 

II 

•335 

30 

40 

25  0 

^•3 

12 

•399 

2.5 

52 

19.2 

7.7 

13 

.468 

2.1 

66 

15. 1 

7.2 

14 

.543 

1.8 

81 

12.3 

6.8 

15 

.623 

1.6 

98 

10.2 

6.4 

16 

.709 

1.4 

117 

8.5 

6.1 

17 

.800 

1.2 

137 

7.3 

5.8 

18 

.897 

I.I 

159 

6.3 

5.7 

19 

1. 000 

I.O 

183 

5-5       . 

5-5 

20 

1. 108 

.9 

208 

4.8 

5-3 

21 

X.221 

.8 

235 

4.2 

5.2 

22 

I-34I 

.7 

•         263 

3.8 

51 

23 

1.465 

.7 

293 

3.4 

5.0 

24 

I  595 

.6 

325 

31 

4-9 

25 

1.731 

.6 

358 

2.8 

4.8 

26 

X.872 

.5 

393 

2.5 

4.7 

27 

2.020 

.5 

430 

2.3 

4.6 

28 

2.172 

•5 

468 

2.1 

4.6 

29 

2.330 

.4 

508 

2.0 

4.6 

30 

2.493 

.4 

549 

1.8 

4.5 

31 

2.662 

.4 

592 

1.7 

4.5 

32 

2.836 

.3 

637 

1.6 

4-4 

33 

3.017 

.3 

683 

1.5 

4.4 

34 

3  202 

.3 

731 

1.4 

4.3 

35 

3.393 

.3 

781 

1.3 

4.3 

36 

3.590 

.3 

832 

1.2 

4.3 

*  At  top  end  of  log.  inside  the  bark. 
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the  entire  log  is  utilized,  there  being  very  little  waste.  Land- 
owners are  therefore  demanding  a  unit  of  measure  which  will 
take  into  account  the  entire  contents  of  the  logs.  Another  reason 
for  the  adoption  of  the  New  Hampshire  rule  is  the  widespread 
dissatisfaction  with  the  Maine  rule  as  it  is  now  used.  The 
reader  is  referred  to  the  discussion  of  the  New  Hampshire  rule 
in  sections  37  and  38. 

Just  as  in  the  case  of  the  Adirondack  standard,  lumbermen 
are  accustomed  to  convert  the  Blodgett  rule  into  board  measure. 
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The  statute  states  that  the  ratio  of  the  Blodgett  standard  to  the 
thousand  feet  shall  be  as  loo  is  to  looo,  or  lo  feet  in  every  cubic 
foot.  In  practice  the  lumbermen  consider  that  there  are  115 
Blodgett  feet  in  1000  board  feet  when  the  diameter  measure-^ 
ment  is  taken  at  the  middle  of  the  log  and  106  Blodgett  feet  per 
1000  board  feet  when  the  measurement  is  taken  at  the  small 
end  of  the  log.  These  are  fair  average  figures  and  in  practice 
are  applicable  in  converting  the  scale  of  a  large  lot  of  logs 
lumped  together  from  one  measure  to  the  other.  It  is  not, 
however,  fair  to  construct  a  log  table  for  board  measure  by 
dividing  the  values  in  the  Blodgett  rule  by  the  constants  106  or 
115.  Such  a  log  rule  for  board  measure  still  remains  a  volume 
rule,  although  expressed  in  board  feet.  The  values  in  the  table 
are  not  proportional  to  the  board  measure  of  the  log,  but  to  the 
cubic  volume  measure. 

35.  The  Cube  Rule. — Another  standard  rule  is  the  so-called 
Cube  rule  of  the  Ohio  River.  This  is  based  on  the  hypothesis 
that  a  log  18  inches  in  diameter  is  the  smallest  one  from  which  a 
1 2-inch  square  piece  can  be  cut.  To  use  local  phraseology,  an 
1 8- inch  log  will  cube  once,  meaning  that  for  each  linear  foot 
there  will  be  one  cube.  To  estimate  the  contents  of  a  log,  square 
the  diameter  in  inches,  multiply  by  the  length  in  feet,  and  then 
divide  by  the  square  of  18.    Algebraically, 

^~i82^^' 

Ordinarily  12  board  feet  are  allowed  for  one  cube. 

This  rule  is  known  also  as  the  Big  Sandy  Cube  Rule. 

36.  Other  Standard  Rules.— The  Twenty-two  Inch  Standard 
Rule  is  still  used  to  some  extent  in  New  York  State  and  probably 
elsewhere.  The  unit  is  a  log  12  feet  long  and  22  inches  in  diam- 
eter at  the  small  end  inside  the  bark.  The  rule  is  used  in  the 
same  way  as  the  Nineteen-inch  Standard  rule,  and  a  table  may 
be  constructed  on  the  same  principle.    The  22-inch  standard  log 
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Fjo,  I. — Different  Forms  of  Scale  Rules. 
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contains  252  board  feet  (Scribner  rule).  Common  usage  gives 
lour  standards  to  the  thousand  board  feet.  The  Twenty-two 
Inch  Standard  rule  is  sometimes  called  the  Saranac  River  Standard 
rule. 

The  Twenty-four  Inch  Standard  rule  is  based  on  a  standard 
log  24  inches  in  diameter  inside  the  bark  at  the  small  end  and. 
12  feet  long.  The  standard  log  contains  300  feet,  board  measure, 
according  to  the  Doyle  Rule.  In  the  use  of  this  rule  timber  is 
usually  sold  by  the  standard  or  by  the  300  feet,  instead  of  by 
the  thousand  feet,  as  commonly;  the  logs  are  scaled  by  the  Doyle 
lule  and  the  total  number  of  feet  divided  by  300,  the  unit  of  sale 
being  a  certain  sum  per  standard.  To  obtain  the  value  of  the 
odd  number  of  feet,  the  latter  are  divided  by  300  and  multiplied 
by  the  price  per  standard. 

The  Canadian  standard  rules  are  based  on  logs  12  feet 
instead  of  13  feet  in  length,  and  21  and  22  inches,  respectively,  in 
diameter.  These  rules  are  used  in  the  same  way  as  the  Amer- 
ican standard  rules  already  described. . 
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METHODS  OF  SCALING  LOGS. 

37.  Instruments  for  Scaling  Logs. — ^The  measurement  of  logs 
to  ascertain  their  contents  is  called  scaling.  The  instnunent  used 
for  measuring  logs  is  called  a  scale  stick,  scale  rule,  or  bg  rule. 
A  number  of  different  types  are  manufactured.  The  most  com- 
mon type  of  scale  rule  consists  of  a  stick,  square  or  flat,  which 
may  be  placed  on  the  end  of  a  log  and  shows,  by  two  sets  of 
figures  on  its  face,  both  the  diameter  of  the  log  and  its  contents 
in  board  feet.  At  each  inch-mark  is  indicated  the  volume 
in  board  feet,  by  a  specified  rule,  of  a  log  of  that  diameter. 
Each  line  of  figures  represents  the  results  for  one  length  of 
log,  the  lengths  being  indicated  at  the  left-hand  end  of  the 
stick.  It  is  exactly  as  if  a  printed  log  rule  were  wrapped 
about  the  stick.  The  flat  type  of  stick  is  most  commonly  used 
throughout  the  country.  These  rules  are  generally  made  of 
hickory  and  tipped  with  a  plain  binding  of  brass  or  by  a  head 
of  iron.  There  are  in  use  a  variety  of  such  heads  for  the 
measurement  of  logs  of  different  forms.  Fig.  i  shows  a  number 
of  forms  made  by  the  Lufkin  Rule  Co.,  Saginaw,  Mich.  The  ad- 
vantage of  a  head  is  that  the  rule  may  be  placed  quickly  and  accu- 
rately on  the  end  of  the  log.  If  there  is  no  such  guide,  inaccuracies 
are  frequent  through  carelessness  in  not  placing  the  end  of  the  rule 
exactly  at  the  edge.  This  type  of  rule,  however,  is  applicable 
only  where  the  log  has  been  peeled.  Where  logs  are  scaled  with 
the  bark  on,  the  plain  rule  with  no  guide-head  must  be  used,  or 
a  reduction  in  the  measure  made  for  the  thickness  of  the  bark. 
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Sometimes  logs  are  "nosed";  that  is,  the  sharp  edges  are  rounded 
off  with  the  axe  to  prevent  sphtting  ("brooming")  of  the  ends 
in  transportation.  In  scaling  such  logs  a  long  guide-head  on 
the  scale-stick  is  needed.  Occasionally  scale-sticks  are  made 
hexagonal  instead  of  flat  or  square.  The  old  Gary  and  Parsons 
scales  of  Maine  were  formerly  constructed  in  this  way.  Where 
scaling  in  the  woods  consists  merely  in  measuring  the  diameters 
of  the  logs,  a  flat  rule  graduated  in  inches  and  half  inches  is  used. 
These  rules  are  often  made  by  the  scalers  themselves,  or  for 
them  by  the  camp  blacksmith.  A  common  type  consists  of  a 
flat  steel  rule  i  inch  wide  attached  to  a  wcoden  handle. 

Several  firms  manufacture  a  caliper  scale  for  the  Scribner 
rule.  Calipers  are  used  also  where  the  diameter  is  meas- 
ured at  the  middle  or  at  one-third  from  the  end.  The  New 
Hampshire  rule  requires  a  measurement  at  the  middle  of  the  log. 
Therefore  a  caliper  rule  is  used.  The  most  conmion  form  is  one 
in  which  there  is  a  depression  on  the  inside  of  each  arm,  so  that 
the  recorded  diameter  is  less  than  the  real  diameter.  This  is  the 
allowance  for  bark.  These  calipers  are  constructed  for  use  with 
spruce,  and  an  allowance  is  made  on  the  calipers  equivalent  to 
the  average  thickness  of  spruce  bark  at  the  middle  of  an  average 
log.  The  scaler  is  thus  saved  the  trouble  of  chipping  off  the 
bark  or  of  measuring  its  thickness.  It  is,  of  course,  a  rough 
method  to  assume  that  on  all  logs  the  thickness  of  bark  is  the 
same. 

For  measuring  the  lengths  of  logs  a  wheel  is  often  used. 
It  consists  of  ten  spokes,  each  tipped  with  a  spike,  mounted  on 
a  small  hub  which  is  attached  to  the  caliper  scale.  The  spokes 
are  all  painted  black  except  one,  which  is  yellow,  and  this  one 
is  weighted  with  a  band  of  lead,  so  that  it  always  points  down- 
ward when  at  rest.  When  the  wheel  is  placed  on  a  log,  the  yellow 
spoke  touches  the  log  first.  The  construction  is  such  that  the 
tips  of  the  spokes  are  6  inches  apSLVt.  When  the  wheel  is  run 
along  a  log,  each  revolution,  easily  counted  by  the  yellow  spoke, 
measures  5  feet,  and  as  the  distance  between  the  spokes  is  6  inches, 
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the  length  of  a  log  may  quickly  be  determined  to  within  6  inches. 
(Fig.  2.) 


Fig.  2. — Wheel  for  Measuring  Lengths  of  Logs. 

38.  Methods  of  Measuring  the  Diameters  and  Lengths. — The 

methods  of  scaling  logs  differ  in  using  different  rules  and  accord- 
ing to  local  differences  in  the  character  of  timber,  in  the  market 
requirements,  in  the  habit  of  the  individual  scalers,  etc.  In 
regions  where  the  logs  are  cut  into  short  lengths  and  piled  on 
skidways  for  winter  hauling,  as  in  the  Adirondacks,  the  scaling 
is  done  in  the  following  way:  Ordinarily  two  men  constitute  the 
scaling  crew.  They  are  provided  with  a  rule  for  measuring  the 
diameters  of  the  logs,  a  note-book,  tally-sheets  or  a  "scale-paddle" 
for  recording  the  measurements,  a  special  marking-hanmier, 
and  crayons  for  marking  the  logs.  One  scaler  measures  the 
diameters  of  the  logs  inside  the  bark  at  the  small  end;  the  other 
records  the  results.  Only  the  smallest  diameter  is  recorded, 
since  the  log  tables  are  based  on  length  and  on  diameter  at  the 
small  end  of  the  log.  It  is  not  necessary  to  measure  separately 
the  length  of  each  log,  for  there  are  usually  only  a  few  standard 
lengths,  as,  for  example,  10,  12,  13,  14,  and  16  feet.  The  scaler 
can  tell  at  a  glance  the  correct  length.  If  a  log  is  slightly  longer 
than  the  standard,  the  extra  length  is  disregarded.    For  example, 


Digitized  by 


Google 


METHODS  OF  SCAUNC  LOGS.  63 

a  log  16.5  feet  long  is  scaled  as  a  16-foot  log.  If  18  feet  is  the 
next  standard  length,  a  log  17.5  feet  long  is  scaled  as  a  16-foot 
log.  Therefore,  a  log  may  be  slightly  longer  than  the  specified 
length  but  never  shorter.  If  a  log  is  shorter  than  the  length  of 
the  shortest  specification  (ordinarily  8  or  10  feet)  it  is  discarded 
entirely.  A  great  deal  of  waste  is  caused  by  choppers  through 
careless  measurement  of  log  lengths. 

In  measuring  the  ends  of  logs,  the  diameters  are  rounded  to 
whole  bches.  If  a  diameter  is  nearer  7  than  6  inches,  the  log 
is  tallied  as  7  inches.  If  the  diameter  is  exactly  between  two 
whole  inches,  as,  for  example,  9.5  inches,  the  scisJer  usually  tallies 
it  under  the  lower  inch  class,  in  this  case  9.  Sometimes  scalers 
endeavor  to  throw  about  half  of  such  logs  into  the  inch  class 
below  and  half  into  the  class  above.  Very  conservative  scalers 
record  all  diameters  falling  between  two  whole  inches  in  the  lower 
inch  class,  even  if  it  is  within  one-tenth  of  an  inch  of  the  next  class 
(for  example  6.9  inches  would  be  called  6-inches). 

When  logs  are  evidently  not  round,  the  rule  is  usually  placed 
at  a  point  on  the  cross -section  where  the  diameter  is  about  an 
average  between  the  largest  and  smallest  dimensions.  Some 
scalers  always  take  the  smallest  diameters,  a  precaution  necessary 
in  measuring  veneer  logs. 

The  field  records  are  taken  on  special  forms  prepared  by  the 
company  owning  or  bujdng  the  logs.  Often  the  scalers  use  a 
blank-book  or  wooden  scale-paddle  in  the  woods,  and  then  trans- 
fer the  figures  to  regular  forms  at  the  camp. 

There  are  two  methods  of  recording  the  measurements.  The 
most  common  way  is  to  tally  the  logs  by  diameter  and  length, 
and  then  afterwards  compute  the  volume  in  the  office.  The 
other  way  is  to  record  the  board  contents  of  each  log  as  shown 
by  the  scale-stick. 

When  a  log  has  been  scaled,  the  end  is  chalked  to  prevent  its 
measurement  a  second  time.  Logs  which  are  to  be  discarded 
receive  a  special  chalk-mark.  At  this, time. or  later  the  logs  are 
stamped  with  the  special  marking-hanmier  of  the  purchaser  of 
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the  logs.  It  is  customary  in  many  places  to  blaze  a  tree  near 
each  skidway,  and  mark  the  number  of  the  skidway  and  number 
of  logs  tallied.  Thus  ^/^  would  mean  that  there  are  460  logs  on 
skidway  number  23. 

The  description  of  scaling  given  in  the  previous  pages  applies 
to  the  northern  regions  where  logs  are  cut  short  and  where  roads 
are  used  for  hauling.  The  principles  of  scaling  are  practically 
the  same  in  other  sections  where  short  logs  are  cut.  When  the 
logs  are  loaded  on  cars  in  the  woods,  the  scaling  is  generally  done 
on  the  cars  after  loading.  Where  logs  are  to  be  driven,  they 
may  be  scaled  on  the  bank  before  rolling  into  the  river,  or,  where 
slides  are  used,  at  the  side  of  the  slide  before  they  are  started. 
Naturally  the  accuracy  of  the  diflFerent  scalers  varies  tremen- 
dously. Some  guess  at  the  dimensions  of  many  of  the  logs  with- 
out measuring  them,  and  even  estimate  the-4:otal  run  of  a  pile 
without  bothering  to  measure  any  of  the  logs  in  it. 

In  Maine  and  also  in  some  parts  of  New  Hampshire,  spruce 
is  cut  in  long  logs,  that  is,  the  entire  merchantable  part  of  the 
tree  is  taken  out  in  one  log.  The  scaling  is  sometimes  done 
as  the  logs  are  hauled  to  the  skidways  or  yards,  and  sometimes 
at  the  landing  if  they  are  to  be  driven.  If  the  Maine  Log  rule 
is  used,  the  scaler's  outfit  consists  of  the  ordinary  Maine  scale- 
stick,  a  measuring-pole  or  tape,  marking-hammer,  and  chalk 
and  note-book.  The  small  end  of  the  log  and  its  length  are 
measured.  The  results  in  board  feet  are  read  directly  from  the 
stick  and  recorded  on  special  tally-Wanks  or  in  a  note-book. 

The  Maine  rule  gives  figures  for  lengths  only  up  to  30  feet,  so 
that  if  a  log  is  longer  than  that,  it  must  be  scaled  as  two  logs. 
Ordinarily  the  diameter  at  the  small  end  alone  is  measured,  the 
scaler  estimating  the  diameter  at  the  middle.  Thus  if  a  log  is 
36  feet  long,  the  small  diameter  7  inches,  and  the  diameter  at 
the  center  estimated  at  9  inches,  the  contents  of  two  18-foot  logs, 
respectively  9  and  7  inches  in  diameter,  are  read  from  the  stick 
as  the  contents  of  the  whole  log.  The  scaler  guesses  at  the 
middle  diameter  of  the  log  after  measuring  the  top.  The  increase 
in  size  from  top  to  center  (called  the  "rise")  may  be  estimated 


Digitized  by 


Google 


METHODS  OF  SCALING   LOGS.  65 

very  accurately  by  experienced  scalers.  Sometimes  a  scale-stick 
is  used  which  gives  the  contents  of  whole  logs  over  28  feet  long, 
constructed  on  the  principle  that  logs  28  to  32  feet  long  have  a  rise 
from  tip  to  center  of  i  inch,  those  32  to  36  feet  long  a  rise  of  2 
inches,  those  36  to  40  feet  long  a  rise  of  3  inches.  The  rise  of 
logs  over  40  feet  long  is  left  to  the  scaler's  judgment.  The  stick 
thus  constructed  is  called  the  regular  five-line  rule. 

Deductions  for  crooks  and  other  defects  are  made  according  to 
the  judgment  of  the  scaler.  There  are  no  rules,  the  discounting 
being  entirely  a  matter  of  experience.  In  common  practice  it  is 
mostly  customary  to  reduce  the  total  scale  of  a  lot  of  logs  by  a 
certain  percentage  as  a  factor  of  safety.  This  is  particularly  the 
case  where  the  quality  of  logs  is  extremely  poor.  For  example, 
the  disease  of  cypress  called  "peckiness''  is  so  difficult  to  dis- 
cover from  external  signs  that  a  general  reduction  for  safety  is 
necessary. 

The  growth  of  the  pulp  industry  in  Maine  has  introduced  a 
new  factor  in  the  scaling  of  spruce.  Inasmuch  as  the  whole  log 
is  used  in  making  pulp,  a  solid  measure  is  more  appropriate  than 
board  measure.  For  this  reason  many  operators  are  now  using 
the  Blodgett  rule.  This  requires  the  measurement  of  the  middle 
diameter  of  a  log  instead  of  the  end  diameter.  The  measurement 
is  taken  with  calipers  of  the  type  described  before.  The  length 
of  the  log  is  measured  and  the  middle  point  located  by  a  wheel. 
The  diameter  is  taken  outside  the  bark,  the  calipers  being  con- 
structed to  allow  for  an  average  bark  width.  The  contents 
of  the  log  are  read  directly  from  the  beam  of  the  caliper.  The 
deduction  for  defects  is  made  as  with  the  Maine  rule. 

In  scaling  long  logs  by  the  Doyle  rule,  the  diameter  is  measured 
at  the  middle  or  the  two  ends  are  averaged.  Better  results 
are  obtained  if  long  logs  are  measured  in  short  lengths  and  the 
diameters  taken  at  the  jx)ints  where  the  cuts  would  be  made. 

39.  Methods  of  Making  Discount  for  Defects. — If  all  the  logs 
on  a  skidway  were  sound  and  straight  the  operation  of  scaling 
would*  be  largely  mechanical  and  would  not  require  much  skill. 
But  many  logs  are  cut  and  piled  which  are  partly  rotten,  crooked, 
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or  seamy.  They  must  be  entirely  discarded  or  reductions  must 
be  made  for  imperfections  when  the  contents  are  calculated. 
Skill  is  required  in  deciding  what  logs  should  be  thrown  out.  The 
obviously  rotten  logs  are  not  piled  on  the  skidway  at  all.  The 
contractors  include  many  which  are  doubtful,  and  which  they 
think  may  be  accepted  by  the  purchaser.  The  final  decision 
rests  with  ihe  scalers.  There  are  many  logs  having  center  rot 
or  rot  only  on  one  side,  seamy,  shaky,  and  crooked  logs,  which 
contain  enough  good  lumber  to  pay  for  the  hauling,  but  cannot 
be  given  a  scale  equivalent  to  straight  sound  logs  of  equal  di- 
mensions. When  such  a  log  is  measured,  a  deduction  is  made 
to  compensate  for  the  loss  through  the  imperfection.  If  the 
scaler  is  recording  only  the  diameters  and  lengths  of  the  logs, 
discount  for  dcfcH:ts  in  a  specified  log  is  usually  made  by  reducing 
the  measured  diameter  sufficiently  to  cover  the  loss.  Some- 
times, chiefly  in  the  South,  the  allowance  for  defect  is  made  by 
reducing  the  log's  length.  If  the  contents  of  the  logs  are  reduced 
in  the  woods,  the  discount  in  board  feet  is  made  when  the  log  is 
measured.  The  experienced  scaler  who  has  worked  at  a  saw- 
mill is  able  to  eslimate  the  loss  through  certain  imperfections 
merely  by  inspecting  the  log.  It  requires  skill  and  experience  to 
recognize  defects  and  to  know  how  much  they  affect  the  quality 
of  the  timber.  It  also  requires  good  judgment  to  determine  how 
much  the  dimensions  of  a  defective  log  should  be  reduced  to  scale 
what  can  actually  be  manufactured  from  it.  The  best  scalers  have 
this  experience  and  judgment.  Many,  however,  make  deductions 
for  defects  largely  by  guesswork.  The  writer  has  encountered 
a  few  rules  for  special  cases,  but  there  is  apparently  no  uniformity 
in  practice  among  different  scalers.  This  lack  of  uniformity  is 
unfortunate,  and  while  it  is  impossible  to  lay  down  rules  which 
are  universally  applicable,  it  is  possible  to  classify  the  principal 
problems  met  by  scalers.  It  would  be  entirely  practicable  for 
lumbermen  to  follow  a  uniform  system  of  handling  these  problems, 
making  modifications  as  required  in  special  cases. 

Discount  for  Center  Rot, — If  a  log  has  a  rotten  spot  at  the 
center,  and  there  is  enough  good  wood  to  pay  for  hauling,  a  dis- 
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count  for  the  defect  is  made  in  the  scale.  Several  incorrect 
methods  for  computing  this  discount  are  in  use.  One  method 
requires  the  subtraction  of  the  diameter  of  the  rotten  core  from 
the  diameter  of  the  log  for  the  required  diameter.  Thus  if  a 
12-foot  log  were  20  inches  in  diameter,  and  the  rotten  core  had 
a  diameter  of  6  inches,  this  method  would  make  the  new  diam- 
eter 14  inches.  The  loss  (using  the  Champlain  Rule)  would  be 
122  board  feet,  which  is  ridiculous.  Another  method  is  to  scale 
the  log  as  sound,  compute  the  contents  of  a  log  the  size  of  the 
core,  and  subtract  this  from  the  scale  of  the  log.  In  case  of  the 
20-inch  log  with  a  6-inch  center  rot  the  loss  would  be  17  board 
feet.  Another  scheme  is  to  add  3  inches  to  the  diameter  of 
the  rotten  core,  square  this  and  deduct  from  the  gross  measure- 
ment. The  result,  if  the  method  be  applied  to  the  example 
above,  would  show  a  loss  of  81  feet.  The  actual  loss,  as  shown 
by  a  diagram,  would  be  33  board  feet.  This  shows  that  some 
of  the  methods  of  scaling  in  practice  are  thoroughly  incorrect. 

The  writer  has  for  some  time  considered  the  possibility  of 
''CULL  tables"  to  assist  scalers  in  making  discounts  for  specified 
sorts  of  defects  in  logs.  In  pursuance  of  the  idea  of  basing  such 
*CULL  tables"  on  diagrams,  the  writer  secured  the  services  of 
Mr.  H.  D.  Tiemann,  of  the  U.  S.  Forest  Service,  to  experiment 
with  the  construction  of  the  tables.  In  the  first  place  Mr.  Tie- 
mann constructed  a  series  of  diagrams  representing  the  cross- 
sections  of  logs  of  different  diameters  and  calculated  the  actual 
loss  occasioned  by  center  holes  of  different  sizes.  In  construct- 
ing the  diagrams,  \  inch  was  allowed  for  saw- kerf  and  4  inches 
as  the  width  of  the  narrowest  board.  It  was  assumed  that  the 
logs  would  be  sawed  so  as  to  yield  the  greatest  possible  output. 
Experiment  showed  that  the  most  is  obtained  by  "sawing  through 
and  through"  up  to  a  certain  point  where  the  holes  are  large 
enough  to  make  "sawing  around"  necessary.  It  was  recog- 
nized also  that  in  sawing  through  and  through  there  might  be 
a  difference  whether  the  log  is  cut  so  as  to  have  an  inch  board 
from  the  center  or  to  have  the  saw  pass  exactly  through  the 
center.     In  every  case  the  maximum  yield  was  used. 
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Mr.  Tiemann's  study  established  the  fact  that  in  logs  of 
the  same  length,  the  loss  due  to  holes  0}  any  specified  size  is 
practically  uniform,  regardless  0}  the.  diameter  oj  the  log.  This 
law  is  clearly  shown  in  the  table  below.  It  happens  that  for 
12-foot  logs  this  loss  is  almost  exactly  expressed  by  the  formula 

— (Z>-f  i)2,  where  D  is  the  diameter  of  the  hole. 
5 

LOSS  BY  CENTER-ROT  IN   TWELVE-FOOT  LOGS  OF  SELECTED 
DIAMETERS  AS  SHOWN   IN   DIAGRAMS. 


1 2-inch  Log, 

Loss  when 

Sawed 

16-inch  Log, 

Loss  when 

Sawed 

34-inch  Log, 

Lo«8  when 

Sawed 

36-inch  Log. 

Loss  when 

Sawed 

4S-inchLog 

LoRS  when 

Sawed 

Thro  gh 

Around 

Throgli 

Axxiund 

Thro'gh 

Around 

Thro'gh  Around 

Thro'gh  Around 

1X18. 

Board  Feet. 

Board  Feet 

Board  Feet. 

Board  Feet.  . 

Board  Feet. 

2 

3 

6 

9 

14 
14 

6 
9 

12 

12 

4 
9 

12 
12 

2 
9 

16 
26 

4 
6 

28 
53 

14 
34 

13 
29 

20 
30 

II 
27 

12 
32 

12 
27 

26 

44 

II 

8 

TO 

69 

50 

76 
112 

52 
82 

45 
70 

54 

92 

47 
•65 

70 
80 

51 

12 

132 

120 

106 

132 
186 

no 
173 

132 
194 

108 

175 

f6 

221 

TO 

3H 

306 

276 

306 

272 

Note. — The  double  lines  are  drawn  at  the  points  where  the  loss  is  greater 
by  sawing  through  than  by  sawing  around. 

In  practice,  logs  which  have  holes  are  apt  to  have  more  loss 

from  hidden  defects  than  others.    Therefore  it  is  wise  to  allow 

a  further  loss  of  5%.    This  gives  the  very  simple  formula  of  loss 

in  board  feet  due  to  center  holes: 

Loss  =  f(Z>  +  i)2. 
A  table  showing  the  loss  in  board  feet  for  logs  of  different 
sizes  and  holes  of  different  diameters  has  been  constructed  by 
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this  formula,  first  for  12-foot  logs  and  then  for  10-,  13-,  14-,  16-, 
1 8-,  and  20-foot  logs,  and  is  given  on  page  71. 

This  table  is  applicable  to  all  center  defects,  such  as  holes, 
cup  shake,  rot,  etc.,  which  are  four  inches  or  more  from  the 
bark.     (Fig.  3,  P,  £,  and    F.)    To   apply  the  table,  measure 


>  G    '  TJ 

Fig.  3. — Methods  for  Discounting  the  Scale  for  Defects. 

the  longest  diameter  of  the  defect,  find  the  loss  in  board  f^t 
from  the  cull  table,  and  deduct  from,  the  gross  scale  of  the  log. 
If  the  defect  runs  through  the  log,  or  if  it  appears  only  at  the  large 
end,  measure  the  defect  at  the  large  end,  otherwise  at  the  small 
end.    The  table  should  be  used  only  with  short  logs. 

Some  may  naturally  ask  how  one  is  to  determine  the  length 
of  a  hole  if  it  appears  at  only  one  end.  It  is  assumed  that,  if  a 
defect  appears  at  one  end,  there  will  be  a  loss  to  the  center  board 
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throughout  the  length.  If  short  pieces  can  be  utilized,  that  is 
the  gain  of  the  millman,  and  the  fact  is  an  element  of  conserv- 
atism in  the  rule.  The  same  principle  holds  good  for  the  suc- 
ceeding cull  rules. 

Discount  jor  Defects  near  the  Edge  of  Lo^5.— Under  this 
head  may  be  included  rot,  splits  due  to  careless  felling,  super- 
ficial shake  due  to  fire  scars,  sun  scald,  frost,  or  any  other  defects 
which  require  the  removal  of  a  wide  slab,  as  shown  in  Fig.  3, 
A,  B,  and  C.  Cull  Table  B  has  been  constructed,  by  the  use 
of  diagrams,  to  show  the  loss  by  cutting  slabs  of  different  widths 
from  logs  of  different  diameters  and  lengths.  The  scaler  measures 
the  width  of  the  slab  which  would  obviously  have  to  be  cut  off, 
finds  in  the  table  the  loss  in  board  feet,  and  deducts  this  from 
the  gross  scale  of  the  log.  If  the  defect  runs  through  the  log, 
following  the  grain,  and  does  not  extend  deeper  at  the  large 
than  at  the  small  end,  the  measurement  is  taken  at  the  top.  If  the 
defect  appears  only  at  the  large  end,  or  extends  relatively  nearer  the 
center  than  at  the  small  end,  the  scaler  must  estimate  the  width 
of  the  slab,  at  the  small  end,  which  would  have  to  be  taken  oflF. 

Cull  Table  C  is  designed  to  meet  the  case  of  defects  on  the 
side  of  a  log,  which  the  sawyer  eliminates  by  cutting  around 
them,  rather  than  by  taking  oflF  a  wide  slab.  These  are  narrow 
defects  running  rather  deep  into  the  log,  such  as  are  indicated 
in  Fig.  3,  G  and  H.  The  loss  in  sawing  around  such  a  defect 
was  found  by  Mr.  Tiemann  to  be  equivalent  to  removing  a  wedge- 
shaped  piece,  a  sector,  fully  enclosing  the  defect,  though  this 
principle  does  not  exactly  indicate  the  sawyer's  method  of  sawing 
the  log.  On  this  principle  Cull  Table  C  was  constructed,  by 
diagrams,  to  show  the  loss  by  cutting  around  sectors  of  different 
sizes  from  logs  of  diflFerent  diameters  and  lengths.  To  use  the 
table,  estimate  whether  the  defective  spot  is  entirely  included 
within  one-sixteenth,  one-eighth,  etc.,  as  represented  by  a  frac- 
tion of  the  circumference  of  the  end  of  the  log,  then  find  the  loss 
from  the  table  and  deduct  from  the  gross  scale.  Just  as  in  the 
case  of  cutting  a  wide  slab,  the  scaler  must  estimate,  with  refer- 
ence to  the  small  end,  the  portion  of  the  log  wasted. 


Digitized  by 


Google 


METHODS  OF  SCALING  LOGS. 


7« 


CULL  TABLE  A. 
Loss  BY  Dbfbcts  op  Dippbrbnt  Diambters  near  the  Center 

OF  Logs. 
(Good  for  defects  more  than  4  inches  from  the  bark.) 


Diameter 

of 

Defect. 

Length  of  Logs  in 

Feet. 

•  10 

12 

13 

14 

16 

18 

20 

Inches. 

Board  Feet. 

2 

5 

6 

6.5 

7 

8 

9 

10 

3 

9 

II 

12 

13 

15 

i6.5 

18 

4 

14 

17 

18 

20 

23 

25-5 

28 

5 

20 

24 

26 

28 

32 

36 

40 

6 

27.5 

33 

36 

38.5 

44 

49.5 

55 

7 

36 

43 

47 

50 

57 

65 

72 

8 

45 

54 

58.5 

63 

72 

81 

90 

9 

56 

67 

74 

78 

89 

100 

112 

10 

67 

81 

87 

93 

107 

120 

133 

II 

80 

96 

104 

112 

128 

144 

160 

12 

94 

113 

122 

132 

151 

169.5 

188 

13 

109 

131 

142 

153 

175 

196.5 

218 

14 

"5 

150 

162.5 

'75 

200 

225 

250 

15 

142 

171 

184 

218 

226 

255 

283 

CULL  TABLE  B. 
Loss  BY  Cutting  Slabs  from  One  Side  of  Ten-foot  Logs. 


Diameter  of  Log  in  Inches. 

Width 
of  Slab. 
Inches. 

6 

8 

10 

12 

14 

16 

18 

20 

22 

24 

26 

Board  Feet. 

I 

2 

3 

4 
5 
6 

0 

3 

7 

0 

4 
8 

14 

I 

5 

9 

^5 

22 

5 
10 

17 
24 
33 

2 

.    6 

II 

19 
26 

35 
45 

2 
7 

13 
20 
28 
38 
49 
60 

3 

8 

14 
22 

30 
41 

52 
65 

77 

3 
8 

15 
23 
33 
43 
55 
68 
82 
97 

1 

15 
25 
35 
46 

59 

73 

86 

102 

119 

4 

10 

i6 

26 

37 

49 

62 

76 

91 

107 

124 

141 

4 
10 

17 
28 

39 
52 
65 
80 

7 
8 

9 
10 

96 

112 

1 1 

129 
148 
167 

12 

13 
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CULL  TABLE  B. 
Loss  BY  Cutting  Slabs  from  One  Sidb  of  Twelve-foot  Logs. 


Diameter  of  Log  in  Inches. 

Width 
of  Slab. 
Inches. 

6 

8 

10 

12 

14 

16 

18 

30 

22 

24    26 

Board  Feet. 

I 

2 

3 
4 
5 
6 

O 
4 
9 

I 
5 

lO 

17 

I 

6 

II 

19 

27 

2 

7 
13 

21 
29 

39 

2 

7 
14 

23 
32 

43 
55 

3 
8 

15 

24 

34 
46 

59 

3 
9 
16 
26 
37 
49 
63 
78 
93 

4 
ID 
18 
28 
39 
52 
67 
82 
98 
117 

4 
II 

19 
30 
42 
56 
71 
87 
104 

123 
142 

5 

II 

20 

31 

44 

59 

75 

92 

no 

129 

149 

170 

5 
12 
21 
33 
47 
62 

7 
8 

79 
97 
"5 
135 
155 
178 
200 

9 

lO 

II 

12 

13 

CULL  TABLE  B. 
Loss  BY  Cutting  Slabs  from  One  Side  op  Fourteen-foot  Logs. 


Diameter  of  Log  in  Inches. 

Width 
of  Slab. 
Inches. 

6 

8 

10 

12 

14 

16 

18 

20 

22  j  24 

26 

Board  Feet. 

I 

2 

3 
4 
5 
6 

0 

4 
10 

I 

5 
12 

19 

I 
6 

13 
22 

31 

2 
7 

15 
24 
34 
46 

2 
8 
16 
26 
37 
50 
64 

3 

9 

18 

.  28 

40 

53 
68 

85 

4 
10 

19 
30 

43 
57 
73 
91 
108 

4 
II 
20 
32 
46 
61 
78 
96 
"4 
136 

5 
12 
22 

34 
48 

65 

82 

102 

121 

143 
166 

6 
13 

23 
36 
51 
68 

87 
107 
128 
150 
173 
197 

6 

14 
25 
39 
54 

7 
8 

92 
»i3 
J  34 

157 
181 

9 
10 

II 

12 

207 
234 

13 
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Loss  BY  Cutting  Slabs  prom  Onb  Side  of  Sixteen-foot  Logs. 
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Diameter  of  Log  in  Inches. 

Width 
of  Slab. 
Inches. 

6 

8 

10 

13 

14 

16 

18 

20 

22    24 

26 

Board  Feet. 

I 

2 

3 
4 
5 
6 

0 

5 
II 

6 

13 
22 

I 
7 

15 
25 
35 

2 
9 
17 
27 
39 
52 

3 

10 
18 
30 
42 
57 
73 

3 
II 
20 

32 
45 
6r 
78 
.  07 

4 
12 
21 
35 
49 
65 
83 
103 
123 

5 

13 

23 

37 

52 

69 

89 

109 

131 

155 

5 

25 

39 

55 

74 

94 

116 

138 

163 

189 

6 

15 
26 

4» 

59 

78 

99 

122 

146 

171 

198 

226 

7 
16 
28 

44 
62 

83 
105 
128 

7 
8 

9 

ID 

153 
179 
207 

237 
268 

II 

12 

13 

Discount  jor  Crooks. — Usually  logs  are  supposed  to  be  straight, 
and  the  scaler  does  not  make  any  discount  for  crooks  when  he 
measures  the  logs.  When  logs  are  piled  on  skidways,  it  is  obvi- 
ously impossible  to  take  crooks  into  consideration.  Often, 
however,  a  small  percentage  is  deducted  from  the  total  scale  to 
allow  for  this  imperfection.  To  make  allowance  for  the  loss  by 
crooks  in  a  specified  log,  the  scaler  sights  over  the  surface  and 
calculates  how  much  the  small  end  must  be  reduced  to  circum- 
scribe the  square  piece  which  really  can  be  cut  from  the  log. 

Discount  jor  Wormy  or  Rotten  Sap. — The  diameter  measure- 
ment is  taken  inside  the  sap,  that  is,  the  heart-wood  alone  is 
scaled. 

Discount  jor  Seams  and  Shakes. — Seamy  and  shaky  logs  are 
usually  culled  altogether.  Sometimes  in  a  tree  with  straight 
grain,  a  seam  causes  only  the  loss  of  one  plank  in  the  center.  This 
loss  may  be  calculated  by  the  rule:  Multiply  the  thickness  of 
the  plank  to  be  discarded  by  the  diameter  of  the  log,  multiply  by 
the  length  and  divide  by  12.  Usually  the  grain  of  the  log  is  not 
straight  and  it  has  to  be  discarded  altogether. 


Digitized  by 


Google 


74 


FOREST  MENSURATION. 


CULL  TABLE  C. 
Loss  PROM   Dbfbcts  containbd    in    Sbctors  rbprbsbnting  Fractions 

OF  Logs. 


Lensth 

Log. 
Feet. 


14 


16 


Part  of 
Circle 
Re- 
moved. 


i 
i 
i 

it 
i 
i 
} 

h 

i 


h 


Diameter  of  Log  in  Inches. 


6    8    10   12   14   16   18    20    22    24 


Board  Feet. 


2 

3 

5 

6 

8 

II 

14 

17 

20 

25 

4 

6 

8 

II 

14 

18 

22 

28 

33 

41 

7 

10 

15 

20 

25 

32 

40 

49 

61 

75 

7 

14 

22 

30 

39 

49 

62 

77 

94 

114 

7 

14 

22 

33 

45 

60 

77 

97 

119 

141 

2 

4 

6 

8 

ID 

13 

17 

20 

25 

30 

5 

7 

ID 

13 

17 

21 

27 

33 

40 

49 

9 

13 

18 

24 

30 

39 

48 

59 

73 

90 

9 

17 

27 

36 

47 

59 

75 

93 

"3 

136 

9 

17 

27 

39 

55 

73 

93 

117 

142 

170 

2 

4 

6 

9 

12 

15 

20 

23 

29 

34 

6 

8 

12 

15 

19 

25 

31 

39 

47 

57 

10 

15 

20 

27 

35 

45 

56 

69 

«5 

105 

10 

19 

31 

41 

54 

69 

«7 

108 

132 

159 

10 

19 

31 

46 

64 

85 

108 

136 

166 

197 

3 

5 

7 

10 

13 

17 

23 

27 

33 

39 

7 

9 

13 

17 

22 

28 

35 

44 

53 

65 

II 

17 

23 

31 

40 

51 

64 

79 

97 

120 

II 

22 

35 

47 

62 

79 

99 

123 

151 

181 

II 

22 

35 

52 

73 

97 

123 

155 

189 

226 

30 

49 

90 

134 

167 

36 

59 

108 

160 

200 

42 

69 

126 

187 

234 

48 
79 

144 

213 
268 


Shaky  logs  are  usually  valueless.  If  the  shake  is  confined  to 
the  center,  the  cull  rule  for  center-rot  may  be  used. 

40.  Rules  for  Scaling  Used  on  the  Forest  Reserves. — ^The 
following  rules  *  have  been  issued  to  the  Federal  forest  officers 
to  govern  the  scaling  in  timber  sales  on  the  forest  reserves: 

All  timber  must  be  scaled  by  a  forest  officer  before  it  is  removed 
from  the  tract  or  from  the  points  where  it  is  agreed  that  scaling 
shall  be  done.  Each  stick  of  sawlogs,  timbers,  poles,  and  lag- 
ging must  be  scaled  separately.    Rough  averaging  of  diameters  or 

♦  From  The  Use  of  the  National  Forest  Reserves,  U.  S.  Dept.  of  Agri- 
culture, Washington,  D.  C,  1905. 
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lengths  is  not  allowed.'    The  Scribner  rules  will  be  used  in  all 
cases. 

Ties  may  be  actually  scaled,  or  reckoned  as  follows: 
Eight-foot  ties,  standard  face,  33^  feet  B.  M.,  each;  6-foot  ties, 
standard  face,  25  feet  B.  M.,  each. 

Shake  and  shingle-bolt  material  is  measured  by  the  cord. 
Squared  timbers  are  scaled  by  their  actual  contents  in  board 
feet  with  no  allowance  for  saw-kerf.     Thus,  an  8  X  12-inch  16- foot 
stick  contains  128  feet  B.  M. 

Unsound  or  crooked  logs  will  be  scaled  down  to  represent  the 
actual  contents  of  merchantable  material.  All  partially  unsound 
but  merchantable  stuflF  must  be  scaled,  whether  removed  or  not. 
In  ground-rotten  timber,  butts  which,  though  unsound  at  heart, 
contain  good  lumber  toward  the  outside,  are  frequently  left  in  the 
woods.  Where  such  material  will  pay  for  sawing,  the  forest  officer 
will  scale  it  at  what  he  considers  its  true  value  and  include  it  in 
the  amount  purchased. 

Logs  which  are  not  round  will  be  scaled  on  the  average  diam- 
eter;   flats  and  lagging  on  the  widest  diameter. 

In  the  absence  of  a  log  rule,  or  where  the  position  of  logs  in 
the  pile  makes  its  use  difficult,  the  diameters  and  lengths  may  be 
tallied  and  the  contents  figured  from  a  scale  table  later. 

When  possible,  the  purchaser  will  be  required  to  mark  top 
ends  of  logs  to  avoid  question  when  they  are  scaled  in  the  pile. 
The  forest  officer  should  insist  on  having  one  end  of  piles  or 
skidways  even,  so  that  ends  of  logs  may  be  easily  reached.  When 
the  lengths  of  piled  logs  are  hard  to  get,  two  men  should  work 
together. 

When  scaled,  each  stick  of  sawlogs,  timbers,  ties,  lagging, 
posts,  poles,  or  piles  must  be  stamped  with  the  United  States 
mark  on  at  least  one  end,  and  on  both  when  possible.  Cord 
material,  such  as  wood  or  bolts,  must  be  stamped  at  both  top 
and  bottom  of  piles,  and  at  least  12  pieces  in  each  cord  must 
be  stamped. 

All  scaling  is  inside  of  bark- 
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CHAPTER  VI. 

DETERMINATION  OF  THE  CONTENTS  OF  LOGS  IN 
CUBIC  FEET. 

41.  Use  of  the  Cubic  Foot  in  America. — ^The  cubic  foot  is 
already  used  extensively  in  forestry  in  the  United  States.  Many 
of  the  most  useful  tables  of  contents  of  standing  trees,  of  growth, 
and  of  yield,  have  been  obtained  by  the  use  of  the  cubic  foot. 
Although  most  figures  of  volume  are  finally  expressed  in  board 
feet  or  other  unit  common  in  commerce  to  have  practical  value, 
the  cubic  foot  is  often  the  basis  for  these  results. 

Board  measure,  cord  measure,  and  standard  measure  are 
useful  only  in  buying  and  selling  wood  and  timber.  These  units 
can  never  be  used  satisfactorily  in  scientific  work  where  the  exact 
contents  of  logs  and  trees  are  required.  The  uses  of  the  cubic 
foot  in  preparing  volume  tables  for  standing  trees  in  cords,  board 
feet,  and  standards,  and  in  determining  the  laws  of  growth  of  trees 
under  diflFerent  circumstances  are  explained  m  later  chapters  of 
the  book. 

The  cubic  foot  is  but  seldom  used  in  this  country  for  buying 
and  selling  round  logs.  It  is,  however,  used  with  high-priced 
imported  woods,  occasionally  with  hickory  and  oak,  and  with 
squared  timber.  The  cubic  foot  will  unquestionably  be  used 
more  and  more,  as  the  value  of  timber  increases,  and  eventually 
in  large  measure  replace  the  present  rough  unit,  the  board  foot. 
The  American  forester  must,  therefore,  be  familiar  with  the 
principles  and  methods  of  determining  the  cubic  contents 'of  logs 
and  trees. 

7.6 
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42.  The  Measurement  of  Logs  to  Determine  their  Cubic  Con- 
tents.— All  the  methods  of  cubing  logs  require  the  measurement 
of  the  diameter  at  one  or  more  points  and  the  measurement  of 
the  length.  Ordinarily  the  diameter  measurements  are  taken  with 
calipers.  Formerly  in  India  and  in  Europe  the  circumference 
was  measured  with  a  tape.  In  this  country  a  tape  is  only  used 
when  calipers  cannot  be  obtained,  and  in  work  with  the  trees 
of  the  Pacific  Coast  which  are  too  large  for  ordinary  calipers. 
A  rule  is  sometimes  used  where  ends  of  logs  are  measured  inside 
the  barky  as  when  a  study  of  growth  is  being  made. 

Generally  the  measurements  for  volume  are  taken  in  the  fol- 
lowing way:  Two  measurements  are  taken  with  the  calipers,  one 


a  Pig.  4.  b 

giving  the  greatest  and  one- the  smallest  diameter.  (Fig.  4a. )  The 
average  is  considered  the  average  diameter  of  the  log  at  the  point 
measured.  If  the  log  appears  to  be  perfectly  round,  only  one 
measurement  is  taken.  Some  attempt  to  measure  one  average 
diameter,  even  when  the  log  is  not  round.  (Fig.  46.)  Sometimes 
the  log  is  in  such  a  position  that  it  is  difficult  to  measure  accu- 
rately the  longest  and  shortest  diameters,  as  when  it  is  lying  on 
a  flat  side  or  is  sunken  in  a  depression.  In  such  cases  the  log 
must  be  moved  or  rolled  over,  if  an  accurate  measurement  is  to 
be  taken. 

If  the  measurement  of  diameter  inside  the  bark  is  sought,  the 
bark  may  be  chipped  off  or  its  average  width  may  be  determined  by 
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separate  measurements  and  deducted  from  the  diameter  outside  the 
bark.  Sometimes  the  diameter  outside  the  bark  is  desired  at  a  point 
where  the  bark  is  torn  away  altogether  or  in  part.  Then  the  diam- 
eter inside  the  bark  is  measured  and  the  average  width  of  bark 
added,  the  latter  being  determined  from  a  neighboring  part  of  the 
log.  Where  volume  measurements  alone  are  sought,  the  common 
practice  is  to  measure  the  diameter  outside  the  bark,  and  to  de- 
termine the  inside  measurements  by  deducting  the  bark  width. 
This  method  is  not  so  accurate  as  measuring  first  inside  the 
bark  and  adding  the  bark  width.  The  reason  for  this  is  that 
there  are  apt  to  be  irregularities  of  bark  which  make  the  measure- 
ments of  diameter  too  large,  or  pieces  are  broken  oil  and  the 
diameter  is  too  small.  This  is  particularly  true  with  trees  with 
soft  scaly  bark  like  the  yellow  pines.  With  hardwoods  the 
common  method  of  measuring  outside  the  bark  is  accurate  enough 
for  most  purposes. 

In  determining  the  average  thickness  of  bark,  several  measure- 
ments should  always  be  taken  at  different  sides  of  the  log,  unless 
the  bark  is  thin  and  obviously  uniform  in  thickness  on  the  entire 
circumference.  Where  the  bark  is  deeply  cut,  like  that  of  an  old 
pine,  each  measurement  of  width  should  show  the  thickness 
between  the  wood  and  a  line  tangent  to  the  log,  as  the  arm  of  a 
caliper  fitted  to  the  log  at  that  point. 

Sometimes  there  is  a  swelling  due  to  a  knot  or  other  cause 
at  the  point  where  it  is  desired  to  take  the  measurement  of  diam- 
eter. In  this  case  the  calipers  must  be  placed  just  above  or  below 
the  swelling,  or  measurements  may  be  taken  both  just  above  and 
below  and  the  average  called  the  correct  diameter. 

Many  inaccuracies  arise  from  the  careless  use  of  calipers. 
They  should  always  be  placed  at  right  angles  to  the  log.  Inas- 
much as  the  sliding  arm  of  the  calipers  when  moved  bends  toward 
the  stationary  arm,  as  explained  on  page  8i,  care  must  be  taken 
that  it  rest  tightly  against  the  log  and  is  at  right  angles  to  the 
graduated  beam  when  the  reading  is  taken.  Whenever  possible, 
the  calipers  should  be  placed  so  that  the  beam  touches  the  log. 
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The  measurement  should  not  be  taken  with  the  tips  of  the  arms, 
except  in  extreme  cases,  because  the  measurer  is  apt  not  to  have 
the  sliding  arm  brought  to  a  perpendicular  position  with  the 
beam,  and  because  any  inaccuracies  of  the  calipers  due  to  warping 
or  wear  are  greater  at  the  tip  than  near  the  base  of  the  arms. 
The  forester  should  continually  test  his  calipers  to  guarantee 
their  accuracy. 

In  all  scientific  work  diameter  measurements  are  taken,  in 
inches  and  tenths.  Foresters  are  sometimes  tempted  to  round 
the  measurements  to  half  or  to  whole  inches,  especially  when  a 
large  number  of  logs  are  being  measured.  If  the  cubic  foot  were 
used  in  commerce,  the  diameter  measurements  would  probably 
be  rounded  to  the  half  or  whole  inch,  as  is  the  case  where  logs  are 
scaled  in  board  measure.  At  present  in  this  country  the  measure- 
ments of  cubic  volume  are  chiefly  for  scientific  purposes,  as  in 
the  preparation  of  volume  tables,  the  study  of  growth,  etc., 
and  require  diameter  measurements  to  tenths  of  inches.  It  is 
frequently  asserted  that  there  are  apt  to  be  inaccuracies  due  to 
irregularities  of  the  bark,  and  that  in  consequence  it  is  incon- 
sistent to  take  such  fine  measurements.  It  is  true  that  there  are 
chances  for  errors  in  measuring  logs  with  rough  or  ragged  bark, 
but  this  is  no  reason  for  deliberately  adding  to  the  errors  by  a  rough 
method  of  taking  the  readings  from  the  calipers.  Moreover,  the 
rounding  of  diameter  measurements  to  half  or  whole  inches  leads 
invariably  to  carelessness  on  the  part  of  the  measurer,  who  may 
soon  estimate  certain  diameters  without  using  his  calipers,  or  in 
other  measurements  give  figures  which  are  estimates  rather  than 
true  readings  from  the  instruments. 

43.  Measuring  Instruments. — ^In  work  on  very  large  logs 
like  redwood  logs,  circumferences  are  taken  with  tapes.  A 
special  tape  is  made  for  such  work,  which  shows  not  only  the  cir- 
cumference in  inches  or  in  feet,  but  also  the  diameter  correspond- 
ing to  every  circumference.  The  readings,  therefore,  may  be 
recorded  as  diameters,  thus  avoiding  the  laborious  work  of  after- 
wards calculating  the  diameters  from  circuniference  readings. 
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The  end  of  the  tape  is  provided  with  a  pin  which  may  be  inserted 
in  the  bark,  enabling  one  person  without  assistance  to  measure  a 
large  log  or  tree.     (Fig.  5.) 

Usually  the  tape  gives  a  larger  result  than  calipers,  because 
every  swelling  or  abnormal  protuberance  of  bark  is  included  in 
the  tape  measurement.  It  is  impossible  to  bring  the  tape  close 
against  the  trunk  at  all  points.  Care  should,  therefore,  be  taken 
in  using  the  tape  to  avoid  irregularities  on  the  log  which  may 
affect  the  measurements. 

Where  the  diameters  of  the  ends  of  the  logs  are  measured, 
a  rule  may  be  used.     This  is  often  done  in  taking  full  tree 


[  Fig.  5. — ^Tapc  for  Measuring  Girths  and  Diameters. 

analyses.  The  diameters  inside  the  bark  are  measured  with  the 
rule  on  the  smooth  cross-cut,  and  the  outside  dimensions  obtained 
by  adding  the  bark  width.  For  these  measurements  the  cross- 
cut must  be  made  at  right  angles  to  the  axis  of  the  log,  otherwise 
the  figures  will  be  too  large. 

A  number  of  different  forms  of  calipers  are  made.  American 
foresters  generally  use  the  type  of  calipers  developed  by  the 
Forest  Service,  U.  S.  Department  of  Agriculture.  This  form 
is  extremely  simple,  and  has  been  found  to  be  light,  strong, 
and  durable,  as  well  as  very  accurate,  the  qualifications  necessary 
for  a  satisfactory  instrument.    These  calipers  consist  of  a  beam 
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havmg  scales  on  both  sides  graduated  in  inches  and  tenths. 
This  beam  is  provided  at  one  end  with  an  arm  held  in  place  by  a 
bolt  and  nut,  which  permit  it  to  be  detached  for  convenience  of 
transportation.  The  beam  is  provided  with  a  sliding  arm  fitted 
loosely  so  as  to  slide  easily  over  it,  but  constructed  so  that  when 
pressure  is  applied  to  its  inner  edge,  as  when  it  is  brought  against 
a  tree-trunk,  it  swings  into  position  in  which  it  is  at  a  right  angle 
to  the  beam.  For  use  in  eastern  forests  the  most  convenient 
caliper  has  a  beam  measuring  36  inches  and  arms  one  half 
that  length.    In  forests  where  trees  over  3  feet  in  diameter  occuFi 
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Fig.  6. — American  Tjrpe  of  Calipers. 

calipers  having  a  beam  measuring  50  inches  and  proportionately 
long  arms  are  used.    The  36-inch  calipers  weigh  1.9  pounds. 

The  upper  and  lower  edges  of  the  opening  in  the  sliding  arm 
are  lined  with  metal  to  prevent  wear.  The  metal  strip  lining 
the  upper  edge  is  movable  at  one  end,  being  held  in  place  by  a 
screw  (A  in  Fig.  7).  This  device  enables  the  perfect  adjust- 
ment of  the  arm  with  reference  to  the  beam  of  the  calipers. 

The  chief  disadvantage  of  the  American  type  is  that  the 
space  fo9  the  beam  in  the  sliding  arm  is  made  so  narrow  that  the 
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latter  does  not  run  smoothly  or  it  actually  sticks  when  the  beam 
swells,  as  often  occurs  if  used  in  the  rain.  The  same  thing  hap- 
pens if  the  beam  becomes  slightly  coated  with  pitch,  which  cannot 
be  avoided  when  working  with  pine  logs;  and  again  the  sliding 
arm  is  apt  to  be  clogged  by  damp  snow  and  seriously  interfere 
with  winter  work.  This  disadvantage  is  obviated  in  the  calipers 
used  in  Germany,  described  below.  The  German  calipers  are, 
however,  heavier  and  for  most  work  in  this  country  less  convenient 
than  the  American  type.    This  form  of  calipers  is  manufactured 


Fig.  7. 

by  Keuffel  &  Esser  Co.,  No.  127  Fulton  Street,  New  York  City, 
listed  at  $4.50  each. 

The  calipers  used  in  ordinary  forest  work  in  Austria  are  very 
similar  to  the  American  type  just  described.  The  device  for 
adjusting  the  sliding  arm  differs  only  in  the  position  of  the  retain- 
ing-screw.  The  graduations  on  the  beam  are  marked  in  depres- 
sions, about  an  inch  wide,  in  order  to  protect  the  marks  from 
the  wear  of  the  sliding  arm.  As  ordinarily  constructed,  the 
calipers  are  heavier  than  those  made  in  this  country  and  have 
the  disadvantage  of  not  taking  down. 

A  number  of  different  kinds  of  calipers  are  used  in  practice 
in  Germany.  Simple  calipers  like  the  Austrian  type  above 
described  are  used  by  many  foresters.  A  common  form  is  that 
made  by  Staudinger  &  Co.,  in  Giessen,  which  has  a  special  con- 
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struction  designed  to  obviate  the  difficulty  caused  by  the  swelling 
and  consequent  sticking  of  the  movable  arm.  In  these  calipers 
the  measuring-beam  is  beveled  on  the  edges  so  that  the  cross- 
section  is  a  regular  trapezium. 

Fig.  8  shows  a  section  of  the  movable  arm  A  A,  including 
a  cross-section  of  the  measuring-beam  M.  The  construction  is 
such  that  at  the  points  a,  a',  and  a"  the  measuring-beam  fits 
closely  to  the  sliding  arm,  but  does  not  come  in  contact  with  it 
at  any  other  points.  The  sliding  arm  is  further  fitted  with  a 
metal  wedge  shown  in  cross-section  as  N,  This  wedge  is 
held  in  place  by  the  screw  o,  and  whenever  the  screw  turns 
is  moved  toward  or  away  from  the  measuring-beam.  The 
screw  o  is   turned   by  means   of  a  key,  which  is  provided  with 


y\ 


^"N 


Fig.  9. 

two  points  made  to  fit  the  shallow  holes  in  the  head  of  the  screw. 
By  loosening  or  tightening  the  wedge  the  sliding  arm  may  be 
adjusted  to  suit  the  condition  of  the  beam.  If  it  is  swollen  by 
moisture  or  coated  with  pitch,  the  wedge  may  be  loosened  so  that 
the  arm  will  move  with  ease. 

The  disadvantage  of  the  calipers  is  that  there  is  a  separate 
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key,  which  is  easily  lost.  The  construction  being  less  simple 
than  in  the  forms  described  above,  the  weight  is  necessarily 
greater.  Fig.  9  shows  another  adjusting  arrangement,  some- 
times found  on  the  sliding  arm  of  German  calipers. 

A  number  of  folding  calipers  are  constructed  for  convenience 
in  packing  and  in  carrying  to  and  from  work.  The  author  has 
never  seen  any  folding  calipers  which  were  serviceable  for  prac- 
tical woods  work.  They  are  not  so  strong  as  the  regular  forms, 
and  with  use  they  soon  become  inaccurate.  A  caliper  which 
may  be  taken  down  like  that  first  described  has  every  advantage 
of  the  folding  caliper  except  that  it  cannot  be  readily  taken  apart 
for  transportation  to  and  from  daily  work.  This  last  advantage 
is  too  insignificant  to  require  any  sacrifice  in  the  strength  and 
durability  of  the  instrument. 

Every  European  text- book  on  Forest  Mensuration  contains 
descriptions  of  calipers  constructed  on  other  principles,  as,  for 
instance,  like  a  carpenter's  caliper -gauge.  The  author  has  never 
found  any  such  calipers  in  extensive  practical  use  even  in 
Europe. 

The  length  of  logs  is  usually  taken  with  a  tape  graduated 
in  feet  and  tenths.  The  length  is  taken  along  the  surface 
of  the  log.  If  the  log  is  considert^d  a  frustum  of  a  cone 
or  paraboloid,  this  represents  the  slant  height  and  not  the 
true  length  of  the  axis.  The  error  is,  however,  very  minute 
and  may  be  disregarded.  On  an  average  this  amounts  to 
only  0.1%,  as  has  been  proven  by  European  experiment.  It  was 
explained  on  page  63  that  in  scaling  logs  for  board  feet  the  length 
is  usually  rounded  to  feet  and  always  to  the  foot  below  the  actual 
measure,  as,  for  example,  16  feet,  if  the  actual  measure  is  16.7 
feet.  In  all  scientific  work  with  the  cubic  foot,  the  measurements 
are  rounded  to  tenths  of  feet  or  to  inches,  preferably  the 
former. 

For  general  work  of  forest  measurements  a  steel  tape,  measur- 
ing 50  feet,  is  the  most  satisfactory.  It  is  convenient  in  size  and 
weight,  and  is  more  durable  than  any  other  form  of  tape.    A 
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metallic  tape,  that  is,  the  cloth  tape  which  has  several  strands  of 
copper  wire  running  through  it,  is  satisfactory  in  every  respect, 
except  that  it  frays  after  a  short  time  when  used  in  the  woods. 
A  steel  tape  will  last  several  years  in  constant  use,  provided  it  is 
not  allowed  to  rust.  After  using  a  steel  tape  in  wet  woods,  it 
should  always  be  wiped  and  oiled. 

A  number  of  different  forms  of  steel  tape  are  constructed. 
The  best  type  has  a  band  |  inch  wide,  and  costs  $6.50.  A 
cheaper  tape  with  a  band  \  inch  wide  costing  $4.45  answers 
every  purpose,  but  will  not  stand  as  rough  wear  as  the  more 
expensive  form.  With  careful  treatment  the  smaller  tape  should 
satisfy  the  requirements  of  most  foresters.  Metallic  tapes  cost 
$2.75.  Cloth  tapes  are  impractical  for  ordinary  rough  work  in 
the  woods.  Tapes  may  be  purchased  from  any  dealer  in  survey- 
ing instruments.  * 

44.  Principles  Underlying  the  Determination  of  the  Cubic 
Contents  of  Logs' and  Trees. — For  many  years  European  foresters 
have  endeavored  to  discover  a  mathematical  formula  by  which 
the  cubic  contents  of  logs  may  accurately  be  calculated  from  a 
few  measurements.  Great  difficulty  has  been  encountered,  because 
the  forms  of  different  logs  differ  so  much  under  different  con- 
ditions. The  form  of  a  specified  log  depends  on  its  relative 
growth  in  diameter  at  different  points.  The  growth  in  diameter 
at  different  parts  of  logs  varies  widely,  and  in  consequence  their 
forms  are  not  uniform. 

If  the  diameter  growth  on  the  trunk  at  certain  distances  above 
the  ground  were  always  the  same  for  a  given  species,  the  form  of 
the  trunks  of  all  trees  of  that  species  would  be  constant.  But  the 
form  of  a  tree  changes  from  decade  to  decade,  different  individuals 
nearly  always  differ  in  form,  and  logs  from  different  parts  of  the 
same  tree  have  different  forms.  At  first  sight  the  surface  lines 
of  a  log  appear  to  be  perfectly  straight,  as  on  the  section  of  a  cone. 
Experiment  has  shown  that  on  most  logs  the  longitudinal  surface 
lines  are  slightly  convex,  as  on  the  section  of  a  paraboloid. 
Sometimes,  however,   they  are  slightly  concave,  in  which  case 
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the  log  approaches  the  form  of  a  Neilian  paraboloid  or  neiloid. 
Usually  the  form  of  the  log  is  between  that  of  a  cone  and  a 
paraboloid. 

A  number  of  formulae  have  been  devised  which  enable  the 
cubing  of  logs  with  almost  perfect  accuracy,  the  error  amounting 
to  less  than  one  percent.  The  most  accurate  formulae,  however, 
require  for  their  use  too  many  different  measurements  on  the 
logs,  or  they  involve  too  many  calculations,  to  be  of  use  in  practical 
work.  In  ordinary  work  in  the  woods  extremely  simple  formulae 
are  used,  which  are  accurate  enough  for  commercial  purposes, 
although  they  are  subject  to  an  error  in  individual  cases  of  2  to 
4  per  cent. 

45.  Fundamental  Fonnulse. — It  is  customary  to  assume  that 
logs  and  other  parts  of  felled  trees  have  the  form  of  some  known 
geometric  body,  as  the  frustrum  of  a  cone  or  paraboloid,  and  to 
cube  them  by  formulae  applying  to  these  bodies.  The  methods 
will  be  clearer  if  prefaced  by  a  statement  of  the  most  impor- 
tant formulae  for  cubing  a  cylinder,  paraboloid,  cone,  and 
neiloid.    These  formulae  are  as  follows: 


FORMULAE    FOR    rtexERMINING    THE    VOLUME    OF    A   CYLINDER,    CONE, 
PARABOLOID,   AND  NEILOID. 


r/kj  Cylinder. 


Let  r= volume  of  the  cylinder; 
i/^  altitude  of  the  cylinder; 
i?= radius  of  the  base; 
£>= diameter  of  the  base; 
^^^area  of  tht  base; 

I.  V'-nR'^H; 


2.  V H; 

4 


Fig.  10. 


3.  V^B'H. 
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The  FuU  Cone. 


Fig.  II. 


Let  F*- volume  of  the  cone; 
H=- latitude  of  the  cone; 

1^— radius  of  the  base; 

I>B  diameter  of  the  base; 

-B=»area  of  the  base; 
Z>j«  diameter  at  iH; 
5^="  area  of  cross-section  at  ^JB"; 
B^»aiea  of  cross-section  at  iH; 


I.  F- 


2.  F- 


3     • 

12      » 


Frustum  of  a  Cone. 


17      ^'^ 

3.  F.^^; 


4.  F-jD^.H; 

5.  F-Jb^H; 

6.  F-(B.f4Bi)f ; 

7.  F-o.7S.Bi.JH'; 

8.  F.B,.H.f^. 


Let  F= volume  of  the  frustum; 

^»altitude; 

i?« radius  of  the  lower  base; 

Z>"»  diameter  of  the  lower  base; 

B«area  of  the  lower  base; 

r«  radius  of  the  upper  base; 

J= diameter  of  the  upper  base; 

J «  area  of  the  upper  base; 
Z>i="  diameter  at  \h\ 
5j«area  of  cross-section  at  \h\ 
B^-^area  of  cross-section  at  J/k 
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I.  V (R'+r'+R'r)h 

3 


12 


3.  V-iB+b+VTb)-, 


4.  F-(B+4B*+J)g; 


S.  F-(3Bi+6)-. 

r^  Paraboloid.    Let  F"  volume  of  the  paraboloid; 
H»  altitude  of  the  paraboloid; 

i^» radius  of  the  base; 

Z>«  diameter  of  the  base; 

JB»area  of  the  base; 
Z>^«  diameter  at  ^H; 
B^»area  of  cross-section  at  ^H; 
B^»area  of  cross-section  at  ^H. 


Flo.  12. 


itR^'H 


1.  F« 


3.^' 


BH 


4.  F-B^H; 

5.  F-cys-^iS-; 

6.  F-(B+4Bi)^. 

Frustum  of  a  Paraboloid. 

I^t  F=*  volume  of  the  frustum; 
A = altitude  of  the  frustum; 
i?= radius  of  the  lower  base; 
Z>= diameter  of  the  lower  base; 
B<"area  of  the  lower  base; 
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r»  radius  of  the  upper  base; 

J=  diameter  of  the  upper  base; 

5—area  of  the  upper  ba$e;     ^  "^  ^ 
Z>^»  diameter  of  the  cross-section  SL^^h; 
5^="  area  of  the  cross-section  at  ih; 
B|»area  of  the  cross-section  at  JA. 


I.  F-(;r^H7rr>)-; 


2,  F-7:(Z>»-frf»)g; 

3.  V^^^H^(B^t)'-; 


4.  V^B^'h; 

5.  F-(B-h4Bi+ft)^; 


6.  V^(^^+b)-. 
4 

The  NeUian  Paraboloid  or  Neiloid. 

Let  7= volume  of  the  Neilian  paraboloid; 

H« altitude  of  the  Neilian  paraboloid; 

i?» radius  of  the  base; 

Z>=» diameter  of  the  base; 

5= area  of  the  base; 

5j=area  of  the  cross  section  at  iH. 


1.  7- 

2.  V- 

3.  V 


nE}H 
4     ' 

16    ' 
BH 


4.  7-25jH; 


H 


5.  V^{B+^^)j. 


Fro.  13. 
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Fustrum  of  a  Neilian  Paraboloid  or  NeUoid. 

Let  F»  volume  of  the  frustum; 
if « altitude  of  the  frustum; 
JR»  radius  of  the  lower  base; 
r«  radius  of  the  upper  base; 
5 -area  of  the  lower  base; 
5= area  of  the  upper  base; 
Bj=area  of  the  cross -section  at  }A. 

V'\  (^»+^^>+i/^V+r"; 

46.  Determination  of  Sectional  Areas. — Most  formulas  for 
determining  the  cubic  contents  of  logs  are  based  On  the  length 
and  the  area  of  one  or  more  cross-sections.  Ordinarily  the  area 
of  a  cross-section  is  considered  equivalent  to  that  of  a  circle  whose 
diameter  is  the  average  diameter  of  the  cross-section.    The  area 

is  computed  by  the  formula,  B  = ,  in  which  B  is  the   area, 

4 

and  D  the  diameter  of  the  cross-section.  Usually  the  cross- 
sections  of  logs  are  not  perfect  circles;  but  if  two  or  more  diam- 
eters are  measured  and  averaged,  the  area  of  a  circle  having  as 
a  diameter  this  average  will  be  found  to  be  very  close  to  the. 
real  area  of  the  cross-section.     If  the  circumference  were  taken, 

the  area  would  be  determined  by  the  formula,  B  =  — ,  in  which 

4^ 

B  is  the  area  and  C  the  circumference  of  the  cross-section.  This 
last  method  would  not  be  so  accurate  as  that  of  using  an 
average  diameter  unless  the  cross-section  were  a  perfect  circle. 
If  the  cross-section  were  not  a  circle,  the  result  would  be  too  large 
because  with  a  given  perimeter  the  circle  has  the  largest  area 
of  any  plane  surface.  Moreover  the  irregularities  of  bark, 
tend  also  to  give  too  great  a  result.  Tables  are  constructed 
which  show  the  areas  of  circles  corresponding  to  different  diameters, 
so  that  no  special  computations  are  necessary.  Such  a  table  of 
areas  of  circles  is  given  in  the  Appendix. 
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If  a  cross-section  is  elliptical,  its  area  may  be  accurately  deter- 
inined  by  the  formula  for  an  ellipse,  namely,  5  =  0.7854/).  rf, 
in  which  B  is  the  area,  D  and  d  the  largest  and  smallest 
diameters.  In  practice,  however,  this  method  is  seldom 
used. 

47.  Methods  of  Determining  the  Volume  of  Logs  by  the 
Measurement  of  the  End  Diameters  and  the  Length  (Smalian's 
method).  The  diameters  of  the  two  ends  and  the  length  of  the 
log  are  measured  and  the  volume  calculated  by  the  formula 

F= h     or     (5  +  6)-, 

2  ^         ^  2 

in  which  V  is  the  volume  of  the  log,  B.  and  b  are  the  areas  corre- 
sponding to  the  diameters  of  the  two  ends,  and  h  is  the  length. 

Example. — ^A  log  is  12  feet  long  and  the  diameters  at  the 
ends  are  16  and  18  inches.  The  areas  corresponding  to  the 
end  diameters  are  sought  in  a  table  of  areas  of  circles  and  used 
in  the  formula,  as  follows: 

^^1.396  +  1.767^^^^^         cubic  feet. 
2  ^' 

By  reference  to  page  89  it  will  be  seen  that  this  is  formula 
No.  3  for  cubing  the  frustum  of  a  paraboloid.  It  is  therefore 
absolutely  correct  if  the  log  has  the  form  of  a  truncated  para- 
boloid. Although  nearly  every  log  varies  somewhat  from  this 
form  the  results  are  exceedingly  satisfactory,  especially  for  short 
lengths  of  logs.  The  formula  may  be  used  for  practically  any 
investigations  in  this  country^  It  is  the  formula  most  commonly 
used  by  the  U.  S.  Forest  Service. 

The  possible  disadvantages  of  the  formula  are,  first,  that  on 
a  butt  log  there  is  usually  a  flare  at  the  lower  end  due  to  the 
swelling  near  the  ground.  The  cubing  of  the  log  by  means  of 
the  end  dimensions  would  give  too  large  a  value.  Inasmuch  as 
the  diameter  at  breast-height  is  also  measured  in  a  full  tree 
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analysis,  this  error  may  be  obviated  by  cubing  the  butt  log  as 
two  logs.  The  length  of  the  lower  log  would  be  4J  feet  less  the 
height  of  the  stump.  The  length  of  the  upper  log  would  be  the 
length  of  the  whole  log  less  that  of  the  lower  section.  The  diame- 
ter at  breast-height  is  the  upper  diameter  of  the  lower  section 
and  the  lower  diameter  of  the  upper  section.  The  author  has 
made  tests  of  the  error  caused  in  cubing  butt  logs  by  the  end- 
diameter  formula  and  found  it  as  great  as  20  percent  in  small 
logs  and  from  5  to  10  percent  in  large  logs. 

The  second  disadvantage  of  the  foregoing  formula  is  that  in 
logs  at  the  upper  part  of  the  stem  of  a  tree,  knots  and  swellings 
are  apt  to  interfere  with  the  measurements.  As  explained  in 
section  42,  the  correct  diameter  may  be  obtained  by  measuring 
just  above  or  below  the  swelling,  or  by  taking  the  average 
of  two  diameters,  one  just  above  and  the  other  just  below  the 
swelling. 

The  formula  described  above  is  based  on  the  average  of  the 
areas  of  the  two  end  sections  of  a  log  and  not  on  the  area  of  the 
average  diameters  of  the  two  ends.  Sometimes  foresters  con- 
sider it  sufficiently  accurate  to  average  the  end  diameters,  find 
the  corresponding  basal  area,  and  multiply  by  the  length  of  the 
log  for  the  cubic  contents.  The  method  is  supposed  to  give 
the  contents  of  a  frustum  of  a  regular  cone.  As  a  matter  of 
fact,  it  gives  less  than  the  volume  of  the  cone's  frustum.  Inas- 
much as  most  logs  are  larger  in  volume  than  a  cone  having  the 
same  end  diameters,  and  the  last-mentioned  method  gives  a 
result  less  than  a  cone,  it  is  inaccurate.  It  is  often  used  by 
millmen  in  Europe  in  bu)dng  timber.  The  method  is  expressed 
as  a  formula  thus: 


■(^Tr*- 


m  which  V  is  tl^  volume,  h  is  the  length,  and  D  and  d  are  the 
diameters  of  the  ends  of  the  log.  The  relation  of  the  volume 
as  given  by  this  formula  to  the  volume  of  the  frustum  of  a  true 
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paraboloid  may  be  shown  by  deducting  the  above  expression 
from  that  for  a  paraboloid's  frustum. 
Thus  the  difference  is: 

The  method  also  gives  less  volume  than  the  frustum  of  a 
cone,  as  may  be  proved  as  follows: 

48.  Method  of  Cubing  Logs  by  the  Measurement  of  the  Length 
and  of  the  Diameter  at  the  Middle  (Ruber's  method).  The 
average  diameter  of  the  log  at  its  middle  point  and  the  length  are 
obtained  and  the  cubic  volume  calculated  by  the  formula 

in  which  V  is  the  volume  of  the  log,  B^  the  area  of  the  middle 
cross-section,  and  h  the  length. 

Example. — Suppose  a  log  to  have  a  middle  diameter  of  15 
inches  and  a  length  of  30  feet.  One  finds  in  a  table  of  areas 
of  circles  the  area  corresponding  to  15  inches,  namely,  1.227; 
then  7=1.227X30=36.8  cubic  feet.  *^ 

This  also  is  a  formula  for  cubing  the  frustum  of  a  parabo- 
loid. If  the  log  is  a  section  of  a  true  paraboloid  the  results  will 
be  exactly  the  same  as  if  it  were  cubed  by  the  Smalian 
formula.  For  short  logs  there  is  no  practical  difference  in  accu- 
racy between  the  two  formulae.  For  long  logs  the  middle-diam- 
eter formula  gives  the  better  results.  Butt  logs  are  cubed  more 
accurately  by  this  formula  than  by  the  other,  unless  the  breast 
diameter  is  used  as  explained  in  section  47 .  In  Europe  this  formula 
is  generally  used  in  scaling  logs  in  the  wooos.  In  this  country 
logs  are  not  scaled  in  cubic  feet  for  commercial  purposes.    As 
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soon  as  Americans  begin  to  use  the  cubic  foot  in  scaling,  this 
formula  will  no  doubt  be  used,  because  it  requires  the  determina- 
tion of  only  one  diameter  (and  corresponding  area)  and  the 
length.  It  is  the  simplest  of  all  formulae  in  the  work  on  indi- 
vidual logs,  both  in  the  field  and  later  in  the  work  of  computing 
in  the  oflSce. 

In  some  scientific  work  it  is  desirable  to  take  diameter  measure- 
ments at  a  number  of  points  on  a  stem  or  long  log  at  short  dis- 
tances apart.  The  log  may  be  considered  as  divided  into  short 
logs,  say  4  feet  each,  and  the  diameters  taken  at  the  middle. 
The  cubic  contents  of  all  the  short  sections  may  then  be  obtained 
by  the  formula 

in  which  V  is  the  volume  of  the  whole,  h  the  length  of  each  short 
section,  and  5^^  B^,  B^^,  etc.,  are  the  areas  of  the  respective 
middle  diameters  of  the  short  sections.  If  the  long  log  is  not  an 
exact  multiple  of  fe,  there  will  be  a  small  end  section  which  must 
be  cubed  separately. 

40.  Method  of  Cubing  Logs  by  the  Measurement  of  the  Length, 
the  Top  Diameter,  and  the  Diameter  at  One-third  the  Distance 
from  the  Butt  (Hossfeldt's  method). — ^In  this  method  the  length 
of  the  log,  the  diameter  at  the  top,  and  instead  of  the  base, 
the  diameter  at  one-third  the  distance  from  the  base  are  measured. 
The  log  is  then  cubed  by  the  formula 


K.(a±.'),=3,^,,,)i. 


in  which  V  is  the  volume,  B^  is  the  area  of  the  section  measured 
at  one-third  distance  from  the  lower  base,  b  is  the  area  of  the  top 
section,  and  h  is  the  length  of  the  log.  It  will  be  seen  by  refer- 
ence to  section  45,  that  the  formula  is  good,  not  only  for  a  frustum 
of  a  paraboloid,  but  also  for  a  frustum  of  a  cone.  This  formula 
gives  more  exact  results  than  either  of  the  two  preceding.   .It 
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has  a  further  advantage  of  avoiding  the  root  swelling  on  a  butt 
log.  The  chief  disadvantage  is  the  labor  and  time  required  in 
calculating  one-third  the  length  of  the  log  and  then  locating  the 
point  one-third  the  distance  from  the  large  end. 

Example. — A  log  i6  feet  long  has  a  top  diameter  of  10.3  inches 
and  a  diameter  at  one-third  its  length  of  11. 5  inches;  the  vol- 
ume is 

y= (3X0.721  +0.579)  XV  =10.968  cubic  feet. 

50.  Method  of  Cubing  Logs  by  the  Measurement  of  Two  End 
Diameters,  the  Middle  Diameter,  and  the  Length  of  the  Log 
(Newton's  formula). — ^This  involves  three  measurements  of 
diameter,  that  of  each  end  and  the  middle  of  the  log,  in  addition 
to  its  length.    The  log  is  cubed  by  the  formula 

in  which  V  is  the  volume,  B,  5^,  and  b  are  the  areas  of  the  lower 
base,  the  middle  and  the  top  of  the  log  respectively,  and  h  is  the 
length.  The  method  is  extremely  accurate  because  it  holds  true 
for  frustums  of  the  paraboloid,  cone,  and  neiloid.  It  is  to  be 
recommended  in  case  long  logs  are  to  be  cubed.  Where  short 
logs  are  concerned,  one  of  the  two  formulae  first  mentioned  will 
ordinarily  be  used,  being  much  simpler  in  practice  and  accurate 
enough. 

51.  The  Method  of  Fifth  Girth. — ^In  this  method  the  average 
girth  of  a  log  at  its  middle  point  and  the  length  are  determined, 
and  the  log  is  cubed  by  the  formula 


-© 


2 
2h, 


m  which  V  is  the  volume,  h  the  length,  and  c  the  circumference 
of  the  log  at  the  middle  in  feet. 
This  formula  gives  almost  exactly  the  total  cubic  contents 
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of  logs.    That  this  is  so,  is  clear  when  the  formula  is  compared 
with  the  middle-area  formula  (Smalian's),  as  follows: 

If  D\  njid  h  are  equal  to  i,  the  comparison  becomes 

0.7854--0.62832X2, 
0.7854-0.7895. 

It  is  used  in  France  to  a  considerable  extent. 

52.  Burt's  Quarter-girth  Method — This  method,  devised  by 
E.  A.  P.  Burt  of  London,  is  based  on  the  quarter-girth  method 
of  Hoppus,  described  in  section  55,  which  gives  the  cubic  contents 
of  square  timber  contained  in  logs  of  different  dimensions.  In 
order  to  determine  the  full  contents  of  logs,  the  divisor  113  is  used 
in  the  formula  instead  of  144.    Burt's  formula  reads  as  follows: 


F=(i)'xA.ii3, 


in  which  V  is  the  volume,  c  is  the  circumference  in  inches  at  the 
middle,  and  h  the  length  of  the  log. 

This  is  another  way  of  expressing  the  formula: 

7=-X  — xfe=4x^— XA. 
47:     144  16     ;rXi44 

Burt  gives  the  following  formula  for  use  when  the  average 
diameter  is  measured: 


y-L)  x*-«3. 
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Complete  tables  are  presented  in  The  Railway  Rates  Standard 
Timber  Measurer  by  E.  A.  P.  Burt,  and  a  slide-rule  has  been 
constructed  for  use  with  this  rule. 

53.  Other  Methods  Chiefly  of  Scientific  Interest. — ^A  number 
of  other  methods  have  been  developed  for  cubing  logs,  most  of 
them  giving  extremely  exact  results,  but  so  complicated  that  they 
will  never  be  used  in  practice  even  for  scientific  work.  They  are 
omitted  in  this  book  as  likely  to  be  of  little  value  to  the  average 
American  student.  Specialists  may  study  them  from  the  origi- 
nal sources,  contained  in  the  references  given  below, 
(a)  Simony's  formula, 

in  which  h  is  the  length,  5^,  5^,  5|  are  the  sectional  areas  at  J,  J, 
and  I  respectively  of  the  length  of  the  logs,  measured  from  the 
lower  base. 
(6)  Breymann's  formula, 

F~(5+3(5^-f5,)-fi), 

in  which  V  is  the  volume,  h  the  length,  and  B,  B^,  B|,  and  h  are  the 
sectional  .ireas  taken  at  the  lower  base,  \  the  length  of  the  log, 
\  the  length  of  the  log,  and  at  the  top  respectively. 
See  Anleitung  zur  Holzmesskunst,  by  Breymann,  Wien,  1868. 
{c)  Rudorf's  formula, 

in  which  V  is  the  volume,  h  the  length,  and  D  and  d  are  the  end 
diameters  of  the  log.  By  reference  to  page  93  it  will  be  seen 
that  this  method  is  the  same  as  the  average  diameter  method 
with  a  correction  which  is  the  mean  of  the  corrections  required 
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to  make  the  formula  correct  for  a  paraboloid  and  a  cone.  Rudorf  s 
formvda,  therefore,  gives  the  volume  of  a  body  midway  between 
the  frustums  of  a  cone  and  a  paraboloid. 

A  number  of  other  formula  have  been  devised  which  are  in 
every  case  very  complicated  and  of  no  interest  except  to  the 
mathematician.  They  are  never  used  because  the  simpler  methods 
meet  the  lequirements  of  all  investigations  likely  to  be  under- 
taken. The  formulae  w^hich  have  not  been  included  in  the  fore- 
going list  are  as  follows: 

1.  OetzeVs  jarnu.a  s  e  Neue  Formeln  zur  Berechnung  des 
Rauminhalts  voUer  und  abgcstutzter  fiaumschafte.  G.  Oetzel, 
Wien,  1892. 

2.  Waller's  formtila,  see  Allgemeine  Forst.  und  Jagd-Zeitung, 
1826,  page  265. 

54.  Contents  of  Logs  in  Cubic  Meters.— On  the  continent 
of  Europe  logs  are  sold  by  the  cubic  meter.  The  formulae  given 
above  for  cubic  feet  are  equally  applicable  to  the  cubic  meter, 
and,  as  the  metric  system  is  also  used  in  measuring  diameters 
and  lengths,  all  computations  are  much  simpler  than  with  our 
own  units.     Cord-wood  is  measured  in  cubic  meters. 

The  author  has  included  in  the  Appendix  a  number  of  tables, 
for  the  conversion  of  the  metric  units  to  those  used  in  this  country, 
for  the  convenience  of  foresters  studying  the  lesults  of  European 
research.  There  are  also  given  certain  tables  of  volume  in  cubic 
meters,  designed  esi)ecially  for  Philippine  foresters. 
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CHAPTER  VII. 

DETERMINATION  OF  THE  CUBIC  CONTENTS  OF 
SQUARED  LOGS. 

55.  Method  of  Quarter  Girth. — ^The  length  of  the  log  and 
the  average  girth  are  measured  and  the  log  is  cubed  by  the 
formula 

in  which  V  is  the  volume,  h  the  length,  and  c  the  circumference 
of  the  log. 

If  in  this  formula  c  is  measured  in  inches  and  h  in  feet,  one 
divides  by  144.  It  is  frequently  called  Hoppus'  method. 
Hoppus  published  full  tables  of  cubic  feet  based  on  this  rule,  and 
devised  a  slide-rule  which  is  used  in  England. 

This  formula  gives  21 J^  less  cubic  contents  than  the  middle- 
area  formula  (Smalian's),  an  amount  which  is  supposed  to  cover 
the  loss  in  the  manufacture  of  the  lumber. 

The  method  is  used  in  England  and  in  British  India.  It 
was  formerly  used  extensively  in  this  country  by  ship-builders. 
Daboirs  Ready  Reckoner,  by  David  A.  DaboU,  contains  tables 
of  cubic  contents  based  on  this  rule. 

56.  The  Two-thirds  Rule. — ^The  two  rules  most  common 
in  this  country  for  determining  the  amount  of  square  timber 
contained  in  round  logs  are  the  Two-thirds  rule  and  the  In- 
scribed Square  rule. 

In  the  Two-thirds  rule  the  diameter  of  the  log  is  taken  at  its 
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middle  point  or  the  diameters  of  the  two  ends  of  the  log  are 
averaged.  The  diameter  of  the  log  is  reduced  one-third  to  allow 
for  slab  and  the  remaining  two-thirds  is  taken  as  the  width  of 
the  square  piece  which  may  be  hewn  or  sawn  out  of  the  log. 
The  cubic  contents  of  the  squared  log  are  then  obtained  by 
squaring  this  width  artd  multiplying  by  the  length  of  the  log. 

This  rule  gives  smaller  results  than  the  Inscribed  square  rule, 
which  shows  the  contents  of  a  square  piece  that  may  be  exactly 
inscribed  in  a  cylinder  of  the  same  diameter  as  the  log.  In  sup- 
port of  the  Two-thirds  rule  it  is  claimed  that  there  is  a  certain 
amount  of  waste  due  to  the  fact  that  logs  are  seldom  perfectly 
round  and  straight,  and  that  the  rule  makes  approximately  the 
correct  allowance  for  such  irregularities. 

57.  The  Inscribed  Square  Rule. — ^This  rule  gives  the  cubic 
contents  of  square  pieces  which  can  be  exactly  inscribed  in  cylin- 
ders of  diflFerent  sizes.  The  width  of  this  square  piece  is  usually 
obtained  by  multiplying  the  diameter  of  the  cylinder  by  17  and 
dividing  the  result  by  24,  or  by  multiplying  the  diameter  by 
0.7071.  This  rule  of  thumb  for  calculating  the  width  of  the 
inscribed  square  piece  is  based  on  the  fact  that  one  side  of  the 
square  inscribed  in  a  circle  24  inches  in  diameter  is  1 7  inches  long. 

The  exact  mathematical  rule  for  determining  the  side  of  a 
square  inscribed  in  a  circle  is  to  square  the  diameter,  divide  by 
2,  and  extract  the  square  root.  The  table  in  the  Appendix  was 
computed  by  this  method. 

Practically  the  same  results  are  obtained  by  the  Seventeen- 
inch  rule,  which  is  based  on  the  fact  that  a  17-inch  log  will 
square  12  inches.  According  to  the  Seven  teen-inch  rule  the 
cubic  contents  of  a  log  are  obtained  as  follows:  Multiply  the 
square  of  the  diameter  of  the  log  by  its  length  and  divide  by  the 
square  of  17. 
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CHAPTER  VIII. 
CORD  MEASURE. 

58.  The  Measurement  of  Cord-wood. — Fire-wood,  small  pulp- 
wood,  shingle  and  heading  bolts,  and  other  material  cut  into 
short  sticks,  are  usually  stacked  and  measured  by  the  cord.  A 
cord  is  128  cubic  feet  of  stacked  wood.  The  standard  cord  is 
a  stack  of  wood  cut  into  4-foot  lengths,  4  feet  high,  and  8  feet  long. 
Sometimes  pulp- wood  is  cut  5  feet  long  and  a  stack  of  it  4  feet 
high  and  8  feet  long  is  considered  one  cord.  In  this  case  the 
cord  contains  160  cubic  feet  of  stacked  wood.  Where  fuel  is 
cut  in  5-foot  lengths,  a  stack  4  feet  high  and  6J  feet  long  is 
ordinarily  considered  one  cord,  although  it  makes  130  cubic 
feet  of  stacked  wood,  or  2  feet  more  than  the  standard.  Another 
method  of  measuring  5-foot  wood  is  to  consider  a  stack,  which 
is  4  feet  high  and  8  feet  long,  as  i  J  cords.  The  stacks  are  meas- 
ured as  ordinarily  and  the  total  amount  increased  J,  or  160  cubic 
feet  of  stacked  wood  are  considered  one  cord  and  the  price  is 
made  to  conform  with  the  increased  measure.  Where  it  is 
desirable  to  use  shorter  lengths  for  special  purposes,  as  1 5  inches, 
18  inches,  2  feet,  3  feet,  etc.,  a  stack  of  such  wood,  4  feet  high 
and  8  feet  long,  is  considered  one  cord.  It  is  locally  known  as 
a  short  cord.    The  price  is  proportionate  to  the  short  measure. 

A  cord-foot  is  one-eighth  of  a  cord.  A  cord-foot  is  a  stack  of 
4-foot  wood,  4  feet  high  and  i  foot  long.  Farmers  frequendy 
speak  of  a  foot  of  cord-wood,  meaning  a  cord-foot.  By  the 
expression  "surface  feet"  is  meant  the  number  of  square  feet 
measured  on  the  side  of  a  stack. 

lOI 
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Cord-wood  is  usually  measured  with  a  long  stick  marked  for 
the  measurement  of  the  length  and  height  of  the  stack.  For 
the  standard  128-foot  cord,  the  stick  is  8  feet  long,  with  a  notch 
at  the  middle  for  the  measurement  of  the  height;  or  a  4-foot 
stick  is  used,  the  length  being  twice  the  length  of  the  stick.  The 
stack  should  show  full  measure,  that  is,  the  edges  of  the  top 
sticks  should  be  a  few  inches  above  the  4-foot  mark.  If  the 
stack  is  on  a  side  hill  it  should  measure  4  feet  when  the  rule  is  • 
placed  perpendicular  to  the  slope  of  the  hill. 

In  some  localities,  particularly  in  New  England,  cord-wood 
is  measured  by  means  of  calipers.  Instead  of  stacking  the  wood 
and  computing  the  cords  in  the  ordinary  way,  the  average  diam- 
eter of  each  log  is  determined  with  calipers  and  the  number  of 
cords  obtained  by  consulting  a  table  which  gives  the  amount  of 
wood  in  logs  of  different  diameters  and  lengths,  expressed  in  so- 
called  cylindrical  feet.  A  cylindrical  foot  is  yj^  of  a  cord.  A 
better  term  would  be  "stacked  cubic  foot,"  as  it  represents  a 
cubic  foot  of  stacked  wood,  as  opposed  to  a  cubic  foot  of  solid 
wood.  The  number  of  cylindrical  or  stacked  cubic  feet  in  a 
log  is  computed  by  squaring  the  average  diameter  of  the  log  in 
inches,  multiplying  by  the  length  of  the  log  in  feet,  and  dividing 
the  result  by  144.  Some  tables  give  the  result  in  feet  and  inches 
(stacked  cubic,  not  linear  feet). 

A  special  caliper  rule  for  measuring  cord- wood  has  been  made 
by  Mr.  John  Humphrey,  of  Keene,  N.  H.  Instead  of  consider- 
ing a  cylindrical  or  stacked  cubic  foot  equivalent  to  fyy  of  a  cord, 
he  has  assumed  it  to  be  equivalent  to  ji^  of  a  cord.  In  either 
case  the  cylindrical  or  stacked  cubic  foot  is  a  purely  arbitrary 
unit  and  the  fmal  results  in  cords  are  the  same. 

In  actual  practice  the  table  given  in  the  Appendix  is  used  as 
follows:  The  number  of  cylindrical  or  stacked  cubic  feet  in  the 
different  logs  is  determined  by  means  of  calipers  and  reference 
to  the  table,  or  by  means  of  the  calipers  alone  if  the  results  are* 
inscribed  directly  upon  them.  The  total  number  of  cylindrical 
or  stacked  cubic  feet  is  then  divided  by  128. 
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59.  Amount  of  Solid  Wood  in  a  Stacked  Cord. — ^It  is  often 
necessary  for  a  forester  to  convert  cubic  measure  into  cord  meas> 
ure  or  vice  versa.  For  example,  volume  tables  in  cords  are 
often  based  on  volume  tables  in  cubic  measure.  The  cord  is  a 
large  and  hence  rough  unit,  so  that  scientific  tables  of  volume 
and  growth  are  first  made  in  cubic  feet  and  later  converted  into 
cord  measure.  It  is,  therefore,  important  to  know  the  ratio  be- 
tween the  two  units  and  the  conditions  which  may  alter  this 
ratio. 

The  problem  of  the  solid  contents  of  stacked  wood  was  studied 
in  Germany  as  early  as  1765.  Reliable  figures  were,  however, 
not  secured  until  the  experiment  stations  undertook  an  exhaus- 
tive investigation,  the  results  of  which  were  published  in  Unter- 
suchungen  iiber  die  Festgehalt  und  das  Gewicht  des  Schicht- 
holzes  und  der  Rinde,  by  F.  Baur,  Augsburg,  1879. 

An  independent  investigation  was  carried  out  in  Austria  lead- 
ing to  practically  the  same  results.  (Mitteilungen  der  Forstl. 
Versuchswesen  Oestr.    1877-1881.    Report  by  von  Senkendorf.) 

The  only  work  of  this  character  done  in  this  country  is  a 
limited  study  in  the  Adirondacks  by  R.  Zon.  (Forestry  Quar- 
terly, Vol.  I,  No.  4,  p.  126.) 

The  results  of  these  studies  show  that  the  solid  contents  of 
ordinary  stacks  vary  from  51  to  92  cubic  feet  per  cord,  and  that 
the  exact  amount  depends  on  the  species,  the  form  and  size  of 
the  sticks,  the  length  of  sticks,  the  method  of  piling,  and  the  degree 
of  dryness. 

Farm  0}  Sticks. — ^If  the  sticks  are  smooth  and  straight,  there 
will  be  a  greater  amount  of  solid  wood  in  a  cord  than  if  there  are 
irregularities,  such  as  stubs  of  branches,  burls,  crooks,  forks, 
etc.,  which  increase  the  air  space  in  the  stacks.  A  favorite 
trick  with  choppers  working  under  contract  is  to  put  m  the  stacks 
irregular  and  crooked  sticks  which  increase  the  openings  and 
hence  enable  them  to  secure  a  cord  with  as  little  wood  as  pos- 
sible. Spruce  wood  which  has  been  rossed  and  all  the  irregular- 
ties,  as  well  as  the  bark,  removed,  contains  a  very  much  larger 
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amount  of  solid  wood  per  stack  than  when  the  bark  is  on,  not 
merely  because  of  the  removal  of  the  bark,  but  also  because  of 
the  removal  of  irregularities.  Ordinarily  conifers  produce  a 
greater  amount  of  wood  per  cord  than  hardwoods,  because  of 
the  smoother,  straighter  sticks. 

A  cord  of  softwood  usually  contains  about  3%  more  than  one 
of  hardwood.  There  is  naturally  a  difference  between  species, 
as  well  as  between  the  general  classes  of  hardwood  and  soft- 
wood. 

Split  Wood. — It  is  often  said  by  wood-dealers  that  a  cord  of 
wood  increases  after  splitting.  In  other  words,  splitting  reduces 
the  amount  of  solid  wood  in  a  cord.  The  reason  is  that  split 
wood  cinnot  be  stacked  as  closely  as  round  sticks.  The  flat 
sides  of  the  split  wood  tend  to  increase  the  amount  of  open  space 
between  the  sticks. 

Length  0}  Sticks. — ^Another  well-known  sa)ring  is  that  a  cord 
of  4-foot  wood  shrinks  after  being  sawed  into  short  lengths. 
The  reason  for  this  is  that  the  short  sticks  pack  more  closely 
than  the  long  sticks.  It  is  obvious  that  crooks  and  irregularities 
have  less  effect  with  is-inch  sticks  than  with  those  4  feet  long. 
The  following  table  illustrates  the  effect  of  the  length  of  sticks 
on  the  volume  of  solid  wood. 


INTERDEPENDENCE    OF    THE    STICK-LENGTH   AND   THE  VOL- 
UME OF  SOLID  WOOD  PER  CORD.* 


l;^ 

Straight  Sticks. 

Crooked  Sticks. 

Knotty  Sticks. 

Stick, 

Pect. 

Volume. 

Difference, 

Volume, 

Difference, 

Volume, 

Cubic  Feet. 

Percent. 

Cubic  Feet. 

Percent. 

Cubic  Feet. 

Percent. 

I 

99.81 

+  8.3 

93-47 

+  14. 1 

89.60 

+  20.7 

2 

97.28 

+  5.5 

89.60 

+    9.4 

84.48 

+  13-8 

3 

94- 72 

+  2.8 

85.76 

+   4-7 

79.36 

+    6.9 

4 

92.16 

.0 

81.92 

.0 

74.24 

.0 

5 

89.60 

-2.8 

78.08 

-  4-7 

69.12 

-    6.9 

6 

87.04 

-5.5 

74  24 

-   9.4 

64.00 

-13.8 

♦  From  Konig,  cited  in  Dr.  Mailer's  Lehrbuch  der  Holzmesskunde. 
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Diameter  of  Sticks. — It  has  been  found  by  experiment  that  there 
is  more  solid  wood  in  a  cord  of  big  sticks  than  one  of  small  sticks. 
This  is  because  there  is  an  increase  of  air  space  with  the  increase 
in  number  of  sticks.  This  is  true  even  if  all  the  sticks  are  very 
even  and  straight.    This  is  well  shown  in  the  followmg  table: 

INTERDEPENDENCE  OF  DIAMETER  OF  STICKS  AND  THE 
VOLUME  OF  SOUD  WOOD  PER  CORD.* 


Diameter  of 

Number  of 
Sticks  per  Cord. 

Solid  Cubic  Feet  per  Cord  of 

Stick, 
Inches. 

Hardwoods. 

Softwoods. 

Mixed 

Hardwoods 

and  Softwoods. 

6.8 
6.0 
4. 75 
3.5 

94 
126 
205 

378 

102 . 40         * 
94.72 
88.32 
79.36 

102.40 
98.56 
97.28 
90.88 

102.40 
96.00 
92.16 
84.48 

Seasoning, — In  ordmary  practice  it  is  customary  not  to  pay 
any  attention  to  whether  a  stick  of  wood  is  dry  or  green.  Fire- 
wood is  piled  into  cord-wood  stacks  and  the  stack  is  made  large 
enough  to  counterbalance  any  shrinkage  by  drying.  As  a  matter 
of  fact  there  is  considerable  shrinking,  although  it  is  more  or 
less  counteracted  by  the  cracking  and  checking  of  the  sticks,  by 
the  detachment  of  the  bark,  etc.  Hardwoods  shrink  more  than 
softwoods.  Green  hardwood  shrinks  from  9  to  14%,  accord- 
ing to  species,  and  softwood  9  to  10%. 

Method  0}  Stacking. — ^The  solid  contents  of  cord-wood  stacks 
depend  a  great  deal  on  the  care  and  method  of  stacking.  Ex- 
perience has  shown  that  when  one  stake  is  used  at  the  end  of  the 
stack,  the  solid  contents  are  ordinarily  higher  than  when  two  stakes 
are  used.  The  explanation  of  this  is  that  the  crooked  sticks 
are  blocked  by  the  two  stakes,  whereas  in  the  case  of  one  stake 
the  ends  may  extend  outside  the  stack.  Choppers  frequently 
put  a  forked  stick  around  the  stake,  the  two  ends  being  held 

♦From  Untersuchungen  uber  den  Festgehalt  und  das  Gewicht  des 
Schichtholzes  und  der  Rinde,  by  F.  Baur. 
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within  the  pile  by  the  weight  of  the  wood.  This  is  done  to 
strengthen  the  stake  propping  the  ends  of  the  stack.  It  is  a 
common  thing  to  leave  brush  on  the  ends  of  this  crotched  stick, 
thereby  increasing  the  space  in  the  stack  and  reducing  the  amount 
of  solid  wood.    This  is  one  of  the  tricks  of  the  contract  chopper. 

Foresters  generally  reckon  that  a  cord  of  wood  contains  70% 
solid  wood.  This  is  on  the  average  run  of  timber.  Where  the 
sticks  are  very  large  the  factor  80%  is  used,  and  where  there  is 
a  great  deal  of  crooked  wood  60%. 

An  attempt  has  been  made  by  Mr.  Raphael  Zon  to  show  the 
solid  contents  of  cord-wood  stacks  of  different  classes  of  wood. 
These  tables  and  Mr.  Zon's  explanation  are  given  below. 

"An  attempt  is  made  here  to  present  tables  in  which  the  solid 
volume  of  wood  in  a  cord  can  be  found.  Of  all  the  factors  influ- 
encing the  amount  of  solid  wood,  only  the  length  and  thickness 
of  the  stick  are  taken  into  account,  as  being  of  greater  import- 
ance and  uniform  in  their  effect.  The  rest  are  more  variable 
in  their  influence  and  are,  therefore,  less  easily  computable. 

"The  wood  is  divided  into  several  classes  according  to  its 
thickness.  In  the  first  class  are  sticks  more  than  5.5"  in  diam- 
eter at  the  small  end.  Such  sticks  are  usually  derived  from  the 
lower  part  of  the  trunk;  they  are  free  of  branches  and  cylindrical 
in  shape.    The  best  pulp-wood  belongs  to  this  class. 

"The  second  class  contains  sticks  2.5"  to  5.5"  in  diameter. 
This  and  the  first  class  are  most  frequently  found  together.  Most 
pulp-wood  is  a  mixture  of  these  two  classes. 

"To  the  third  class  belongs  wood  i"  to  2"  in  diameter. 
This  and  the  second  class  mixed  together  furnish  most  of  the 
extract  wood,  fire-wood,  etc. 

"Table  I  gives  the  solid  volume  of  a  cord  containing  128  cubic 
feet  of  stacked  wood  for  sticks  10"  to  14'  long.  Table  II  that 
of  stacks  4  feet  high,  8  feet  long,  and  10",  12",  16",  etc.,  wide. 

"  In  order  to  find  the  solid  volume  of  a  stick  length  not  given 
in  Table  II,  take  the  stick  length  nearest  it,  divide  its  solid  con- 
tents by  its  length,  and  multiply  the  quotient  by  the  log  length 
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desired.  Thus,  if  it  be  required  to  find  the  solid  volume  of  a 
cord  of  13-inch  wood,  4  feet  high  and  8  feet  long,  divide  23.50 
by  12  and  multiply  the  quotient  by  13,  or  divide  27.32  by  14 
and  multiply  by  13.  The  result  in  either  case  will  give  the  solid 
volume  for  the  required  stick  length. 

"The  figures  given  in  the  table  are  average  figures,  and  as  such 
are  subject  to  changes  in  accordance  with  local  conditions.     If, 


TABLE  I. 


-VOLUME  OF  SOLID  WOOD  PER  128  CUBIC  FEET 
OF  SPACE. 


Length 
of  Stick. 

xst  aass. 

Small 
Diameter. 

2d  Gass. 

Small 
Diameter, 

3d  Class, 

Small 
Diameter, 

I  St  and  ad 
Classes 
Mixed. 

3d  and  3d 
Classes 
Mixed. 

over  ss"' 

2.S"-5.S". 

i.o"-2.5". 

Inches. 

Cubic  Feet. 

10 

91.98 

85.40 

65-70 

88.69 

75-55 

12 

91.80 

85.25 

65.69 

88.53 

75 

47 

14 

91.67 

85.10 

65.65 

88.39 

75 

38 

16 

91-50 

84.95 

65.60 

88.23 

75 

28 

18 

91-37 

84.80 

65.55 

88.09 

75 

18 

20 

91.20 

84.67 

65-50 

87.94 

75 

09 

22 

91  05 

84-50 

65.40 

87.78 

74 

95 

24 

90.90 

84-35 

65.32 

87.63 

74 

84 

26 

90.75 

84.20 

65-23 

87-48 

74 

72 

28 

90.60 

84-05 

65  .  I  2 

87  -  33 

74 

59 

30 

90.45 

83.90 

65.00 

87.18 

74 

45 

Feet. 

3 

89.98 

83.40 

64.60 

86.69 

74 

00 

4 

88.92 

82.42 

63.62 

85.67 

73 

02 

5 

87-75 

81.30 

62.60 

84 -53 

71 

95 

6 

86.45 

80.00 

61.60 

83.23 

70 

80 

7 

85.38 

78.82 

60.55 

82.10 

69 

69 

8 

83-75 

77.20 

59.40 

80.48 

68 

30 

9 

82.40 

75.80 

58.20 

79.10 

67 

00 

10 

8(.oo 

74-30 

56.90 

77.65 

65 

60 

II 

79 .  60 

T2.80 

5560 

76.20 

64 

20 

12 

7J'05 

71 .20 

54-25 

74  63 

62 

73 

13 

76.45 

69.60 

52.90 

73-03 

61 

25 

H 

74  85 

67.95 

51.50 

71.40 

59 

73 

for  instance,  the  majority  of  the  trees  cut  into  cord-wood  are 
more  than  12.0'^  in  diameter,  breast-high,  the  solid  volume  of  the 
cord  may  be  raised  about  5%.  Should  the  majority  of  the  trees 
be  no  larger  than  s\  the  solid  volume  of  the  cord  may  be  reduced 
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about  5%.  If  the  trees  have  rough,  thick  bark,  the  solid  volume 
of  the  cord  may  be  reduced  3%.  Thin-barked  trees  would 
raise  it  3%.  Tall,  straight  trees,  clear  of  branches  to  a  great 
height,  would  raise  the  solid  volume  of  the  cord  .10%  in  first- 

TABLE  II.— VOLUME  OF  SOLID  WOOD  IN  STACKS. 
(4  ft.  high,  8  ft.  long,  and  10",  12",  14",  etc.,  wide.) 


Length 
of  SUck. 

i8t  Class, 

Small 
Diameter, 
over  5.5". 

3d  Class. 

Small 
Diameter, 

3d  Class. 

Small 
Diameter, 
i.o"-2.s". 

I  St  and  3d 
Classes 
Mixed. 

3d  and  3d 
Classes 
Mixed. 

Inches. 

Cubic  Peet. 

10 

19-50 

17-50 

14.00 

18.50 

15.75 

12 

23-50 

21.00 

16.00 

22.25 

18.50 

14 

27 -32 

24-50 

19.00 

25.91 

21.75 

16 

31.00 

28.50 

21.50 

29.75 

25.00 

18 

35.00 

32.00 

24  30 

3350 

28.15 

20 

37.50 

35.00 

27.00 

36.25 

31.00 

22 

42.20 

39.00 

30.00 

40.60 

34.50 

24 

46.02 

42.00 

32.70 

44.01 

37.35 

26 

50.00 

46.00 

35-20 

48.00 

40.60 

28 

53.21 

49.00 

38.  a> 

51." 

43-50 

30 

57.00 

5300 

41. Ot) 

55.00 

47.00 

Peet. 

3 

68.50 

63.00 

50.00 

65.75 

56.50 

4 

88.92 

82.42 

63.62 

85.67 

73.02 

5 

108.50 

loi . 50 

78.00 

105.00 

89.7s 

6 

128.50 

120.00 

92.30 

124.25 

106.15 

7 

149.55 

138.05 

106.41 

143.80 

122.23 

8 

170.00 

165.00 

119.90 

167.50 

142.45 

9 

190.00 

175.00 

133.50 

182.50 

154-25 

10 

2IX.OO 

193  00 

147.50 

201.00 

170.25 

11 

230.00 

210.50 

161.20 

220.25 

185.85 

12 

250.00 

228.00 

175.00 

239.00 

201.50 

13 

269.00 

245.50 

189.00 

257.25 

217.25 

14 

287.50 

262.50 

203.00 

275.00 

232.75 

class  wood;  in  the  second  class,  5%.  Low,  crooked,  and  brandiy 
trees  would  reduce  the  solid  contents  10%  and  5%  respectively, 
and  so  on.  As  can  easily  be  seen  from  this,  these  tables  are  not 
absolute  for  all  conditions.  To  be  perfectly  correct,  such  tables 
should  be  made  for  a  limited  locality.  The  merit  of  the  tables 
given,  therefore,  Ues  in  pointing  out  the  relative  solid  contents  in 
cords  of  sticks  of  different  length  and  diameter,  and  as  such 
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they  ought  to  prove  of  value  to  all  industries  which  buy  timber 
for  its  actual  solid  volume,  like  pulp  and  extract  manufacturers. 

"  By  givihg  the  actual  solid  volume  in  cords  of  different  length 
and  diameter^  these  tables  help  to  establish  just  and  uniform 
prices,  and  ought,  therefore,  to  be  the  basis  of  all  specifications 
in  contracts  for  pulp-,  extract-,  or  fire-wood." 

60.  Relation  Between  Cord  Measure  and  Board  and  Standard 
Heasures.  It  is  customary  in  many  localities  to  compute  the 
contents  of  logs  both  in  cords  and  in  board  feet.  Fire- wood 
is  not  measured  in  this  way,  as  it  is  too  small  and  inferior 
to  use  for  timber.  But  pulp-wood  and  other  wood,  which  is  cut 
into  short  bolts  and  is  large  enough  to  scale  in  board  measure,  is 
sometimes  sold  by  the  cord  and  sometimes  by  the  thousand 
board  feet.  Many  persons  are  accustomed  to  measure  timber 
by  the  thousand  and  are  unable  readily  to  reckon  by  the 
cord,  so  that  it  is  convenient  to  have  a  converting  factor  to  trans- 
late from  one  measure  to  the  other.  Still  again,  it  is  often  con- 
venient to  estimate  standing  timber  entirely  by  the  cord  and  to 
calculate  the  board  measure  separately.  Therefore  there  have 
come  into  use  rough  converting  factors,  analogous  to  the  factors 
for  converting  board  measure  to  standards  and  vice  versa.  In 
this  case,  however,  there  is  a  great  divergence  of  opinion  as  to  the 
board  contents  of  a  stack  of  timber.  This  is  natural,  because 
the  board  contents  of  stacks  differ  according  to  the  size  and 
length  of  the  logs,  the  character  of  the  surface,  and,  what 
is  often  overlooked,  the  log  rule  used  and  the  method  of  scaling. 
Ordinarily  the  attempt  is  made  to  show  into  how  many  cords 
a  given  lot  of  logs  will  stack  when  cut  into  short  bolts.  The 
logs  are  scaled  before  cutting  into  bolts;  they  are  scaled  by  their 
top  diameters;  the  butts  may  vary  enormously  in  diameter  and 
irregularity;  no  regard  whatever  is  taken  of  the  size  of  the  logs. 
A  lot  of  logs  from  large  virgin  trees  would  yield  totally  different 
results  than  small  second  growth.  It  has  been  shown  that  the 
cubic  contents  of  a  stack  increases  with  the  size  of  the  sticks.  The 
board  contents  of  logs  increase  with  their  size  in  a  very  much  more 
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rapid  rate  than  cubjc  feet.  The  use  of  the  same  converting 
factor  with  small  and  with  large  timber  is,  therefore,  totally  in- 
correct. 

All  that  can  be  done  is  to  obtain  the  average  amount  of  board 
feet  in  stacks  of  timber  cut  in  a  certain  locality  where  the  average 
size  of  the  sticks,  the  average  form,  and  irregularities  of  surface 
of  the  timber  are  uniform.  The  use  of  this  factor  in  other 
localities  where  the  species,  the  size  of  timber,  and  even  the  method 
of  scaling  in  board  feet  are  different,  would  prove  inaccurate. 

This  explains  why  some  give  300  and  others  1000  board  feet 
as  an  equivalent  of  a  cord.  In  spruce  of  the  New  England  States 
560  is  the  ordinary  translating  factor  used '  by  many  companies. 
For  average-sized  timber  550  broad  feet  per  cord  is  a  conservative 
estimate.  The  conversion  of  standards  to  cords  is  simple  because 
the  standard  is  a  unit  of  solid  volume.  Ordinarily  the  Nineteen- 
inch  Standard  is  considered  equivalent  to  one-third  of  a  cord, 
or,  more  exactly,  2.92  standards  to  the  cord. 

A  fair  average  ratio  between  board  feet  and  cubic  feet  is  6 
board  feet  to  each  cubic  foot.  This  ratio  is  consistent  with  the 
figures  given  in  the  preceding  paragraph. 
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CHAPTER  IX. 
THE  CONTENTS  OF  ENTIRE  FELLED  TREES. 

6i.  The  Measurement  of  Entire  Felled  Trees. — ^The  foregoing 
sections  show  how  to  determine  the  contents  of  logs.  Many 
investigations,  however,  require  the  contents  of  trees.  The 
cruiser  measures  the  merchantable  contents  of  felled  trees  to  aid 
him  in  estimating  the  volume  of  standing  trees.  Volume  tables 
showing  the  contents  of  standing  trees  of  different  sizes  are  based 
on  the  measurement  of  felled  trees.  When  the  growth  of  trees 
in  volume  is  studied,  the  contents  of  whole  trees  and  not  merely  of 
individual  logs  must  be  determined. 

The  measurements  usually  taken  are  the  diameter  breast-high, 
diameter  at  each  cross-cut  inside  and  outside  bark,  stump  height, 
length  of  each  log,  and  the  length  of  the  top  above  the  last  cut. 
These  data  enable  the  computation  of  the  volume  of  the  whole 
stem  and  the  merchantable  volume.  If  the  percent  of  sapwood 
is  required,  the  width  of  sap  is  measured  at  each  cross-cut. 

It  has  been  a  common  custom  in  the  United  States  to  take 
measurements  for  volume  in  the  lumber  woods  where  timber 
is  being  cut  for  the  market.  The  forester  measures  the  trees  as 
soon  as  cut  and  before  the  logs  are  drawn  away  from  the  stumps, 
and  in  this  way  saves  the  expense  of  hiring  choppers  and  of 
paying  for  the  privilege  of  cutting  trees,  which  often  have  to  be 
purchased  outright.  Young  trees  below  merchantable  size  and 
trees  which  cannot  be  sold  for  other  reasons  must  be  felled  spe- 
cially. In  the  latter  case  the  forester  cuts  the  trees  into  such  lengths 
as  suit  the  special  requirements  of  the  investigation.    When  the 
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forester  measures  trees  cut  for  the  market,  the  lengths  of  sections 
must  conform  to  the  regular  log  lengths.  In  many  cases  this 
varies,  as,  for  example,  when  logs  are  cut  lo,  12, 14, 16  feet,  and  per- 
haps al^o  other  lengths.  The  data  secured  are  of  less  scientific 
value  than  where  the  logs  are  all  the^^me  length.  For  most  prac- 
tical purposes  of  study  in  old  timber,  the  measurements  of  logs 
cut  for  the  market  yield  satisfactory  results. 

It  is  the  custom  of  foresters  to  classify  trees  by  the  diam- 
eters at  breast-height.  Lumbermen  more  often  refer  to  the 
stump  diameter  when  speaking  of  the  size  of  trees.  The  stump 
diameter  is  unsatisfactory  because  of  the  varying  height  of  the 
stump  and  also  because  the  stump  cut  is  usually  within  the  base 
swelling  of  the  tree,  and  is  much  more  variable  than  the  diameter 
measured  above  this  swelling.  Sometimes  specificatibns  of 
trees  bought  on  the  stump  call  for  certain  diameters  at  6  feet 
above  the  ground.  This  is  an  awkward  point  to  measure,  par- 
ticularly for  a  short  man.  The  plan  of  the  forester  to  classify 
all  trees  by  the  diameters  at  breast-height  is  the  most  practical. 
This  point  is  above  the  root  swelling,  and  it  is  the  natural  place 
to  caliper  a  standing  tree.  In  America  4J  feet  has  usually  been 
accepted  as  the  breast-height  point.  In  Germany  breast-height  is 
1.3  meters,  or  about  4  feet  3  inches.  The  English  have  chosen  4 J 
feet  for  their  work  in  England  and  India,  and  this  has  been  adopted 
in  this  country.  It  is  slightly  above  true  breast-height  for  a  short 
man,  but  is  just  right  for  a  man  of  average  height. 

In  measuring  felled  trees,  therefore,  the  diameter  at  breast- 
height  is  obtained  with  the  calipers.  If  the  tree  is  not  round^ 
the  largest  and  smallest  diameters  are  averaged  as  the  true  diam- 
eter. Sometimes  the  measurer  is  able  to  take  this  diameter  before 
the  tree  is  felled.  Otherwise  it  is  necessary  to  measure  it  at  the 
proper  point  on  the  butt  log.  To  find  the  breast-height  point  on 
the  butt  log,  the  average  stump-height  is  measured,  and  then 
this  amount  deducted  from  4.5  feet  for  the  distance  which  must 
be  measured  from  the  base  of  the  log  to  the  breast-height  point. 

There  is  often  confusion  as  to  where  to  take  the  measurement 
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of  the  height  of  the  stump.  Thus  on  a  side-hill,  on  a  hum- 
mock, or  other  irregularity  of  ground,  the  height  of  the  stump 
is  much  greater  on  one  side  than  another.  The  simplest  method 
is  to  imagine  the  same  tree  growing  on  level  ground  and  place 
the  lower  end  of  the  rule  at  the  point  which  would  represent  the 
plane  of  the  level  ground. 

When  the  stump  cut  is  slanting  or  uneven  on  account  of  bad 
chopping,  care  must  be  taken  to  measure  the  average  height  and 
not  the  distance  from  the  ground  to  the  highest  point  or  the  lowest 
point  of  the  stump  cross-cut.  In  the  same  way  in  measuring 
from  the  base  of  the  butt  log  to  the  breast-height  point,  one 
must  be  careful  to  locate  the  breast-height  point  exactly  4J  feet 
above  the  ground  as  the  tree  stood  before  felling.  The  scarf  at 
the  base  of  the  log  often  leads  to  errors  by  careless  measurers. 

After  measuring  the  diameter  at  breast-height,  the  length  and 
the  diameters  at  the  ends  of  each  merchantable  log  are  measured. 
These  figures  enable  the  determination  of  the  merchantable  con- 
tents of  the  whole  tree  in  board  feet,  standards,  or  cubic  feet. 

Frequently  the  trees  measured  are  classified  both  by  diam- 
eter breast-high  and  also  by  height.  In  this  case  the  distance 
from  the  uppermost  cross-cut  to  the  tip  of  the  tree  is  measured. 
The  sum  of  the  lengths  of  the  logs,  plus  the  stump-height,  plus 
the  distance  from  the  uppermost  cut  to  the  tip,  is  the  total  height 
of  the  tree. 

The  distance  above  the  last  cut  is  measured  with  a  tape  or 
a  measuring-rod,  usually  the  former.  The  measurement  is  apt  to 
be  taken  carelessly,  because  the  tape  must  be  stretched  in  among 
the  branches.  It  requires  some  time  and  patience  to  stretch  a 
tape  through  the  crown  of  a  tree  and  secure  an  accurate  measure- 
ment. In  scientific  work  an  accurate  measurement  i^  necessary. 
In  some  rough  work  it  is  sufficient  to  take  the  measurement  on  one 
side  of  the  crown,  calculating  the  limits  by  the  eye,  or  even  to  pace 
beside  the  crown  to  obtain  the  length  of  the  top  piece.  For  clas- 
sification of  trees  by  height  classes  a  rough  estimate  of  height  may 
suffice.    In  the  study  of  growth  and  similar  work  the  total  length 
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of  the  trees  must  be  determined  accurately.  Sometimes  young 
foresters  aie  confused  in  locating  the  tip  of  a  hardwood  tree  which 
has  an  irregular  top.  If  the  crown  is  rounded,  imagine  a  tangent 
perpendicualar  to  the  tree's  axis  and  let  this  be  the  top.  If  the 
crown  is  very  irregular  the  highest  point  is  taken  as  the  tip. 
Sometimes  the  computed  height  is  slightly_ greater  than  the  true 
height  of  the  tree  because  the  result  is  the  sum  of  the  lengths  of 
several  sections,  some  of  which  bend  from  the  perpendicular 
line  of  the  tree.  The  eflfort  should  always  be  not  to  measure 
abnormal  trees.    Ordinary  trees  oflFer  no  practical  difficulties. 

An  accurate  determination  of  volume  of  the  whole  stem  is 
required  in  certain  scientific  investigations.  Sometimes  volume 
tables  are  based  on  the  entire  stem  contents,  as  explained  later. 
The  form  of  trees  may  be  compared  better  when  the  entire  stem 
or  the  stem  down  to  a  certain  fixed  diameter  is  cubed  than  when 
simply  the  merchantable  contents  are  determined.  Certain  studies 
of  growth  also  require  the  stem  contents. 

The  measurements  in  the  field  are  the  same  as  described 
above,  except  that  diameter  measurements  are  taken  above  the 
uppermost  merchantable  cut.  Ordinarily  in  measuring  tin^ber 
trees,  the  top,  i.e.,  the  portion  of  the  stem  above  the  last  merchant- 
able cut,  is  divided  into  lo-foot  sections  and  diameter  and  length 
measurements  taken,  just  as  on  the  merchantable  logs.  Where 
small  trees  which  are  not  large  enough  for  sawlogs  are  measured 
for  volume,  the  sections  are  made  lo  feet  in  length.  If  there  is 
a  cord-wood  market  for  4-foot  sticks,  the  sections  are  made  8 
feet  long.  If  very  exact  data  are  required,  diameter  measure- 
ments are  taken  on  the  stems  every  4  feet. 

62.  The  Computation  of  Volume. — ^The  contents  of  an  entire 

stem  are  determined  as  follows :   Each  log  or  bolt  is  cubed  as  the 

frustum    of  a  paraboloid;    in    this  country  usually  by  the  end 

diameter  method  (Smalian's  method).     The  top  piece,  i.e.,  the 

small  piece  from  the  last  cut  to  the  tip,  is  ordinarily  cubed  as  a 

Bxh 
cone,  i.e.,  by  the  formula,  F= ,  in  which  V  is  the  volume, 
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B  the  area  of  the  last  cross-cut,  and  h  the  length  of  the  top  piece. 
If  the  stump  is  included,  it  is  generally  considered  a  cylinder  with 
a  diameter  equal  to  the  diameter  of  the  stump.  The  formula  is 
V=Bhf  in  which  V  is  the  volume,  B  the  area  of  the  stump  cut, 
and  h  the  stump-height.  Naturally  this  method  of  cubing  the 
stump  does  not  include  all  of  the  wood  because  there  is  a  con- 
siderable flare  on  every  stump.  It  has  been  found,  however, 
that  this  root  flare  is  so  variable  that  better  results  are  obtained 
by  disregarding  it  and  considering  all  stumps  as  cylinders. 

In  investigations  in  this  country,  the  cubic  contents  of  branches 
are  determined  only  in  the  case  of  old  hardwoods  with  large 
branches,  which  will  make  merchantable  cord-wood.  Only  such 
parts  are  measured  as  are  salable.  The  limbs  are  cut  into  regu- 
lar lengths,  usually  4  feet,  and  diameter  measurements  taken  as 
on  the  sections  of  the  stem.  Inasmuch  as  there  is  often  only  one 
stick  in  a  limb  and  the  pieces  are  in  consequence  isolated  indi- 
viduals, the  middle  diameter  and  length  are  taken  and  the  pieces 
cubed  by  the  middle-diameter  formula  (Huberts).  In  this  country 
no  studies  have  ever  been  made  of  the  contents  of  the  smaller 
parts  of  the  branches  or  of  the  roots.  In  Europe  such  material 
is  often  salable.  It  is  doubtful  if  American  forestry  will  need 
any  such  studies  for.  a  long  time.  Even  scientific  studies  com- 
paring the  contents  of  trees  growing  under  different  conditions 
will  probably  be  based  on  measurements  to  a  fixed  diameter  of 
branch,  say  2  inches,  instead  of  including  the  twigs. 

In  Europe  the  contents  of  very  small  and  irregular  parts  of 
trees  are  cubed  by  means  of  the  xylometer.  This  consists  of  a 
large  cylindrical  vessel,  which  is  graduated  inside,  or  by  a  tube 
outside,  to  show  the  volume  of  water  contained  in  it.  The  volume 
of  irregular  sticks  or  pieces  of  roots  may  be  obtained  by  immers- 
ing them  in  the  xylometer  and  determining  the  amount  of  water 
displaced.  Another  form  of  xylometer  has  a  spout  from  which 
water  flows  when  the  wood  is  immersed,  the  water  being  caught 
and  measured  in  a  separate  vessel.  When  considerable  quan- 
tities of  wood  are  measured,  the  whole  is  weighed,  then  a  small 
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portion,  which  is  weighed  separately,  is  cubed  by  the  xylometer; 
and  then  the  entire  mass  cubed  by  assuming  that  the  weight  and 
volume  are  proportionate.  If  W  is  the  weight  of  the  whole,  w 
the  weight  of  the  small  portions  selected  for  cubing,  V  the  volume 
of  the  whole,  and  v  the  volume  of  the  portion  cubed, 

W 
V  :v=W  :w    or     F== — v. 
w 

63.  The  Meastirement  of  Crown,  Clear  Length,  and  Merchant- 
able Length. — ^The  measurements  described  in  section  61  may  be 
sunmaarized  as  (a)  diameter  breast-high,  (b)  diameter  at  each  cross- 
cut, (c)  stump-height,  (d)  length  of  each  log  and  the  top  above 
last  cut.  Other  measurements  often  required  by  investigations 
of  volume  are  as  follows  (letters  to  continue  the  measurements 
above  summarized) : 

(e)  Clear  length. — ^The  purpose  of  this  measurement  is  to 
enable  the  estimate  of  the  amount  of  each  tree  which  has  clear 
lumber.  The  figures  obtained  are  averaged  together  to  assist  a 
cruiser  in  estimating  the  percentage  of  clear  in  a  specified  forest, 
or  to  assist  in  the  valuation  of  timber  and  an  estimate  of  the  classes 
of  lumber  for  which  a  specified  lot  may  be  used.  In  this  case  clear 
length  means  the  length  of  the  trunk  yielding  clear  lumber. 
Often,  however,  the  purpose  of  the  measurement  is  to  study 
natural  pruning,  in  which  case  clear  length  may  refer  to  the 
length  of  trunk  clear  of  branches  or  branches  of  a  certain  size. 
In  all  cases  the  records  should  make  it  plain  to  what  clear  length 
refers. 

(/)  Merchantable  length, — ^This  is  the  distance  from  the  stump 
to  the  pomt  on  the  stem  where  it  is  no  longer  of  a  merchantable 
size  or  quality.  Ordinarily  the  measurement  is  taken  without 
regard  to  the  cutting  of  the  stem  into  short  logs.  It  is  as  if  the 
stem  were  to  be  cut  at  the  highest  possible  point  in  the  tree  and 
then  be  taken  out  whole,  as  is  often  done  with  spruce.  Certain 
Studies  require  as  the  merchantable  length  the  sum  of  the  lengths 


Digitized  by 


Google 


THE  CONTENTS  OF  ENTIRE  FELLED  TREES.  UJ 

of  the  merchantable  logs.  The  term  used  length  is  employed  for 
the  length  which  can  be  utilized.  Often  it  is  desirable  to 
know  what  the  tree  contains,  on  the  assumption  of  cutting  to 
a  lower  limit.  For  example,  if  the  average  limit  were  8  inches, 
one  might  wish  to  know  the  contents,  were  it  possible  to  use  the 
timber  down  to  an  average  of  4  inches.  In  that  case  the  pos- 
sible merchantable  length  would  be  the  distance  from  the  stump 
to  the  4-inch  point,  or  as  near  that  point  as  the  timber  continued 
to  be  of  merchantable  quality.  When  the  contents  of  trees  are 
taken  to  a  fixed  limit,  as,  for  example,  3  inches,  regardless  of 
whether  the  upper  part  is  of  merchantable  quality,  the  measure- 
ment of  length  from  the  stump  or  ground  to  this  minimum  point 
should  not  be  called  the  possible  merchantable  length,  but  the 
**  length  to  3-inch  pomt"  or  similar  clear  phrase.  The  con- 
fusion arising  regarding  the  meaning  of  merchantable  length 
may  in  this  way  easily  be  avoided. 

(g)  Length  0}  crown. — ^Just  as  in  the  case  of  the  merchantable 
length,  foresters  have  not  in  all  cases  agreed  regarding  the  exact 
meaning  of  the  length  of  crown.  The  crown  is  measured  for 
descriptive  purposes  alone.  It  is  entirely  to  explain  the  form 
of  the  bole  as  indicated  by  its  volume,  and  in  case  of  full  tree 
analyses  to  explain  the  rate  of  growth  found.  The  character  of 
the  stem  must  be  ascertained  by  the  clear  length  and  special 
description.  The  length  of  crown,  then,  refers  to  the  length  of 
the  crown  proper,  and  not  necessarily  to  the  distance  from  the  tip 
of  the  tree  to  the  lowest  green  limb.  It  may  happen  that  a  green 
limb  is  isolated  from  the  crown  proper  and  some  5  to  15  feet 
below  it.  If  the  distance  from  the  tip  to  the  lowest  green  limb  is 
called  the  length  of  crown,  it  would  indicate  that  this  is  all  crown, 
whereas  the  extra  limb  plays  an  insignificant  part  in  wood  pro- 
duction. The  measurer  should  regard  the  crown  by  itself,  as 
the  part  of  the  tree  affecting  the  growth,  and  take  its  length  by 
itself,  throwing  Out  the  occasional  branches  which  are  of  but 
little  importance,  and  which  if  included  would  mislead  in  the 
conception  of  the  assimilating  surface  of  the  tree. 
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(A)  Width  of  Crown. — ^This  measurement  is  often  omitted,  but 
is  exactly  as  important  as  the  length  of  crown.  The  two  measure- 
ments together  give  an  admirable  mental  picture  of  the  crown, 
and  are  necessary  when  comparing  the  volume  of  trees  of  the 
same  size  from  different  places.  It  may  be  measured  by  a  tape 
or  estimated.  Being  a  measurement  primarily  for  description, 
exactness  is  not  an  essential. 

64.  Description  of  the  Tree  Measured,  (i)  The  Tree  Class. — ^If 
the  tree  grows  in  a  stand  which  is  even-aged  or  approximately  so, 
the  tree  should  be  distinguished  as  dominant,  intermediate,  or 
suppressed.    In  an  uneven-aged  stand  this  distinction  may  not 


->E 


Fig.  14. 

always  be  made.  The  rule  is  that  the  tree  class  is  named  when 
possible.  If  it  clearly  cannot  be  assigned  to  any  class,  as,  for 
instance,  a  thrifty  twenty-year-old  tree  among,  but  not  crowded 
by,  eighty-year-old  trees,  a  full  description  of  the  tree  may  suffice. 
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(2)  Crown  Description, — ^This  is  designed  to  supplement  the 
measurements  of  the  crown.  It  may  be  expressed  in  words, 
but  still  better  by  a  diagram,  showing  the  shape  of  the  crown. 
If  a  crown  is  one  sided  it  requires  a  number  of  words  to  give  a 
clear  description  of  the  shape.  Fig.  14  shows  a  sketch  of  a 
vertical  section  of  a  crown,  together  with  the  measurements. 
It  shows  also  the  shape  of  the  trunk,  answering  the  purpose  of 
word  description. 

(3)  Description  of  the  Stem, — Usually  the  stem  is  described  as 
round  or  elliptical,  straight,  crooked,  with  a  sweep  at  butt,  tapering 
or  full  boled,  etc. 

(4)  Thrijt  and  Vigor, — Note  should  be  made  whether  the  tree 
is  \igorous  and  thrifty,  or  sickly,  apparently  rapid-growing  or 
slow-growing.  If  there  is  anything  unusual  about,  the  tree  it  is 
described,  as  for  instance  a  dead  top,  dead  limbs  in  the  crown, 
a  swollen  butt,  shaky  at  butt,  rotten  at  heart,  etc. 

The  measurements  of  felled  trees  are  recorded  on  special 
forms,  like  that  shown  below,  which  is  used  by  the  forest  officers 
of  Massachusetts.  The  U.  S.  Forest  Service  uses  for  this  pur- 
pose the  regular  tree-analysis  blank,  described  on  page  264. 

Locality,  Milford,  Pike  Co.,  Penn. 

Date,  July  28,  1905.  No.  31. 

Type,  Chestnut,  Oual.  II. 

Species,  Chestnut. 

Total  height,  53-6  Feet.  D.  B.  H.*     8  Inches. 

Class,  Dominant. 

Lengfth  Crown,  26.6  Feet.  Width  Crown,  19  Feet. 


Length  of  Section. 

D.  0.  B.t 

Width  of  Bark. 

D.  I.  B.t 

Volume  with 
Bark. 

Feet. 

Inches. 

Cubic  Feet. 

0.8 

8.0 

0.4 

7.2 

10. 

6.8 

0.35 

6.1 

3.0 

10. 

6.2 

0.4 

5.4 

2.3 

10. 

4-2 

0.25 

3-7 

1.5 

10. 

2.6 

0.25 

2.1 

0.7 

12.8 

♦  Diameter  breast-high. 


t  Diameter  outside  bark.  %  Diameter  inside   bark. 
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CHAPTER  X. 

THE  DETERMINATION  OF  THE  HEIGHT  OF   STANDING 

TREES. 

65.  Rough  Methods  of  Measurement. — It  is  often  necessary 
in  forestry  to  determine  the  total  height  of  a  standing  tree,  its 
merchantable  length,  clear  length,  length  of  crown,  or  the  height 
above  the  ground  of  a  certain  point  on  the  trunk.  In  the  practi- 
cal work  of  timber  cruising  an  estimate  of  height  is  often  suffi- 
ciently accurate.  A  height  measure  is  valuable  to  the  cruiser 
chiefly  in  training  his  eye  to  estimate  heights,  and  in  testing 
his  judgment  by  an  occasional  exact  measurement.  A  woods- 
man can  train  himself  by  practice  to  estimate  the  height  of  a 
tree  within  5  to  10  feet.  Some  are  able  to  make  this  estimate 
merely  by  looking  at  the  tree.  Others  find  it  easier  to  divide 
the  shaft,  mentally,  into  lo-foot  sections,  and  to  estimate  the 
number  of  these  sections. 

There  are  several  methods  of  measuring  without  an  instru- 
ment the  height  of  a  standing  tree.  One  of  the  simplest  is  to 
measure  the  shadow  of  the  tree  and  the  shadow  of  a  straight  pole 
of  known  length  set  perpendicular  to  the  earth.  Multiply  the 
length  of  the  shadow  of  the  tree  by  the  length  of  the  pole  and 
divide  the  product  by  the  length  of  the  shadow  of  the  pole.  The 
result  will  be  the  height  of  the  tree. 

A  method  used  when  the  sun  is  not  shining  is  to  set  two  poles 
in  a  line  with  the  tree.  (See  Fig.  15.)  From  a  point  on  one 
pole  sight  across  the  second  pole  to  the  base  and  to  the  top  of 
the  tree.     Let  an  assistant  note  the  points  where  the  lines  of 
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vision  cross  the  second  pole  and  measure  the  distance  between 
these  points.  Also  measure  the  distances  from  the  sighting-point 
on  the  first  pole  to  the  base  of  the  tree  and  to  the  lowest  vision- 


FiG    15. 

point  on  the  second  pole.     Multiply  the  distance  between  the 

upper  and  lower  vision-points  on  the  second  pole  by  the  longer 

of  the  other  two  measurements  and  divide  by  the  shorter;   the 

result  will  be  the  height  of  the  tree. 

6X30 
Example:  Let  k  =  6;  i4(;  =  4;    and  AC^so;   then— ^  =  45, 

height  of  tree. 
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Another  method  sometimes  used  is  as  follows:  The  observer 
walks  on  level  ground  to  a  distance  from  the  foot  of  the  tree 
about  equal  to  its  estimated  height.  He  then  lies  on  his  back, 
stretched  at  full  length,  and  an  assistant  notes  on  a  perpendicular 
staff  erected  at  his  feet  the  exact  point  where  his  line  of  vision 
to  the  top  of  the  tree  crosses  the  staff.  The  height  of  this  point 
from  the  ground  is  measured  and  the  observer's  own  height. 
Then  the  height  of  the  tree  is  the  product  of  the  distance  meas- 
ured on  the  staff  and  the  distance  from  the  observer's  eye  to  the 
tree  divided  by  the  observer's  height. 

There  are  other  rough  methods  of  measuring  heights,  based 
on  the  principle  of  similar  triangles.  They  are  not  of  sufficient 
value  to  justify  a  description  in  this  book. 

66.  Height  Measures. — Many  instruments  have  been  devised 
for  measuring  the  height  of  a  standing  tree.  In  Miiller's  Holz- 
messkunde,  about  thirty  different  height  measures  are  described; 
and  since  the  publication  of  that  work,  several  new  ones  have  been 
invented.  A  complete  description  of  all  these  instruments  seems 
to  the  author  unnecessary.  Therefore  only  those  which  are 
likely  to  be  of  value  to  the  American  forester  are  described  in 
full.  Mention  is  made  of  others  which  are  on  the  market,  with 
their  cost  and  the  firms  manufacturing  them. 

Height  measures,  often  called  hypsometers,  are  based  either 
on  the  geometric  principles  of  similar  triangles  or  on  the  trigono- 
metric principle  of  measuring  angles.  The  principal  geometric 
instruments  are  the  Faustmann,  Weise,  Klaussner,  Winkler  and 
Christen  height  measures.  The  trigonometric  instruments  are  the 
Brandis,  Abney  and  Goulier  height  measures. 

67.  The  Faustmann  Height  Measure. — ^This  instrument,  shown 
in  Fig.  16,  consists  of  a  skeleton  rectangular  metal  frame  having  two 
cross-bars  at  one  side  of  its  longitudinal  center,  the  frame  and 
bars  being  in  one  piece.  A  dide,  reversible  end  for  end  and 
ha\dng  beveled  edges,  works  in  undercut  grooves  formed  in  the 
inner  edges  of  the  cross-bars.  This  slide  is  provided  at  its  ends 
with  thumb-notches,  and  with  transversely  arranged  index  marks, 
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designated  I  and  II.  A  plumb-line  carrying  a  plummet  is  attached 
to  the  slide  in  the  center  of  the  index  mark  II.  A  retaining  spring 
secured  to  the  back  of  the  frame  and  bearing  against  the  inner 
face  of  the  slide  holds  it  in  any  position  in  which  it  may  be  set 


Fig.   16. — The  Faustmann  Height  Measure. 

The  left-hand  end-bar  of  the  frame  is  furnished  with  an  eyepiece, 
and  the  right-hand  end-bar  with  an  objective,  both  of  metal, 
and  hinged  so  as  to  be  folded  down  out  of  the  way  when  the 
device  is  not  in  use.    A  long,  narrow  mirror  is  hinged  to  the 
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frame  at  a  point  below  the  objective,  so  as  to  reflect  a  right-hand 
horizontal  scale  and  a  left-hand  horizontal  scale  engraved  upon 
the  lower  bar  of  the  frame,  and  meeting  at  a  zero-point,  which  is 
intersected  by  a  line  passing  through  the  longitudinal  center  of 
the  slide.  The  right-hand  scale  runs  to  75  and  the  left-hand 
scale  to  225,  the  latter  scale  continuing  upward  on  the  left-hand 
end-bar  of  the  frame. 


Fig.  17. 

The  right-hand  cross-bar  is  provided  with  a  vertical  scale 
running  upward  from  zero  to  100,  and  continued  on  the  left-hand 
cross-bar  with  a  scale  running  upward  to  175.  These  scales  are 
divided  in  fifths  and  numbered.  The  lines  forming  the  scales 
are  equally  separated  from  each  other  and  represent  imits  of 
distance  under  any  system  of  measurement  that  may  be  adopted. 
The  handle  of  the  device  is  attached  to  the  left-hand  cross-bar. 
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A  cheaper  form  of  the  instrument  has  a  solid  wooden  frame 
and  slide,  and  the  scales  are  stamped  on  inlaid  white  com- 
position. 

The  operation  of  this  instrument  is  based  on  the  geometric 
principle  of  similar  triangles.  To  take  the  simplest  possible  case 
first,  suppose  the  eye  of  the  observer  is  exactly  on  a  horizontal 
plane  with  the  base  of  the  tree.  When  the  instrument  is  sighted 
to  the  tip  of  the  tree  a  triangle  k  formed  by  the  intersection  of 


Fig.  i8. 


the  plumb-line,  the  horizontal  scale,  and  the  vertical  scale.    This 

triangle  is  similar  to  that  formed  by  the  tree  and  the  lines  of  vision 

from  the  eye  to  the  tip  and  base.    Thus  in  Fig.  17,  the  triangles 

AC^     HO 
ABC  and  abc  are  similar  and   — =-r~«    If  the  slide  of  the 

ac       DC 

instrument  is  so  set  that  ac,  measured  on  the  vertical  scale,  has 

the  same  nimoiber  of  imits  as  ^C,  then  the  number  of  imits  in 
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hcy  measured  on  the  horizontal  scale,  will  be  the  height  of  the 
tree. 

Suppose,  however,  that  the  observer's  eye  is  not  exactly  on 
a  horizontal  plane  with  the  base  of  the  tree,  but  is  above  it.  The 
measurement  taken,  as  just  described,  would  give  only  the  height 
of  the  tree  above  the  point  which  is  on  the  same  plane  with  the 
eye,  D  in  Fig.  i8.    It  is  necessary,  therefore,  to  determine  by 


Fio.  19. 

a  separate  measurement,  DC,  the  portion  of  the  trunk  below 
the  level  of  the  eye. 

For  this  purpose  the  instrument  is  sighted  to  the  base  as  in 
Fig.  18  and  again  two  similar  triangles  are  formed,  namely 
ADC  and  adc.  Since  on  the  instrument  ad  represents  the  same 
number  of  units  as  ADy  then  dc  is  the  required  distance  below 
the  observer's  eye.  This  value  added  to  the  first  reading  gives 
the  total  height  of  the  tree. 
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Suppose  the  observer's  eye  is  below  the  level  of  the  base 
of  the  tree,  as  in  Fig.  19.  He  first  measures  the  horizontal  dis- 
tance to  the  tree,  and  then,  settmg  his  instrument  as  described 
above,  sights  to  the  tree  top.  The  reading  on  the  horizontal 
scale  gives  the  distance  BDy  from  the  level  of  the  eye  to  the  tip. 
Then  sighting  to  the  base  of  the  tree,  the  observer  obtains  the 


Fio.  20. 

distance  CD,  which,  subtracted  from  the  value  BD,  gives  the 
height  of  the  tree. 

Another  case  is  where  the  observer  stands  on  a  slope  and 
measures  a  tree  below.  (Fig.  20.)  After  determining  AD,  he 
sights  the  instrument  to  C  and  iBnds  the  value  of  CD,  namely, 
the  distance  from  the  level  of  the  eye  to  the  base.  Then  he 
sights  to  B  and  obtains  the  distance  between  the  tree's  tip  and 
the  level  of  his  eye.  This  reading  subtracted  from  the  first  gives 
the  total  height  of  the  tree. 

In  using  the  instrument,  a  point  of  observation  is  chosen 
where  the  tip  and  base  of  the  tree  can  be  distinctly  seen;  then  the 
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horizontal  distance  to  the  trunk  is  accurately  measured  with  a 
tape.  The  slide  of  the  instrument  is  set  so  that  the  distance 
between  the  point  of  suspension  of  the  plumb-line  and  the  hori- 
zontal scale  corresponds  to  the  distance  from  the  observer  to  the 
tree.  If  this  last  distance  is  less  than  20  units  (feet,  yards,  meters* 
or  other  unit),  the  slide  is  set  with  the  index  mark  II  pointing 
down,  and  the  right-hand  vertical  scale  is  used.  If  the  distance 
from  the  tree  is  more  than  20  units  the  slide  is  inverted,  and  the 
left-hand  vertical  scale  is  used.  The  observer  then  takes  the 
instrument  in  the  left  hand  and  sights  to  the  tip  of  the  tree,  the 
right  hand  holding  the  folding  mirror  and  at  the  same  time  steady- 
ing the  instrument.  When  the  plumb-line  comes  to  rest  the 
point  of  intersection  with  the  left-hand  horizontal  scale  is  read 
in  the  mirror.  This  reading  is  the  distance  from  the  level  of 
the  eye  to  the  tip  of  the  tree.  If  the  base  of  the  tree  is  below 
the  level  of  the  eye,  the  observer  sights  the  instrument  to  the 
foot  of  the  tree  and  takes  a  reading  from  the  right-hand  horizontal 
scale,  which  gives  the  distance  below  the  level  of  the  eye* 
This  must  be  added  to  the  first  reading  for  the  total  height 
of  the  tree.  If  the  base  of  the  tree  is  above  the  level  of  the 
eye,  the  observation  is  first  taken  to  the  tip  of  the  tree  and 
then  to  the  base  and  the  latter  subtracted  from  the  first.  If 
the  tip  of  the  tree  is  below  he  level  of  the  eye,  an  obser\'ation 
is  taken  to  the  base  and  then  to  the  tip,  the  difference  being  the 
total  height. 

The  Faustmann  height  measure  is  compact,  light,  and  well 
adapted  for  rough  work.  The  only  delicate  part  is  the  mirror, 
which  folds  against  the  face  of  the  instrument;  it  is  not  apt  to 
be  broken  except  by  very  careless  usage.  It  is  extremely  accurate 
when  used  by  a  trained  hand.  With  practice  one  should  be  able 
to  measure  trees  not  over  a  hundred  feet  high  within  a  foot  and 
those  not  over  50  feet  high  within  6  inches.  Trees  above  100 
feet  can  be  measured  accurately,  provided  one  can  find  a  point 
of  observation  where  both  the  tip  and  the  base  can  be  easily 
seen.    When  the  instrument  is  in  constant  use,  it  is  necessary 
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to  renew  the  thread  frequently,  as  it  is  apt  to  become  frayed  and 
cause  inaccurate  readings.  It  is  difficult  to  use  the  instrument 
in  a  strong  wind,  because  the  plumb-Une  is  light  and  easily  moved. 
But,  as  most  work  with  a  height  measure  is  in  the  woods  sheltered 
from  high  winds,  this  is  not  a  serious  objection  to  the  instrument.- 
The  steel  instrument  costs  $19.50  in  this  country  and  35  marks 
in  Germany.    The  wooden  form  costs  in  Germany  from  6.50  to 


Fio.  21. — The  Weise  Height  Measure. 

12  marks  and  $6.50  in  America.  They  may  be  purchased  from 
Keuffel  &  Esser  Co.,  N.  Y.,  W.  Sporhase,  Giessen,  and  L. 
Tesdorpf,  Stuttgart,  Germany. 

68.  The  Weise  Height  Measure. — ^This  instrument  consists  of 
a  metal  telescope  barrel  9  inches  long,  fitted  at  one  end  with  a 
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peep-sight  and  at  the  other  end  with  stout  cross-wires.  The 
former  is  on  a  separate  tube  which  fits  closely  in  the  telescope 
barrel.  A  strip  of  metal  is  fixed  tangent  at  its  right-hand  edge 
to  the  periphery  of  the  barrel.  On  this  strip  is  graduated  a  right- 
'  hand  and  left-hand  scale,  which  meet  at  a  zero  point  near  the 
objective.  The  right-hand  scale  has  47  and  the  left-hand  scale 
10  graduations.  There  is  a  notch  at  each  graduation  mark 
indenting  the  outside  edge  of  the  strip.  A  detachable  metal  bar, 
square  in  cross- section,  fits  in  an  opening  in  the  plate  at  the  zero 
point  of  the  scales,  and  is  held  in  place  by  a  retaining-spring. 
A  pendulum  whose  rod  is  triangular  in  cross-section  is  suspended 
by  a  universal  joint  from  the  upper  end  of  the  bar.  The  sliding 
bar  has  on  one  side  a  scale  with  graduations  corresponding  to 
those  of  the  metal  strip.  When  the  instrument  is  not  in  use,  the 
sliding  bar  is  detached  and  packed  inside  the  barrel. 

This 'height  measure  is  constructed  on  the  same  principle  as 
Faustmann's.  The  scale  on  the  strip  corresponds  to  the  horizontal 
scale  of  the  Faustmann  and  the  graduated  bar  corresponds  to 
the  vertical  slide.  The  instrument  is  used  in  the  same  way  as 
Faustmann's.  After  selecting  a  station  whence  the  tip  and  the 
base  of  the  tree  may  be  seen,  and  measuring  the  horizontal  dis- 
tance from  the  tree,  the  sliding  bar  is  set  to  correspond  to  the 
distance  from  the  tree.  The  observer  holds  the  instrument  in 
his  right  hand,  and,  as  he  sights  to  the  tip  of  the  tree,  turns  it  over 
to  the  left  enough  to  allow  the  pendulum  to  swing  free  from  the 
notched  strip.  As  soon  as  a  satisfactory  sight  is  obtained,  the 
instrument  is  turned  over  to  the  right  and  the  pendulum  caught 
in  the  opposite  notch.  The  reading  taken  at  that  point  shows 
the  distance  from  the  level  of  the  eye  to  the  tip  of  the  tree.  The 
distance  of  the  foot  of  the  tree  below  the  level  of  the  eye  is  then 
obtained  and  added  to  the  first  result  as  the  height  of  the  tree. 

The  Weise  height  measure  is  very  compact  and  strong  and 
therefore  well  adapted  to  forest  work.  The  chief  advantage  of 
the  instrument  is  that  the  notches  catch  the  pendulum  and  hold 
it  in  place  when  the  sighting  is  completed,  thus  obviating  the 


Digitized  by 


Google 


o 


THE  HEIGHT  OF  STANDING   TREES. 


131 


o: 


70  - 

M  - 


Fig.  22. — The 
Christen  Height 
Measure. 


disadvantage  of  a  limber  line  which  may  alter 
its  position  after  the  eye  leaves  the  sight. 
When  used  by  a  practiced  hand  it  is  very  rapid, 
probably  somewhat  more  so  than  the  Faust- 
mann  height  measure.  On  the  other  hand,  the 
notches  prevent  the  possibility  of  a  reading 
closer  than  J  unit.  It  is  therefore  not  as  accu- 
rate as  the  Faustmann  height  measure. 

The  instrument  may  be  purchased  from 
W.  Sporhase,  Giessen,  Germany,  price  (in  Ger- 
many) 12  marks;  L.  Tesdorpf,  Stuttgart,  Ger- 
many, price  (in  Germany)  13-15.50  marks. 

69.  The  Christen  Height  Measure. — ^This 
instrument  consists  of  a  metal  strip  16  inches 
long,  of  the  shape  shown  in  Fig.  22.  The  in- 
strument shown  in  Fig.  22  is  made  of  two 
pieces  hinged  together,  which  are  folded  when  it 
is  not  in  use.  A  hole  is  pierced  in  the  upper 
end,  from  which  it  is  suspended  between  the 
fingers.  Along  the  inner  edge  is  a  scale  which 
gives  directly  the  readings  for  heights.  The 
instrument,  is  used  as  follows:  A  lo-foot  pole  is 
set  against  the  tree.  The  observer  stands  at  a 
convenient  station  whence  he  can  see  the  tip 
and  base  of  the  tree  and  also  the  top  of  the 
lo-foot  pole.  The  instrument  is  suspended 
before  the  eye  and  moved  back  and  forth  until 
the  edge  b  is  in  line  of  vision  to  the  tip  of  the 
tree  and  the  edge  c  in  line  of  vision  with  the 
base.  The  point  where  the  line  of  vision  from 
the  eye  to  the  top  of  the  lo-foot  pole  intersects 
the  inner  edge  of  the  instrument  indicates  on 
the  scale  the  height  of  the  tree. 

Each  instrument  is  constructed  for  use  with  a 
specified  length  of  pole.     The  instrument  de- 
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scribed  above  is  one  designed  by  the  author  for  convenience 
with  the  use  of  English  units.  It  was  constructed  in  the 
following  way:  The  distance  be  on  the  instrument  was  chosen 
arbitrarily    as    15  inches    and   the   length   of   the   pole  as  ic 


Fro.  23. 

feet.  It  would,  of  course,  be  possible  to  construct  an  instrument 
for  a  pole  12  feet  or  any  other  length  and  on  a  basis 
of  any  desired  length  of  instrument.  The  theory  of  the  con- 
struction of  Christen's  instrument  may  be  shown  by  Fig.   23- 
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When  used  as  above  described,  two  pairs  of  similar  triangles  are 

bcy^DC 
formed:   ABC^  and  Abc\  ADC^  and  Adc^  in  which  BC^ — -j- — 

and  dc^     p^ — .    With  a  known  value  of  DC  and  hCj  dc  may 

be  determined  for  all  different  heights  which  are  likely  to  be 
required.  Thus  it  may  be  assumed  that  it  would  not  be  necessary 
to  measure  trees  less  than  20  feet  high,  so  that  the  lowest  gradua- 
tion on  the  instrument  is  made  for  that  height.  To  find  the 
proper  point  for  the  20-foot  graduation  on  the  scale,  the  following 
formula  was  used: 


BC    he  20    IS  ,150 

-=r7,  =  3-    or    — =-7-    or    tfc=-^  =  7.S  mches. 

DC    dc  10     dc  20 


This  same  method  was  used  to  determine  the  value  of  dc  for 
^  25-,  30-,  35-,  40-foot  tree,  etc.,  up  to  150  feet,  and  the  proper 
graduations  made  on  the  scale.  The  scale  is  somewhat  more 
easily  read  when  a  notch  is  made  at  each  graduation. 

The  instrument  is  light  and  compact,  and  with  practice  can 
be  used  very  rapidly,  provided  one  has  an  assistant  to  manage 
the  lo-foot  pole.  It  requires  no  measurement  of  distance  from 
the  tree  and  the  height  is  obtained  by  one  observation,  whereas 
in  the  instruments  already  described  two  measurements  are 
necessary  except  when  the  base  of  the  tree  happens  to  be  exactly 
on  a  level  with  the  eye.  It  is  more  rapid  than  either  the  Faust- 
mann  or  Weise  instrument. 

Its  disadvantages  are  that  it  requires  a  very  steady  and  prac- 
ticed hand  to  secure  accuracy;  that  it  cannot  be  used  accurately 
for  tall  trees;  and  that  it  is  not  adapted  for  steady  work  because 
it  is  extremely  tiresome  to  hold  the  arm  in  the  position  required. 
This  last  objection  may  be  overcome  by  using  a  staff  to  support 
the  hand. 

70.  The  Klaussner  Height  Measure. — ^The  base  of  this  instru- 
ment is  a  flat  metal  rule  6  inches  long,  at  one  end  of  which  is 
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hinged  a  sighting-rule  slightly  longer  and  thinner  than  the  base 
and  with  one  side  cut  out  and  beveled  to  a  sharp  edge.  Each 
of  these  two  rules  has  a  hair-line  sight  at  its  further  end.  At 
their  joint  is  a  revoluble  peep-sight,  which  can  be  directed  by  a 
milled  disc  to  either  of  the  two  hair-lines.  The  sighting-rule  may 
be  raised  by  means  of  a  high-pitch  thumb-screw  attached  to  the 
base-rule  near  the  joint.    The  base-rule  is  graduated  into  50 


Fio.  24. — ^The  Klaussner  Height  Measure. 

equal  parts,  each  divided  into  halves,  and  forms  the  distance 
scale;  the  zero-point  being  at  the  joint  of  the  two  rules.  Attached 
to  the  base-rule  is  a  closely  fitting  slide  carrying  a  thin  metal 
strip,  which  is  always  kept  in  a  vertical  position  by  a  weight. 
This  strip  is  graduated  like  the  base-rule,  and  constitutes  the  alti- 
tude scale.  The  instrument  has  a  jointed  ferule  with  clamp 
screw  threaded  to  fit  an  ordinary  camera  tripod. 

In  use,  the  instrument  is  set  on  a  tripod  at  a  station  whence 
the  tip  and  base  of  the  tree  can  be  distinctly  seen.    The  oblique 
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distance  from  the  eye  to  the  foot  of  the  tree  is  measured  and  the 
slide  is  set  at  a  point  to  correspond  to  this  distance.  The  base 
rule  is  sighted  to  the  foot  of  the  tree  and  the  sighting-rule  is  then 
raised  by  turning  the  thumb-screw  until  the  tip  of  the  tree  may 
be  sighted.  The  lieight  of  the  tree  is  read  from  the  altitude 
scale  at  the  point  where  it  is  intersected  by  the  sighting-rule. 


^^^ 

<»  ^  "'^  -"^7  '-y^ 


.l> .'-' 


"""      "  ■    —  *"*»v 


Fig.  25. 


The  theory  of  the  Klaussner  height  measure  is  clear  from 
Fig.  25.  The  instrument  is  set  so  that  Ac  represents  the  number 
of  feet,  yards,  or  other  units  in  the  distance  AC.  The  triangle, 
formed  by  the  base-  and  sighting-rules  and  the  altitude  scale, 


is  similar  to  ABC,  and  -r-= — ■. 

DC      ac 


i4c  has   the  same  number  of 


units  as  AC,  so  that  the  number  of  units  in  be  is  the  height  of 
the  tree. 

The  chief  advantage  of  the  instrument  is  that  it  is  fitted  to 
a  tripod  and  is  therefore  not  subject  to  the  error  due  to  the  shaking 
of  the  hand  or  to  an  unsteady  eye.  It  is,  therefore,  the  most 
accurate  of  all  the  small  instruments.    A  second  advantage  is 
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that  only  one  observation  is  required.  It  is  not  so  compact  as 
the  instruments  already  described  and  it  is  more  easily  thrown 
out  of  adjustment.  It  is  particularly  well  suited  to  work  of  a 
scientific   character   which    requires   accuracy.    In    most  rough 
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Fig.  26. — ^The  Winkler  Height  Measure. 


forest  work,  hand -instruments  are  preferred  on  account  of  the 
burden  of  transporting  a  tripod. 

The  Klaussner  height  measure  may  be  purchased  from  Keuflfd 
&  Esser  Co.,  N.  Y.,  for  $26.00,  or  from  Wm.  Sporhase,  Giessen, 
Germany  for  40  marks. 
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71.  The  Winkler  Height  Measure  and  Dendrometer.— This 

instrument  consists  of  a  shallow  box  5  J  inches  long,  3  inches 
wide,  and  i  inch  deep.  Against  one  face  of  the  box  is  attached 
a  metal  plate  on  which  are  marked  off  vertical  and  horizontal 
lines,  making  a  series  of  squares.  The  horizontal  lines  are 
further  subdivided  and  constitute  a  series  of  altitude  scales. 
Each  horizontal  line  has  a  right-hand  and  left-hand  scale  meeting 
at  a  zero-point  to  the  left  of  the  center  of  the  instrument.  The 
vertical  line  passing  through  the  zero-point  of  the  altitude  scales 
is  graduated  as  a  distance  scale.  Suspended  from  the  zero- 
point  of  this  distance  scale  is  a  narrow  flat  metal  pendulum 
bevelled  on  one- side  to  a  sharp  edge  and  carrying  at  the  end  a 
short  line  and  plummet.  A  scale  is  graduated  on  the  pendulum 
in  the  same  units  as  the  altitude  scales.  On  the  upper  edge  of 
the  instrument  are  two  upright  plates,  the  one  having  a  peep- 
sight  and  the  other  fitted  with  cross-hairs,  constituting  together 
a  line  of  sight.  The  instrument  is  mounted  on  a  jointed  stand- 
ard, which  may  be  fitted  on  a  tripod  or  held  in  the  hand. 

By  the  construction  of  the  instrument  the  observer  must 
stand  at  20,  40,  60,  80,  or  100  feet  from  the  tree.  There  is  no 
sliding  distance-scale,  as  in  the  Faustmann  height  measure,  but 
the  different  horizontal  lines  correspond  to  specified  distances  from 
the  tree.  If  the  observer  stands  100  feet  away  from  the  tree  the 
loo-foot  altitude  scale  is  used.  If  the  observer  is  80  feet  from 
the  tree,  the  80-foot  altitude  scale,  that  is,  the  second  one  from 
the  bottom,  is  used.  When  the  instrument  is  sighted  to  the  tip 
of  the  tree  the  intersection  of  the  right-hand  scale  with  the  metal 
strip  marks  the  distance  from  the  level  of  the  eye  to  the  tip.  The 
cistance  from  the  level  of  the  eye  to  the  base  of  the  tree  is  obtained 
from  the  left-hand  scale  by  sighting  to  the  foot  of  the  tree. 

If  this  instrument  did  not  have  the  box  construction  necessary 
for  its  use  as  a  dendrometer,  it  would  be  one  of  the  most  practical 
of  all  height  measures.  As  it  is  ordinarily  constructed,  the 
graduations  of  the  altitude  scales  are  made  for  every  five  units, 
giving  readings  which  are  too  rough  for  precise  work.    This 
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objection  could  be  easily  obviated  by  a  finer  division  of  the  scales. 
Another  objection  to  the  instrument  is  that  the  observer  has  a 
choice  of  only  a  few  specified  distances  at  which  he  must  stand. 
This  could  be  obviated  by  adding  other  horizontal  lines,  one  for 
each  ID  feet  instead  of  20  feet. 


Fig.  27. — The  Winkler  Instrument  used  as  a  Dendrometer. 

When  the  Winkler  instrument  is  used  as  a  dendrometer,  a 
special  line  of  sight  is  used.  The  ocular  consists  of  a  minute 
hole  in  the  metal  plate  which  covers  the  right  end  of  the 
instrument.  At  the  other  end  of  the  instrument  and  inside 
the  box  is  an  objective  opening  in  which  are  fitted,  per- 
pendicular to  the  axis  of  the  instrument,  two  metal  plates,  M  and 
N  (Fig.  27),  of  which  N  is  stationary  and  M  may  be  moved  by 
means  of  the  thumb-screw  B.    Attached  to  the  plate  Jkf  is  a 
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vernier  plate  which  moves  over  a  diameter  scale  marked  on  the 
face  of  the  instrument  and  indicates  the  distance  between  the 
two  plates  M  and  N, 

When  used  as  a  dendrometer  the  instrument  is  placed  on  a 
tripod  in  a  horizontal  position,  as  shown  in  Fig.  27.  A  station 
is  chosen  at  20,  40,  60,  80,  or  100  feet  from  the  tree,  where  the 
iK>int  on  a  tree  whose  diameter  is  required  can  be  distinctly 
seen.  The  observer  then  tips  the  instrument  and  sights  through 
the  box  to  the  point  to  be  measured.    The  thumb-screw  is  turned 


Fig.  28. 


until  the  two  objective  plates  exactly  enclose  the  trunk  of  the 
tree  at  the  required  point,  and  the  distance  between  the  metal 
plates  is  read  on  the  diameter  scale.  The  instrument  is  then 
turned  over  and  used  as  a  height  measure.  The  oblique  dis- 
tance from  the  eye  to  the  observed  point  on  the  tree  is  determined 
by  means  of  the  scale  on  the  pendulum.  The  desired  diameter 
is  then  obtained  by  the  formula:   diameter  equals  oblique  dis- 
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tance  from  eye  to  trunk  multiplied  by  the  distance  between  M 

and  N  on  the  instrument,  divided  by  lo. 

iv 
D= — ,  where  D  is  the   desired  diameter,  /  is  the  oblique 

distance  from  the  eye  to  the  tree  where  D  is  measured,  and  v  is 

the  distance  between  the  objective  plates  M  and  N. 

The  theory  of  the  instrument  is  shown  by  reference  to  Fig.  28. 

PQ  is  the  desired  diameter,  pq  the  measured  interval  between 

the  plates  M  and  N  on  the  instrument,  and  OP  is  the  oblique 

distance  from  the  eye  to  the  tree.    Two  similar  triangles  are 

•  OP 

formed  in  which  PQ'^TyZ^Pi' 

The  instrument  is  so  constructed  that  the  distance  between 
the  peep -sight  and  the  objective  plates  M  and  N  is  exactly 
5  inches.  Twenty  units  of  the  diameter  scale  measure  J  inch ; 
each  part  being,  therefore,  ^f  ^  of  an  inch.  Substituting  in  the 
above  formula,  /  for  OP,  (vXj^js)  for  pq,  and  \V  ^^^  Op: 


Diameter = 


120  J^ 


Unfortunately  the  instrument  which  is  in  the  market  is  made 
in  Austria  and  based  on  the  Austrian  foot  and  inches.  The 
Austrian  foot  equals  1.04  English  feet,  the  inches  having  the 
same  ratio.  In  measuring  the  distance  from  the  tree,  therefore, 
it  is  necessary  to  use  the  following  distances  to  conform  to  the 
Austrian  measure. 

Austrian.  English. 

20  feet 20.8  feet 

40    *'  41.6 

60    ''  62.4 

80    *' : 83.2 

100    *'  104 


it 
it 

cc 


Digitized  by 


Google 


DETERMlNylTiON  OF  THE  HEIGHT  OP  STANDING  TREES.    I4I 

The  results  obtained  are  in  Austrian  inches,  which  may  be 
translated  into  English  inches  by  multiplymg  by  1.04. 

With  proper  handling  the  Winkler  instrument  gives  accurate 
results.  The  degree  of  accuracy  falls  off  with  the  increase  in 
the  height  above  the  ground  of  the  point  measured.  There  is 
danger  of  inaccuracy  in  dark  woods  where  the  edges  of  the  tree 
are  not  sharply  de&ned.  The  instrument  is  much  better  for 
general  woods  work  than  any  other  on  the  market  because  of 
its  compactness  and  simplicity. 

73.  The  Brandis  Height  Measure. — ^This  instrument  consists 
of  a  square  tube  about  five  and  one-half  inches  long,  with  an 


V  Fio.  29. — ^The  Brandis  Height  Measure. 

ocular  slit  at  one  end,  and  a  single  cross-wire  at  the  other  end 
as  an  objective.  To  the  left-hand  side  of  this  tube  is  attached  a 
weighted  wheel  about  two  and  one-half  inches  in  diameter, 
swinging  between  two  pivots  and  enclosed  in  a  circular  metal 
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case.  A  small  op)ening  is  cut  in  the  periphery  of  the  case,  and 
directly  opposite  this  opening  a  small  lens  is  attached  at  the  ocular 
end  of  the  tube  just  to  the  left  of  the  sighting-slit.  The  rim  of 
the  wheel,  which  can  be  seen  through  the  opening  in  the  case,  is 
graduated  in  degrees,  with  plus  and  minus  scales  meeting  at  a 
zero-point,  which,  when  the  instrument  is  horizontal,  is  exactly 
opposite  the  slit.  When  the  instrument  is  pointed  upward  or 
downward,  the  wheel  remains  stationary  and  the  angles  may 
be  easily  read  through  the  lens  attached  to  the  eyepiece.     On 


....^ 


A<- 


Fig.  30. 

the  side  of  the  metal  case  is  a  retaining-spring,  which  clamps  the 
wheel  in  any  desired  position,  and  which  may  be  released  by  the 
pressure  of  a  small  button. 

The  theory  of  the  instrument  is  illustrated  in  Fig.  30.  AB 
represents  the  line  of  vision  from  the  eye  to  the  top  of  the  tree;  U 
the  upper  angle  obtained  by  sighting  to  the  tree  top;  AC  the  line 


Digitized  by 


Google 


DETERMINATION  OF  THE  HEIGHT  OF  STANDING   TREES.     143 

of  vision  to  the  base  of  the  tree;  and  /  the  lower  angle  obtained  by 
sighting  to  the  base. 

Then  BC:AC-=  sin  («  +/)  :  sin  h 

5CXsin  6=i4CXsin  (w-f /) 

but  sin  b=^cosu\  substituting, 

5CXcosw=i4CXsin  (tt+/)or 

ACXs\n{u+l) 


BC" 


COSM 


For  convenience  a  table  has  been  constructed  which  gives 

11.,  .sin  (tt-h/)  ^        „       , 

the  value  of  the  expression  for  all  values  of  u  and 

^  cost* 

/  which  are  likely  to  be  required.    This  table  accompanies  the 

instrument.     Most  instruments  have  on  the  face  of  the  metal 

'  case  enclosing  the  wheel  a  small  table  giving  the  value  of  20  cos  a, 

20  sin  a,  and  tan  a  for  different  angles  up  to  30  degrees.    This 

table  enables  one  to  compute  heights  when  the  distance  from 

the  tree  is  20  meters,  yards,  or  other  units. 

A  very  complete  table  is  published  in  Calcutta,  entitled  Tables 
for  Use  with  Brandis'  Hyposometer,  by  F.  B.  Manson  and  H. 
H.  Haines.    Price  in  India,  8  annas. 

To  use  the  instrument,  the  distance  from  the  tree  is  first  meas- 
ured, then  the  tip  of  the  tree  sighted  through  the  instrument  and 
the  angle  read  from  the  wheel.  Then  the  base  of  the  tree  is 
sighted  and  the  corresponding  reading  taken.  The  value  in  the 
table  corresponding  to  the  upper  and  lower  angles  is  then  multi- 
plied by  the  distance  from  the  tree,  for  the  desired  height. 

Thfe  height  of  the  tree  may  also  be  obtained  by  reducing  the 
degrees  to  tangents  and  multiplying  by  the  distance,  as  explained 
in  the  next  section.  The  Brandis  height  measure  is  an  admir- 
able clinometer  for  measuring  slopes. 
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The  chief  value  of  the  instrument  lies  in  its  compactness. 
The  objections  to  it  are  that  it  does  not  give  direct  readings  of 
height,  but  requires  special  computation  and  the  use  of  a  separate 
table;  and  that  in  dark  woods  it  is  difficult  to  read  the  gradua- 
tions on  the  metal  rim  of  the  wheel.  •  It  may  be  purchased  from 
Max  Wolz,  Bonn,  Germany,  price  (in  Germany),  22  marks. 

73.  Clinometer  for  Measuring  Heights. — ^This  instrument, 
shown  in  Fig.  31a,  consists  of  a  square  panel  of  wood  recessed  to 
receive  a  metal  disk  and  a  glass  which  protects  it.    The  disk  has 


Fig.  31. — Goulier's  Clinometer. 

a  curved  right-hand  scale  and  a  curved  left-hand  scale  engraved 
upon  it  below  its  center.  These  scales  meet  at  a  zero-point, 
and  correspond  to  each  other  in  their  graduations,  which  run 
outward  in  opposite  directions  from  the  zero-point  to  100.  The 
graduations  of  these  scales  represent  percentages  of  angles  instead 
of  degrees  of  angles,  as  do  the  graduations  of  most  clinometers. 
These  two  scales  are  swept  by  a  pendulum  ball,  the  lower  half 
of  which  is  beveled  and  brought  to  an  edge  having  a  central 
mdex  mark.  The  upper  end  of  the  penduluni  rod  is  formed 
into  an  eye  through  which  a  movable  screw-stud  passes,  continu- 
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ing  through  the  disk  and  panel  and  terminating  at  its  rear  end 
in  a  push-button.  A  spring  secured  to  the  back  of  the  panel 
engages  with  the  button  and  draws  the  head  of  the  screw  against 
the  eye  of  the  rod,  thus  holding  the  pendulum  fixed.  When  the 
button  is  pushed  inwajd,  the  pendulum  is  free  to  swing  by  gravity 
when  the  instrument  is  held  in  a  vertical  plane.  The  instrument 
is  only  about  three  inches  square  and  may  be  easily  carried  in 
one's  pocket.  ' 

To  use  the  instrument  the  observer  sights  along  its  upper 
edge  to  the  top  of  the  tree  and  releases  the  pendulum  by  pressing 
the  push-button.  When  the  pendulum  comes  to  rest  over  the 
right-hand  scale,  the  pressure  on  the  push-button  is  removed; 
permitting  the  spring  to  hold  the  pendulum  until  the  reading  can 
be  taken.  The  number  now  opposite  the  index  mark  is  the 
percentage  of  the  angle  formed  by  a  line  running  from  the  ob- 
server's eye  to  the  top  of  the  tree  and  a  horizontal  line  running 
from  him  to  its  trunk.  This  percentage  is  the  ratio  between 
the  height  of  the  tree  above  the  level  of  the  observer's  eye  and 
the  horizontal  distance  from  the  observer  to  the  tree.  This 
value  is  multiplied  by  the  horizontal  distance  from  the  observer 
to  the  tree,  and  the  result  is  the  height  of  the  tree  above  the  level 
of  the  observer's  eye.  The  observer  then  sights  the  instrument 
to  the  base  of  the  tree,  operates  it  as  before,  takes  the  reading 
from  the  left-hand  scale,  multiplies  the  value  thus  secured  by 
the  horizontal  distance  from  him  to  the  tree,  and  adds  this  result 
to  that  previously  obtained,  for  the  total  height  of  the  tree.  These 
computations  may  be  greatly  simplified  by  taking  all  observa- 
tions at  a  distance  of  too  feet  or  loo  yards  from  the  tree. 

A  more  elaborate  form  of  the  instrument  is  furnished  with 
a  hinged  cover  having  a  mirror  on  its  inner  face,  and  with  two 
sights  located  at  the  upper  comers  of  the  panel.  (Fig.  316.) 
The  instrument  is  sometimes  called  Goulier's  clinometer. 

74.  The  Abney  Hand  Level  and  Clinometer. — ^This  instrument 
(shown  in  Fig.  32)  is  a  telescoping  surveyor's  hand-level  of 
ordinary  construction,  except  that  its  spirit-tube  is  located  above 
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instead  of  in  its  main  tube,  which,  however,  contains  the  usual 
inclined  steel  mirror  and  sighting  cross- wire. 


Fig.  32.— The  Abney  Hand  Level  and  Clinometer. 

Combined  with  the  hand-level  is  a  clinometer  comprising  a 
plate  screwed  to  one  side  of  the  main  tube  of  the  hand-level  and 
having  engraved  upon  it  a  curved  right-hand  scale  and  a  curved 
left-hand  scale.  These  scales  are  struck  from  the  same  center 
and  meet  at  a  zero-point,  from  which  they  are  graduated  outward 
in  degrees  to  90.  A  measuring-arm,  with  a  spatulate  lower  end 
beveled  to  receive  vernier  graduations,  sweeps  these  scales.  This 
arm  is  carried  by  a  short  shaft  joumaled  in  tht;  upper  edge  of 
the  plate  and  concentric  witk  the  two  curved  scales.  The  outer 
end  of  the  shaft  is  furnished  with  a  nurled  hand-wheel,  by  which 
the  clinometer  is  operated.  The  inner  end  of  the  shaft  carries 
a  frame  which  supports  the  tubular  case  containing  the  spirit- 
tube  of  the  hand-level.  The  center  of  the  case  is  cut  away  to 
show  the  bubble  in  the  tube.  On  the  extreme  inner  end  of  the 
shaft  is  a  jam  for  setting  the  instrument,  which,  when  turned 
inward,  holds  the  shaft  against  turning.  The  measuring-arm 
and  frame  are  rigid  with  the  shaft.  The  case  stands  at  a  right 
angle  to  the  measuring-arm,  so  that  when  the  arm  is  placed  at 
the  zero-point  of  the  two  scales  the  case  will  be  exactly  parallel 
to  the  longitudinal  axis  of  the  hand -level. 

Immediately  below  the  exposed  portion  of  the  spirit-tube  a 
slot  is  cut  in  the  top  of  the  main  tube.    A  small  mirror  is  fixed 
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at  an  angle  inside  the  main  tube  directly  underneath  the  slot. 
This  mirror  is  so  narrow  and  is  placed  so  close  to  the  side  of 
the  main  tube  that  it  does  not  obstruct  the  line  of  vision  through 
the  tube.  The  observer  can  thus  see  at  the  same  time  the  cross- 
wires  at  the  objective  and  the  reflection  in  the  mirror  of  the 
spirit-bubble. 

In  measuring  the  height  of  a  tree  the  observer  sights  the 
instrument  at  the  tip  and  turns  the  hand-wheel  until  the  bubble 
shows  that  the  case  is  level.  The  measuring-arm,  which  swings 
with  the  case,  then  indicates  upon  the  right-hand  scale  in  degrees 
an  angle  formed  by  a  line  running  from  the  observer's  eye  to  the 
top  of  the  tree  and  a  horizontal  line  extending  from  his  eye  to 
the  trunk  of  the  tree.  He  then  consults  a  table  of  natural  tan- 
gents, which  gives  him  the  value  of  the  angle  secured,  expressed 
as  its  tangent  or  percentage.  The  tangent  or  percentage  of  this 
angle  is  multiplied  by  the  horizontal  distance  from  the  observer's 
eye.  He  then  sights  to  the  base  of  the  tree,  and  in  the  same 
manner  ascertains  the  angle  formed  by  a  horizontal  line  running 
from  him  to  the  tree  and  a  line  running  from  his  eye  to  the  base 
of  the  tree.  He  now  consults  his  table  again  for  the  value  of 
this  angle  expressed  as  its  tangent  or  percentage,  and  multiplies 
this  value  by  his  horizontal  distance  from  the  tree,  which  gives 
the  height  of  the  tree  from  the  ground  to  the  level  of  his  eye. 
The  figures  thus  secured  are  added  together,  giving  the  total 
height  of  the  tree. 

The  scales  of  the  instrument  are  sometimes  graduated  in 
tangents  or  percentages  of  angles  instead  of  in  degrees,  in  which 
case  th^table  of  tangents  is  not  needed. 

75.  Other  Height  Measures. — Below  are  listed  those  other 
instruments  which,  by  reason  of  cost,  rarity,  or  serious  disad- 
vantages for  practical  use,  seem  to  the  author  unlikely  to  be 
used  in  the  United  States.  Students  who  may  wish  to  make  a 
special  study  of  these  instruments  are  recommended  to  consult 
the  German  books  on  Forest  Mensuration,  notably  Muller's 
Holzmesskunde.  ' 
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1.  RueprechCs  Height  Measure.  Sold  by  A.  Rueprecht, 
Vienna,  Favoritenstrasse  25.     Price  50  Crowns. 

2.  Havlick^s  Staff  Height  Measure.  Sold  by  Gebr.  Fromme, 
Vienna.     Price  32  CrowTis. 

3.  HavlicVs  Hand  Height  Measure.  Sold  by  Gebr.  Fromme, 
Vienna.     Price  9  Crowns. 

4.  Fricke^s  Nasenkreuz  Height  Measure.  Sold  by  Mechaniker 
Fentzloff,  Hann.-Miinden.     Price  1.50  Marks. 

5.  Stotzefs  Height  Measure.  Sold  by  E.  Bischoflf,  Meinin- 
gen.     Price  40  Marks. 

6.  Ed.  Heyer's  Height  Measure.  Sold  by  W.  Sporhase, 
Giessen.     Price  90  Marks. 

7.  TrUmbach^s  Height  Measure.  Sold  by  Trumbach,  Kgl. 
Bayr.  Forstamtsass't,  Obemburg  a.  M.     Price  90  Marks. 

8.  The  Omnimeter.      Sold  by  Keuffel   &  Esser  Co.,  N.  Y. 
Price  $1 5. 

9.  Bose*s  Height  Measure.  Sold  by  Mechaniker  Weingarten, 
Darmstadt,  Germany.    Price  6  Marks. 

10.  Mayer^s  Height  Measure.  Sold  by  L.  Tesdorpf,  Stutt- 
gart.   Price  45  Marks. 

11.  Tiemanti's  Height  Measure.  Must  be  made  to  order, 
Keuffel  &  Esser  Co.,  N.  Y.     Price  about  $50. 

The  dendrometers  described  in  section  78  may  all  be  used  as 
height  measures. 

76.  General  Directions  for  the  Measurement  of  Heights  of 
Trees. — It  is  important  to  select  for  observation  a  station  whence 
both  the  tip  and  the  base  of  the  tree  may  be  distinctly  seen.  The 
tip  of  a  coniferous  tree  is  easily  distinguished;  but  on, a  hard- 
wood with  a  round  top  it  is  often  difficult  to  distinguish  the  true 
tip  from  a  side  branch.  If  one  should  mistake  a  side  branch  on 
the  near  side  for  the  tip,  the  measured  height  would  be  too  large. 
The  true  tip  may  usually  be  seen  by  standing  at  some  distance 
from  the  tree.  The  general  rule  is  to  choose  an  observation 
station  at  a  distance  approximately  equal  to  the  height  of  the 
tree;  or  if  this  is  impractical,  at  a  greater  rather  than  a  less  dis- 
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tance.  On  a  slope  one  should  stand  above  rather  than  below 
the  base  of  the  tree.  It  is  often  difficult  to  distinguish  the  true 
base  of  a  tree  on  account  of  brush,  grass,  or  other  obstacles.  It 
is  necessary  to  get  a  clear  vision  to  the  base;  and  if  it  cannot 
then  be  easily  seen,  a  handkerchief  or  some  other  bright  object 
may  be  used  as  a  distinct  point  for  sighting. 

If  a  tree  is  leaning,  one  should  choose  a  position  in  a  line 
perpendicular  to  the  vertical  plane  of  the  tree.  The  result  of 
the  measurement  is  then  the  distance  from  the  ground  to  the  tip 
of  the  tree  and  not  the  length  of  the  tree  itself.  To  determine 
the  exact  length  of  the  stem  of  a  leaning  tree  one  would  have  to 
calculate  the  degree  of  inclination  and  from  this  reckon  by  trigo- 
nometry the  true  length.  The  object  of  taking  a  position  at 
right  angles  to  the  direction  of  inclination  is  to  avoid  a  possible 
mistake  in  measuring  the  distance  from  the  tree.  If  one  were 
in  line  with  the  lean  of  the  tree  and  measured  the  exact  distance 
to  the  base  a  false  result  would  be  obtained. 

With  most  instruments  the  horizontal  distance  from  the 
observer  to  the  tree  is  required.  In  the  case  of  the  Klaussner 
hypsometer  the  oblique  distance  from  the  eye  to  the  base  of  the 
tree  and  not  the  horizontal  distance  is  measured.  In  all  cases  the 
distance  should  be  measured,  not  paced. 

In  using  the  Klaussner  instrument  a  beginner  sometimes  has 
difficulty  with  a  leaning  tree  whose  tip  is  not  in  vertical  line 
with  the  base.  The  best  plan  is  to  sight  to  an  imaginary 
point  on  a  level  with  the  true  tip.  If  the  instrument  were  per- 
fectly leveled  it  would  be  possible  first  to  take  an  observation  to 
the  base  of  the  tree  and  then  to  turn  the  instrument  enough  to 
sight  the  tip.  There  is,  however,  no  way  of  leveling  the  Klauss- 
ner height  measure,  and  therefore  the  first  method  is  the 
best. 

77.  Choice  of  a  Height  Measure. — Inasmuch  as  the  choice  of 
twc  equally  good  instruments  depends  on  individual  taste,  opin- 
ions differ  among  foresters  as  to  the  best  height  measure.  In  the 
opinion  of  the  author  the  Klaussner  height  measure  is  the  best 
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of  the  small  instruments  for  accurate  scientific  work.  For  general 
forest  work  where  accuracy  is  desirable,  but  great  precision  is 
not  necessary,  the  Faustmann  height  measure  gives  the  r.ost 
satisfactory  results. 

78.  The  Use  of  Dendrometers. — A  considerable  number  of 
instruments  have  been  manufactured  for  measuring  the  diameter 
of  standing  trees  at  different  points.  Several  of  these  ir.iru- 
ments  are  accurate,  and  may  be  used  to  great  advantage  in  scien- 
tific work.  They  will  probably  not  be  much  used  in  general 
forest  work,  for  the  following  reasons:  first,  a  good  instrument  is 
rather  expensive;  second,  most  dendrometers  are  delicate  and 
easily  thrown  out  of  adjustment;  third,  as  a  rule  they  are  rather 
large  and  cumbersome  to  carry,  in  addition  to  requiring  a  tri- 
pod; fourth,  an  observation,  if  properly  made,  is  time-consuming; 
fifth,  only  the  diameter  outside  the  bark  can  be  measured  directly, 
the  inside  measurement  being  that  usually  required. 

The  dendrometer  of  Winkler  described  in  section  71  is,  in 
the  judgment  of  the  author,  the  best  instrument  for  foresters 
from  the  standpoint  of  simplicity  of  construction,  compactness, 
rapidity  of  measurement,  and  cost. 

The  Winmiinaur  dendrometer  has  been  recommended  by 
several  American  authors.  It  is,  however,  much  more  expensive 
than  the  Winkler  instrument,  and,  on  account  of  the  delicate 
construction  of  certain  parts,  is  less  adapted  to  rough  forest 
work.  It  may  be  purchased  from  W.  Sporhase,  Giessen,  Ger- 
many, for  about  75  marks. 

The  best  instruments  for  purely  scientific  work  are  those 
of  Joseph  Friedrich,  head  of  the  experiment  station  at  Maria- 
brunn,  Austria,  and  of  A.  R.  von  Guttenberg,  of  the  forest  school 
in  Vienna.  These  are  instruments  of  great  precision,  and  may 
be  used  in  taking  periodic  measurements  in  studying  diameter 
growth.  They  have  to  be  made  to  order,  and  are  therefore  very 
expensive.  Other  dendrometers  are:  Peltzman's  dendrometer, 
which  can  be  secured  from  Gebr.  Fromme,  Vienna,  price  in 
Vienna  80  crowns;  Starke's  dendrometer,  sold  by  Starke  &  Kam- 
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merer,  Vienna;  Sanlaville's  dendrometer,  sold  by  Neuhofer 
&  Sohn,  Vienna,  price  70  crowns.  A  special  attachment  for 
measuring  diameters  is  made  for  the  Klaussner  height  measure. 
For  a  detailed  discussion  of  the  different  dendrometers,  see 
Miiller's  Holzmesskunde. 
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CHAPTER  XI. 

DETERMINATION    OF   THE    CONTENTS    OF    STANDING 

TREES. 

79.  Estimate  by  the  Eye. — Persons  who  have  constant  prac- 
tice in  measuring  logs  and  trees  are  able  to  estimate  the  contents 
of  standing  trees  by  a  mere  superficial  inspection.  Practiced 
timber  cruisers  attain  an  astonishing  degree  of  accuracy  in 
such  estimates.  The  estimating  of  contents  of  trees  at  a  glance 
is  possible  only  by  a  trained  eye.  The  inexperienced  cruiser  or 
one  who  is  estimating  an  unfamiliar  species  must  calculate  the 
contents  of  standing  trees  from  measured  or  estimated  diameters 
and  by  the  use  of  a  log  rule.  It  is  necessary  first  to  determine 
the  lengths  of  the  logs;  then  the  diameter  inside  the  bark  at 
the  top  of  each  log. 

The  scale  of  each  log  is  obtained  from  a  log  rule  and  the 
results  for  the  different  logs  added  together  for  the  total  scale  of 
the  tree.  This  method  involves  the  ability  to  estimate  diameters 
at  different  points  up  the  tree  and  involves  also  a  knowledge 
of  the  thickness  of  the  bark,  which  varies  at  different  points. 
For  one  not  practiced  in  estimating  diameters,  a  good  method  is 
to  use  a  light  lo-foot  pole,  attaching  across  one  end  a  small  stick 
marked  off  in  inches  by  prominent  notches.  An  assistant  holds 
the  pole  against  the  trunk  with  the  cross-stick  at  the  point  where 
the  top  of  the  first  log  would  come.  The  diameter  can  be  de- 
termined very  accurately  from  the  notched  rule.  From  a  diam- 
eter measurement  at  the  base,  taken  with  calipers,  and  another 
at  the  top  of  the  first  log  obtained  as  just  explained,  it  is  possible 
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to  estimate  by  comparison  the  diameters  at  the  tops  of  the  other 
logs.  The  average  thickness  of  the  bark  at  diflferent  heights  must 
be  aDowed  for.  After  one  has  taken  a  few  measurements  of 
bark  on  felled  trees,  it  is  possible  to  estimate  fairly  well  by  its 
general  appearance  the  thickness  of  bark  on  standing  trees. 
After  sufficient  practice  in  estimating  diameters,  the  lo-foot  pole 
may  be  discarded. 

This  method  of  determining  contents  works  extremely  well 
with  trees  having  not  over  three  or  four  logs.  The  butt  log, 
since  it  has  the  largest  scale,  requires  the  most  accurate  estimate. 
If  the  contents  of  this  log  is  correctly  determined,  a  slight  error 
in  estimating  the  diameters  of  the  others  will  not  materially 
affect  the  total  scale;  except,  of  course,  in  tall  trees  with  more 
than  four  logs.  Naturally  the  work  of  estimating  the  diameters 
can  be  done  more  accurately  with  a  good  dendrometer.  The 
time  consumed  in  using  a  dendrometer,  however,  is  so  great 
that  the  method  just  described  is  more  applicable  to  our  con- 
ditions. 

One  method  often  used  is  to  estimate  the  length  of  the  mer- 
chantable portion  of  the  tree,  then  estimate  its  top  and  base 
diameters,  average  these  diameters,  and  determine  the  con- 
tents by  the  Doyle  rule.  If  the  length  of  the  merchantable  por- 
tion of  a  tree  is  40  feet,  the  top  diameter  6  inches,  and  the 
base  diameter  14  inches,  the  average  diameter  would  be  assumed 
to  be  10  inches,  and  the  volume  of  the  log  would  be,  by  the  Doyle 
rule,  90  board-feet. 

A  number  of  rules  of  thumb  are  in  existence  for  estimating 
the  number  of  board-feet  in  standing  trees.  The  following  is 
a  good  illustration: 

Subtract  60  from  the  square  of  the  estimated  diameter  at 
the  middle  of  the  merchantable  length  of^the  tree,  multiply  by 
0.8,  and  the  result  is  the  contents  in  board-feet  of  the  average 
log  in  the  tree;  multiply  by  the  number  of  16-foot  logs  for  the 
total  scale. 

A  rule  of  thumb  proposed  by  Dr.  Schenck  for  estimating  tall 
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sound  trees  by  the  Doyle  rule  is:  to  square  the  diameter,  breast- 
high,  multiply  by  3,  and  divide  the  result  by  2. 

Still  another  rough  method  of  Dr.  Schenck  is  as  follows: 
Assuming  that  the  tree  is  to  be  cut  into  16- foot  logs  and  the 
taper  is  2  inches  per  log,  multiply  the  breast-height  diameter  of  the 
butt  log  inside  bark,  by  the  number  of  logs,  and  multiply  the 
result  by  the  same  diameter  less  12. 

A  quick  and  fairly  accurate  method  of  estimating  the  volume 
of  white  pine  in  cubic  feet  is  as  follows: 

Square  the  breast-height  diameter  (in  feet)  and  multiply 
by  30.  The  rule  gives  excellent  results  for  trees  10  to  14  inches 
in  diameter  and  80  feet  high,  16  to  20  inches  by  85  feet,  22  to 
28  inches  by.  90  feet,  and  30  to  36  inches  by  95  feet.  For  other 
heights  add  or  subtract  for  each  5  feet  of  length  6%  for  trees 
10  to  20  inches,  5.5%  for  trees  22  to  28  inches,  and  5%  for  trees 
30  to  36  inches  in  diameter.  Suppose,  for  example,  a  tree  is 
18  inches  in  diameter  and  90  feet  high,  the  rule  would  be:  Square 
1.5,  multiply  by  30,  and  increase  the  result  by  5.5%,  or 

(1-5)^X30 +  5-5%  =  71 -2  cubic  feet. 

The  volume  table  in  the  Appendix  gives  71.9  cubic  feet  for  such 
a  tree. 

A  similar  rule  *  is  used  in  Germany  to  obtain  the  volume  of 
standing  trees  in  cubic  meters,  as  follows:  Square  the  diameter, 
breast-high,  in  centimeters,  and  divide  by  icoo.  The  rule 
holds  good  for  pine  30  meters  high,  beech,  oak,  and  spruce 
26  meters  high,  and  fir  25  meters  high.  For  other  heights  add 
or  subtract  the  following  amounts  for  each  meter  of  length,  accord- 
ing as  the  tree  is  taller  or  shorter  than  the  above  heights: 

Pine,  add  3%,  subtract  3%. 
Beech,  -  5%  -  5%. 
Spruce,  -  3%  "  4%. 
Fir,  '*    3%        "         4%. 

*  Called  Denzin's  method. 
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80.  Estimate  of  the  Contents  of  Standing  Trees  by  Volume 
Tables  and  Form  Factors. — Volume  tables  are  used  by  foresters 
in  this  country  more  extensively  than  any  other  method  of  esti- 
mating the  contents  of  standing  trees.  In  Europe  the  method  of 
form  factors,  as  well  as  that  of  volume  tables,  is  used.  These 
methods  are  described  in  the  next  chapters. 

81.  Rough  Method  of  Estimating  the  Cubic  Contents  of 
Standing  Trees. — ^The  cubic  contents  of  the  stem  of  a  tree  may 
roughly  be  obtained  from  the  measured  diameter  at  breast- 
height  by  the  formula 

in  which  V  is  the  volume,  B  the  area  at  breast-height,  and  H  the 
height.  By  reference  to  page  88,  it  will  be  seen  that  this  is.  for- 
mula No.  3  for  cubing  a  paraboloid. 

82.  Hossfeldt's  Method. — On  page  94  it  was  shown  that  a 
log  may  be  cubed  by  the  formula, 

4 
in  which  V  is  the  volume,  B^  the  sectional  area  at  one-third  the 
distance  from  the  butt,  b  the  sectional  area  at  the  top,  and  h  the 
length  of  the  log.    In  case  of  an  entire  stem  ft  is  o,  and  the  formula 
becomes 

V=\B^Xh. 

To  determine  the  cubic  contents  of  a  standing  tree,  the  length  of 
the  stem  above  the  probable  stump  is  measured  with  a  height 
measure,  and  the  diameter  at  \  this  length  is  estimated  or  is 
measured  with  a  dendrometer.  These  measurements  furnish 
data  for  the  application  of  the  Hossfeldt  formula. 

83.  Pressler's  Method. — In  1855,  G.  Pressler,  a  professor  in 
in  the  Forest  School  in  Tharandt,  devised  the  following  formula 
for  cubing  a  standing  tree: 


-H«-?). 
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in  which  F  is  the  volume  of  the  tree,  B  is  the  sectional  area  meas" 
ured  just  above  the  butt  swelling,  H  is  the  distance  from  the 
stump  to  the  point  on  the  stem  where  the  diameter  is  exactly 
one-half  that  measured  at  the  butt,  and  M  is  the  distance  from  'i^^ 
the  stump  to  the  point  wh6re  B  is  measured.  Ordinarily  B  is 
taken  at  breast-height.  The  stem  of  a  tree  is  cubed  as  two  sec- 
tions, (i)  the  portion  above  the  point  where  the  diameter  is  taken, 
considered  as  a  paraboloid  or  a  cone;  (2)  the  portion  between 
the  stump  and  the  point  of  diameter  measurement,  considered 
as  a  cylinder  with  a  diameter  equal  to  that  at  the  upper  end  of 
the  section.  The  stump  and  branches  are  disregarded.  The 
main  part  of  the  stem  is  cubed  .by  the  formula, 

in  which  h  is  the  distance  from  B  to  the  one-half  diameter-point. 
This  holds  good  for  both  the  paraboloid  and  the  cone,  as  may 
be  seen  in  the  following  demonstration: 

In  a  paraboloid  the  point  at  which  the  diameter  is  \  that  at 
the  base,  is  f  the  altitude.  If  this  distance  is  h^  the  total  altitude 
H,i  the  basal  area  B,  then. 

A=ii^    and    H,^ih 

Substituting  in  the  formula 

y=^',    then     V=^X^h=^^Bh. 
2  233 

The  same  process  of  reasoning  will  show  the  formula  correct 
also  for  the  cone. 

The  lower  part  of  the  tree  is  cubed  as  a  cylinder  by  the  formula, 

y=5  M. 

The  volume  of  the  whole  stem  is  then 

V=iBh-{-BM 


-H-f)- 


h-  ^ 
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A  dendrometer  may  be  used  to  determine  the  point  where 
the  diameter  is  one-half  that  at  the  base.  Pressler  devised  a 
special  instrument  for  this  purpose,  consisting  of  a  small  paste- 
board telescope  with  an  eyepiece  at  one  end  and  with  two  pins 
or  screws  at  right  angles  to  the  axis  of  the  instrument  at  the 
other  end.  In  use  the  telescope  is  first  closed  and  the  tree  is 
sighted  where  the  base  diameter  is  to  be  taken.  The  pins  or 
screws  are  adjusted  so  that  the  stem  appears  to  occupy  the 
space  between  the  points.  The  instrument  is  then  drawn  out 
to  twice  its  former  length,  and  sighted  up  and  down  the  stem 
to  find  the  point  exactly  fitting  between  the  pins.  The  diameter 
of  the  tree  at  this  point  is  one-half  that  at  the  point  first  measured. 


/>     . 

7     * 

i-^ 

} 

» 
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CHAPTER  XII. 
VOLUME    TABLES. 

84.  Definition  of  Volume  Tables. — Volume  tables  show  the 
average  contents  of  standing  trees  of  different  sizes.  They  may 
be  made  for  any  desired  unit — the  cubic  foot,  board  foot, 
standard,  cord,  or  cubic  meter — or  they  may  show  th6  contents 
of  trees  in  ties,  poles,  shingles,  or  other  product.  They  are 
used  to  estimate  the  yield  of  wood  and  timber  standing  on  speci- 
fied tracts.  Volume  tables  are  intended  only  for  estimating 
a  large  number  of  trees.  Compiled  from  the  average  of  a  number 
of  measurements,  they  are  necessarily  inaccurate  as  applied  to  a 
single  tree.  The  volumes  of  individual  trees  of  the  same  species 
and  same  dimensions  may  vary  20  percent,  or  more.  On  the 
other  hand,  the  average  volume  of  a  large  number  of  trees  of  the 
same  species,  having  the  same  height  and  diameter  and  growing 
under  the  same  conditions,  is  very  uniform;  and  tables  showing 
the  average  volumes  of  a  large  number  of  felled  trees  give  satis- 
factory results  in  estimating  the  contents  of  a  large  number  of 
standing  trees. 

Volume  tables  may  be  local  or  general.  Local  volume  tables 
are  based  on  the  measurement  of  trees  growing  in  a  restricted 
locality  and  usually  under  specified  conditions  of  mixture,  density, 
etc.  General  volume  tables  are  based  on  the  average  volume 
of  trees  growing  in  a  variety  of  conditions  over  a  large  region. 
In  Germany  general  volume  tables  are  usually  made.  In  this 
country  the  forests  are  so  irregular  in  age,  density,  and  form  that 
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local  volume  tables  are  the  rule;  and  often  there  must  be  separate 
tables  for  areas  as  small  as  townships  or  coimties.  The  best  rule 
is  to  make  separate  tables  at  least  for  every  forest  region. 

85.  Volume  Tables  for  Trees  of  Different  Diameters. — ^The 
simplest  and  most  convenient  volume  tables  show  the  averagie 
contents  of  trees  of  different  diameters.  These  are  the  tables  in 
most  common  use  in  estimating  the  merchantable  contents  of 
standing  timber.  The  total  contents  of  trees  of  any  given  diam- 
eter are  computed  by  multiplying  the  number  of  trees  by  the 
average  volume  given  in  the  volume  table  for  that  diameter. 
(See  page  219.) 

The  tables  are  based  on  the  measurement  and  computation  of 
volume  of  a  large  number  of  felled  trees.  These  data  are  usually 
secured  where  lumbering  is  in  progress.  A  crew  of  two  or  three 
men  follow  the  cutters  and  measure  the  trees  as  they  are  felled. 
If  the  investigation  includes  only  the  preparation  of  volume 
tables,  the  following  measurements  are  usually  taken  on  each 
tree:  diameter  at  breast-height;  diameter  at  each  cross-section, 
inside  and  outside  the  bark;  length  of  each  log;  length  of  the 
top  above  last  cut,  and  height  of  stump,  giving  total  height;  length 
of  crown,  and  width  of  crown.  With  these  measurements,  the 
merchantable  or  full  contents  of  the  stem,  with  and  without  bark, 
ma^  be  computed.  The  measurements  of  the  length  and  width 
of  crow^n  serve  as  an  excellent  description  of  the  tree.  In  addi- 
tion, it  is  usually  desirable  to  add  a  descriptive  note  regarding 
the  form  of  the  trunk,  soundness,  general  thrift,  approximate  age, 
the  form  of  the  stand,  the  trees  in  mixture,  and  the  soil  and  situa- 
tion. Where  a  volume  table  is  constructed  for  diameters  alone, 
a  full  description  of  the  tree  and  forest  is  not  essential. 

A  crew  of  three  men  is  most  effective  for  work  in  collecting 
measurements  of  volume.  One  man  selects  the  trees,  directs 
the  work,  and  records  the  measurements.  The  others  do  the 
measuring.  The  proper  equipment  of  such  a  crew  is  a  pair  of 
calipers,  tape,  scale  rule,  and  record  book  or  tally-sheets. 

Before  undertaking  the  field  work  of  collecting  material  for 
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volume  tables,  it  is  desirable  to  examine  the  forest  where  the 
tables  are  to  be  used  in  estimating,  in  order  to  determine  what 
type  of  trees  ought  to  be  measured.  It  is  then  decided  how 
many  trees  to  fell  and  measure,  and  in  general  how  they  should 
be  distributed  among  the  different  diameters.  Ordinarily  the  aim 
is  to  measure  at  least  looo  trees  as  a  basis  for  volume  tables; 
but  where  the  timber  is  very  uniform,  as  with  most  conifers, 
500  trees  give  exceedingly  good  results.  If  the  tables  are  to  be 
used  in  careful  cruising,  at  least  500  trees  should  be  measured. 
In  reconnaissance  work  and  rough  cruising,  or  where  the  trees 
are  extremely  regular  in  form,  100  trees  may  suffice. 

Care  is  required  in  the  selection  of  the  trees  for  measurement. 
It  is  the  rule  to  measure  only  sound  trees,'  because  volume  tabbs 
show  the  full  contents  of  sound  trees.  It  might  appear  that  the 
tables  would  be  more  practical  if  based  on  average  trees,  including 
those  partially  defective.  But  a  table  made  up  in  this  way  would 
be  extremely  unreliable,  for  it  is  well  known  that  the  defects  of 
trees  differ  greatly  in  different  situations;  so  that  a  table  based 
partly  on  defective  trees  would  be  useless  in  estimating  trees 
whose  defects  are  different  from  those  of  the  trees  observed  in 
its  construction.  Again,  any  such  defect  as  injury  by  fire,  insects 
disease,  wind,  or  ice,  would  entirely  vitiate  a  table  constructed 
for  trees  showing  another  defect  than  the  particular  one  in  ques- 
tion; whereas  a  table  based  on  sound  trees  may  be  reduced  in 
any  given  case,  just  as  log  rules  are  reduced  for  unsoundness  in 
logs. 

Care  should  be  exercised  to  select  for  measurement  trees 
representative  in  form.  The  temptation  usually  is  to  measure 
only  the  best  trees;  but  it  must  be  remembered  that  the  figures 
will  represent  the  average  tree  of  each  diameter,  regardless  of 
difference  in  the  number  of  logs,  total  height,  or  tree  class.  There- 
fore each  tree  should  be  a  good  representative  of  its  class,  and 
normal  in  height,  size  of  crown,  form  of  trunk,  etc.  Different 
classes  of  trees  should  be  represented  about  as  they  occur  in  the 
forest;  that  is,  there  should  be  about  the  same  percentage  of 
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onelog  trees,  two-log  trees,  three-log  trees,  etc.,  as  ordinarily 
occur  in  the  particular  forest  under  observation.  This  point  is 
to  be  especially  observed  when  the  number  of  trees  measured  is 
limited.  If  looo  trees  are  to  be  measured,  it  is  ordinarily  suffi- 
cient to  measure  trees  as  they  are  cut  by  the  lumbermen,  taking 
care  that  the  diameters  are  well  distributed  and  that  the  trees 
are  not  abnormal.  Abnormal  trees  are  those  with  forked  trunks, 
those  with  swollen  butts,  and  diseased  or  distorted  trees. 

The  first  work  of  computation  is  the  calculation  of  the  volume 
of  each  tree  measured.  The  work  can  be  done  most  rapidly 
by  two  persons,  one  handling  the  data  collected  in  the  field  and 
the  other  the  log  tables,  tables  of  areas,  or  other  tables  neces- 
sary in  determining  the  contents  of  the  logs  in  the  unit  chosen. 
The  computing  work  may,  with  economy  of  time  and  mental 
effort,  be  divided  between  the  two. 

The  trees  measured  are  grouped  according  to  breast-height 
diameters  in  inch  classes.  Thus  the  6-inch  class  comprises  all 
trees  with  a  diameter  between  5.6  and  6.5  inches.  In  judging 
the  diameter  class  the  five-tenths  goes  to  the  lower  rather  than 
the  higher  number;  that  is,  a  tree  12.5  inches  in  diameter  is 
counted  as  a  12-inch  tree,  not  a  13-inch  tree.  The  volumes  of 
all  trees  in  a  single-diameter  class  are  averaged  together  and  the 
exact  average  diameter  also  determined,  the  last  being  usually 
not  a  whole  inch,  but  a  few  tenths,  above  or  below  the  whole 
number.  The  data  may  then  be  arranged  in  five  columns,  as  in  the 
table  on  page  162.  The  first  column  shows  the  inch-diameter 
classes,  the  second  column  the  exact  average  diameters  of  the  trees 
in  each  diameter  class,  the  third  column  the  number  of  trees 
used,  the  fourth  column  the  average  volume  of  the  trees  in  each 
diameter  class,  and  the  fifth  column  the  results  of  the  fourth 
column  made  regular  by  graphic  interpolation.  To  construct 
the  curve  used  in  obtaining  the  values  in  column  five,  the  volumes 
from  column  four  are  plotted  on  cross-section  paper  as  ordinates, 
with  the  average  diameters  in  column  two  as  abscissae.  The 
values  in  column  three  show  what  points  are  to  receive  most  em- 
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phasis  in  drawing  the  curve.     For  the  final  results  in  column  five, 
the  values  for  the  whole  inches  are  read  from  the  curve, 

CHESTNUT— VOLUME  TABLE  FOR  TREES  OF  DIFFERENT 
DIAMETERS. 

Bassd  on  th«  Msasurbmsnt  op  ioi  Trbbs  at  Milford,  Pa. 


Average 

Average  Volume. 

Diameter  Class. 

Breast-high, 

Inches. 

Diameter  of 

Trees  Measured. 

Breast-high. 

Inches. 

Number  of 
Trees  Measured. 

Average  Volume 

ofTrees 

Measured. 

Cubic  Pect. 

Results  of 

Column  4 

Evened  Off  by 

Curve.    Cubic 

Peet. 

6 

6.25 

2 

4-7 

4.5 

7 

7 

ID 

5.4 

5.4 

8 

8.1 

13 

7.2 

7 

9 

9 

16 

9.4 

9-3 

10 

10 

15 

11.7 

II. 7 

II 

II 

14 

14.9 

14.4 

12 

12 

18 

16.2 

17. 1 

13 

12.9 

9 

20.2 

20.2 

14 

14. 1 

3 

23.6 

23.4 

15 

14.9 

I 

27 

27 

Another  method  of  averaging  together  the  volumes  for  different 
diameters  is  as  follows: 

The  volumes  of  all  trees  are  plotted  on  cross-section  paper  as 
ordinates,  the  abscissae  being  the  diameters  breast-high.  After 
the  volumes  of  all  trees  have  been  plotted,  an  average  curve  is 
drawn  through  the  points.  From  this  curve  are  read  the  average 
volumes  for  the  different  diameters. 

Volume  tables  for  trees  of  different  diameters  give  very  satis- 
factory results  in  cruising,  particularly  when  the  tables  have  been 
prepared  for  special  conditions.  They  are  not,  however,  applicable 
to  forests  where  the  conditions  of  growth  differ  from  those  pre- 
vailing where  the  data  were  gathered.  If,  for  example,  the  tables 
were  based  largely  on  tall  trees,  they  could  not  be  used  where  the 
trees  are,  on  an  average,  shorter.  This  objection  is  largely 
obviated  by  making  local  tables  for  restricted  areas,  on  which 
the  general  conditions  for  growth  are  fairly  uniform. 

Volume  tables  for  trees  grouped  by  diameters  alone  are  de- 
igned primarily  for  commercial  estimating  in  board  measure. 
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A  further  grouping  of  the  trees  is  necessary  for  very  close  deter- 
mination  of  volume,  as  described  in  the  succeeding  sections. 

86.  Volume  Tables  for  Trees  Grouped  by  Diameter  and 
Number  of  Logs. — In  the  method  just  described  all  trees  are 
averaged  by  diameters  regardless  of  height  or  length  of  mer- 
chantable timber.  Thus  one-log  trees  are  averaged  with  three- 
log  trees,  or  even  five-log  trees,  of  the  same  diameter.  In  order 
to  secure  greater  accuracy,  volume  tables  based  on  trees  grouped 
by  diameters  and  number  of  logs  were  devised.  Such  tables  are 
in  actual  use  by  cruisers.  They  are  used  in  tall  timber  where 
a  standard  log-length — as,  for  example,  16  feet — may  be  used  in 
the  estimate  of  the  number  of  logs. 

To  construct  a  volume  table  for  trees  grouped  by  diameters 
and  number  of  logs,  a  large  number  of  felled  trees  are  measured 
and  their  volumes  computed  as  described  for  the  previous  method. 
The  trees  having  the  same  number  of  logs  are  then  grouped 
together,  and  the  average  volumes  of  one-log  trees  of  different 
diameters  are  determined,  then  of  two-log,  three-log  trees,  etc. 
If  the  volumes  do  not  increase  regularly  with  increase  of  diameters, 
the  irregularities  are  evened  off  by  graphic  interpolation.  The 
results  are  expressed  in  a  form  like  the  following: 

VOLUME  TABLE  FOR  TREES  OF  DIFFERENT  DIAMETERS  AND 
NUMBER  OF  LOGS. 

Length  of  Standard  Log Feet. 

(Based  on  the  Measurement  of Trees.) 


Diameter. 

Breast-hi^h, 

Inches. 


Volume  of 

One -log  Trees, 

Board  Feet. 


Volume  of 

Two-log  Trees, 

Board  Feet. 


Volume  of 

Three-log  Trees. 

Board  Feet. 


Volume  of 

Four-log  Trees, 

Board  Feet. 


The  objection  to  this  method  is  that  trees  are  not  always  cut 
into  logs  of  the  same  length.  Even  with  very  tall  trees  it  is  seldom 
that  all  the  logs  are  the  same  length.     A  tall  white  pine  may 
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for  example,  yield  three-sixteens,  and  one  twelve.  If  the  volume 
tables  are  based  on  sixteen-foot  logs,  an  inaccurate  estimate  would 
result  if  this  were  classed  as  a  four-log  tree.  These  tables  are, 
therefore,  not  much  more  accurate  than  those  first  described. 

87.  Volume  Tables  for  Trees  of  Different  Diameters  and  Mer- 
chantable Lengths. — On  account  of  the  defects  of  the  previous 
method,  it  has  been  proposed  to  base  volume  tables  on  trees 
grou[)ed  by  merchantable  length  as  well  as  by  diameter.  The 
length  classes  should  be  such  as  would  be  actually  used  in  practice. 
When  short  logs  are  used,  the  merchantable  length  of  a  given 
tree  would  be  the  sum  of  the  log  lengths.  In  this  case  the  length 
classes  would  have  to  correspond  to  all  the  possible  combinations 
of  short  logs.  Two-foot  classes  would  meet  this  requirement, 
and  would  also  be  small  enough  for  the  conditions  where  the 
whole  merchantable  part  of  the  tree  is  taken  out  as  one  log.  To 
construct  such  a  table,  the  measurements  of  felled  trees  are  first 
obtained  in  the  ordinary  way.  The  computed  volumes  are 
grouped  by  the  diameters  and  merchantable  lengths  of  the  trees, 
each  length  class  comprising  two  feet.  A  preliminary  table  of 
averages  is  made,  giving  the  average  volume  of  trees  of  different 
diameters  with  a  merchantable  length  of  10  feet,  those  with  a 
merchantable  length  of  12  feet,  those  with  14,  16,  18,  20,  22  feet, 
and  so  on.  Under  ordinary  circumstances  it  will  be  found  that 
this  table  has  irregularities  not  only  in  the  vertical  columns,  but 
also  in  the  horizontal  lines.  These  irregularities  are  then  evened 
off  by  a  series  of  harmonized  curves.  The  final  table  may  be 
expressed  in  a  form  like  that  shown  on  page  165. 

As  far  as  the  author  is  informed,  no  such  volume  tables  have 
been  made.  They  should,  however,  yield  very  accurate  results, 
although  more  difficult  in  application  than  the  volume  tables 
based  on  diameters  alone.  Their  use  in  estimating  stands  is 
described  on  page  222. 

88.  Volume  Tables  for  Trees  of  Different  Diameters  and 
Tree  Classes. — These  are  designed  for  use  where  the  trees  have 
grown  under  varying  conditions  of  density  and  form  of  the  stand, 
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VOLUME  TABLE  FOR  TREES  OF  DIFFERENT  DIAMETERS  AND 
MERCHANTABLE  LENGTHS. 

Based  on  ths  Mbasurembnt  of Trbbs. 


Meirhantable  Length  in  Feet. 

Diameter. 

Breast-high, 

Inches. 

10 

12 

14 

16 

18 

20 

24 

28 

30 

Board  Peet. 

as  in  very  irregular  forests.  Such  tables  are  particularly  useful 
in  estimating  cord-wood  in  second-growth  hardwood  forests. 
The  author  has  found  that  volume  tables  based  on  diameter 
alone  are  not  accurate  for  cordwood  work,  when  large  branches 
are  merchantable,  a  table  based  on  merchantable  length  is  out 
of  the  question.  On  the  other  hand,  a  table  which  gives  sepa- 
rately the  volume  of  the  trees  with  large  crowns,  those  with  medium 
crowns,  etc.,  yields  very  good  results.  No  rules  can  be  laid  down 
for  the  formation  of  classes.  Under  some  circumstances,  it 
might  be  desirable  to  make  three  classes — dominant,  interme- 
diate, and  suppressed  trees.  Elsewhere  a  grouping  of  trees 
with  large  crowns,  medium  crowns,  or  small  crowns  would  be 
proper.  In  second-growth  hardwoods  the  following  classifica- 
tion will  be  found  to  be  useful: 

I-  Trees  in  the  open. 

2.  Large-crowned  forest  trees  (maximum  in  stand). 

3.  Trees  in   crowded   stand,    crowns   narrow  and   about 

15-20  percent  of  the  length  of  stem. 

4.  Overtopped  and  partially  suppressed  trees. 

5.  Badly  suppressed  trees. 

In  selecting  the  trees  for  volume  measurement,  much  greater 
stress  is  placed  on  the  description  of  the  trees  than  with  the  other 
kind  of  volume  tables.     It  is  particularly  important  to  describe 
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the  conditions  of  density,  form  of  surrounding  stand,  and  shape 
and  dimensions  of  the  crown,  because  these  are  the  factors  which 
determine  the  class  to  which  a  particular  tree  is  assigned.  After 
computing  the  contents  of  the  trees,  they  are  separated  into 
classes,  and  then  for  each  class  a  tabic  is  constructed  in  the  ordinary 
manner,  showing  the  volume  of  trees  of  different  diameters. 
These  separate  tables  are  then  combined  in  the  following  form: 

VOLUME  TABLE  FOR  TREES  OF  DIFFERENT  DIAMETERS  AND 

TREE  CLASSES. 


Based  on  thb  Measurbmbnt  of 

.  .Trbes. 

Tree  Qass. 

Diameter. 

Breast-high. 

Inches. 

I. 

II. 

III. 

IV. 

V. 

Cords. 

89.  Volume  Tables  for  Trees  of  Different  Diameters  and 
Heights. — ^These  are  usually  considered  the  most  accurate  kind 
of  volume  tables.  The  European  volume  tables,  which  are 
used  with  satisfactory  results,  even  where  considerable  accuracy 
is  required,  are  based  on  this  principle.  In  Europe,  however, 
the  ordinary  volume  tables  are  used  in  estimating  regular  forests 
and  separate  tables  are  made  for  different  age  classes.  Even 
when  used  in  very  irregular  stands,  where  the  trees  differ  largely 
in  age  and  development  of  crown,  they  arc  more  accurate  than 
volume  tables  based  on  diameter  alone.  They  arc  probably  not  as 
accurate  as  those  based  on  diameter  and  merchantable  length, 
because  the  merchantable  length  is  a  better  index  of  the  volume 
of  a  tree  of  a  given  diameter  than  the  total  height. 

Volume  tables  based  on  diameter  and  height  have  been 
constructed  for  several  species  in  this  country  and  used  in  prac- 
tical work  of  estimating.    They  give  good  results  with  trees  of 
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regular  form  like  the  pines  and  spruces,  but  with  the  hardwoods 
they  are  not  entirely  satisfactory  unless  separate  tables  are  made 
for  different  tree  classes. 

The  construction  of  volume  tables  for  trees  of  diflferent  diame- 
ters and  heights  is  based  on  the  measurement  and  computation 
of  volume  of  a  large  number  of  felled  trees.  European  volume 
tables  are  based  on  tables  of  form  factors.  In  this  country  a 
number  of  tables  have  been  constructed  by  averaging  together 
directly  the  volumes  of  the  measured  trees,  grouped  by  diameters 
and  height  classes.  The  procedure  in  this  method  is  as  follows: 
The  computed  volumes  of  the  measured  trees  are  grouped  by 
inch  diameters  and  five-foot  height  classes.  Figures  of  each 
diameter  and  height  class  are  then  averaged  together  and  the 
results  compared  in  a  preliminary  table.  This  preliminary 
table,  even  if  based  on  a  very  large  number  of  measurements, 
usually  is  irregular  in  both  the  horizontal  and  vertical  directions. 
All  values  are  then  evened  off  by  a  series  of  harmonized  curves. 
The  final  form  of  the  table  is  illustrated  by  the  following 
example: 

CHESTNUT— VOLUME  TABLE  FOR  TREES  OF  DIFFERENT 
DIAMETERS  AND  HEIGHTS. 

Bassd  on  99  Tress  Mbasurbd  at  Milpord,  Pa. 


Height  in  Feet. 

Diameter. 

Breast-high. 

Inches. 

40 

4ff 

ffO 

ffS 

60 

MerchanUble  Cubic  Feet. 

6     • 

I 

9 
10 
II 
12 

3.9 
4.8 
6.2 

7.8 
9.7 

12.0 

4.2 
5.1 
6.6 

8.3 
10.2 
12.6 

15.1 
17.8 
20.9 

4.6 

5.7 

7.3 

9.0 

II. I 

13.6 

16. 1 

18.9 

22.0 

8.1 
10. 0 
12.2 
14.8 
17.4 
20.2 
23.4 

16.3 
18.9 
21.7 

13 
15 

25.0 

28.8 
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Another  method,  and  the  one  most  commonly  used  in  Europe, 
is  first  to  make  a  table  of  form  factors  and  then  convert  this  into 
a  volume  table  by  multiplying  each  value  by  the  product  of  the 
corresponding  height  and  basal  area.  The  conversion  of  a  form- 
factor  table  into  a  volume  table  should  present  no  difficulty  to 
the  student  after  reading  the  next  chapter,  which  describes  the 
theory  and  use  of  form  factors. 

This  last  method  is  applicable  only  to  cubic  measure.  Often 
it  is  desirable  to  make  a  volume  table  in  cubic  feet  as  a  founda- 
tion for  a  table  in  some  other  unit.  One  of  the  best  ways,  from 
the  standpoint  of  accuracy,  of  making  a  volume  table  for  mer- 
chantable timber  is  first  to  construct  a  table  of  cubic  contents 
of  the  entire  stems  of  trees  and  then  reduce  this  to  a  table  of 
merchantable  contents.  It  is  a  good  method  because  the  con- 
tents of  whole  stems  do  not  vary  so  much  as  the  merchantable 
volume  and  a  table  of  averages  may  be  constructed  vrfth  less 
interpolation.  A  table  showing  the  ratio  of  merchantable  to 
total  contents  may  then  be  constructed  and  applied  to  the  first 
volume  table  to  reduce  the  values  to  merchantable  terms. 

Suppose  that  a  table  of  cubic  contents  of  the  stems  of  white 
pine  has  been  constructed,  like  that  in  the  Appendix,  and  one  wishes 
to  convert  it  to  board  feet,  the  procedure  is  as  follows:  The 
volume  of  each  of  the  trees  measured  is  computed  in  cubic  feet 
and  also  in  board  feet  and  the  ratio  between  the  two  determined. 
The  cubic  volume  in  each  tree  is  multiplied  by  12  and  the  board 
feet  divided  by  this  product.  The  result  represents  an  artificial 
but  convenient  ratio  between  the  cubic  and  board  feet  of  each 
tree.  A  table  of  factors  is  then  constructed  for  trees  grouped 
by  diameters  and  heights  or  by  diameters  alone.  Such  a  table 
was  made  by  the  author  in  constructing  volume  tables  for  white 
pine,  and  may  be  used  as  an  illustration  (see  page  169). 

The  cubic  volume  table  is  then  converted  into  board  measure. 
Each  value  is  multiplied  by  the  factor  in  the  table  corresponding 
to  the  diameter,  and  the  result  multiplied  by  12  in  order  to  con- 
vert back  to  board  feet. 
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RATIO  BETWEEN  THE   BOARD  CONTENTS  AND  TOTAL 
VOLUME   OF  WHITE  PINE. 


Board  Feet 

Board  Feet 

Board  Feet 

Reduced  to 

Reduced  to 

Reduced  to 

Diameter. 

Breast-high, 

Inches. 

Cubic  Feet  in 

of  the  Total 
Volume  of 

Diameter, 

Breast-high, 

inches. 

Cubic  Feet  in 
Percentage 

of  the  Total 
Volume  of 

Diameter, 

Breast-high, 

Inches. 

Cubic  Feet  in 
Percentage 

of  the  Total 
Volume  of 

Wood  and 

Wood  and 

Wood  and 

Bark. 

Bark. 

Bark. 

10 

12 

22 

35 

34 

46 

12 

18 

24 

38 

36 

47 

14 

23 

26 

40 

38 

48 

16 

26 

28 

42 

40 

49 

18 

29 

30 

44 

20 

32 

32 

45 

90.  Graded  Volume  Tables. — ^The  volume  tables  described 
in  the  preceding  pages  give  the  contents  of  trees  in  a  given  unit, 
but  they  do  not  indicate  the  quality  of  the  product.  Graded 
volume  tables  show  for  trees  of  different  sizes  the  amount  of 
timber  of  different  grades  and  enable  the  determination  of  the 
money  value  of  standing  trees  better  than  the  ordinary  volume 
tables. 

The  U.  S.  Forest  Service  is  at  present  studying  the  yield, 
in  timber  of  different  grades,  of  all  the  important  trees.  Already 
investigations  of  long-leaf  pine,  loblolly  pine,  yellow  poplar, 
white  oak,  chestnut,  ash,  and  other  hardwoods  in  the  South, 
and  maple,  birch,  and  beech  in  the  Adirondacks,  have  been 
initiated.  The  results  of  such  studies  are  expressed  first  as 
graded  volume  tables,  and  second  as  tables  showing  the  money 
value  of  trees  of  different  sizes. 

The  method  of  constructing  a  graded  volume  table  is  as 
follows:*  A  large  number  of  trees  are  measured  as  soon  as  they 
are  cut  by  the  saw  crews.  The  length  and  top  diameter  of  each 
log  are  measured  and  a  mark  placed  on  the  end.  Each  tree  is 
given  a  number  and  each  log  in  that  tree  an  additional  number 
or  letter.    Thus,   for  example,   576^  indicates  the  second  log 

♦  From  the  Determination  of  Timber  Values,  by  E.  A.  BranifF,  Year 
book  of  the  U.  S.  Dept.  of  Agriculture  for  1904. 
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(counting  from  the  butt)  of  tree  576.  The  logs  are  then  sawed 
at  the  mill  and  their  exact  yield  in  graded  lumber  determined. 

The  measurements  at  the  mill  are  taken  in  the  following 
way:  A  man  stands  near  the  slab-carrier.  As  each  piece  of 
siding  from  a  marked  log  is  dropped  on  the  rollers,  the  number 
of  the  log  is  chalked  on  it.  Wlien  a  siding  has  passed  through 
the  edger  and  trimmer,  it  is  graded  and  measured  and  a  record 
made  of  the  log  number,  grade,  and  dimensions.  These  data 
for  all  boards  cut  from  the  marked  logs  enable  the  computation 
of  the  exact  product  in  graded  lumber  of  each  log,  and  by  com- 
bining the  products  of  all  logs  having  the  same  tree  number, 
the  total  yield  of  each  tree  is  computed.  The  data  taken  in  the 
woods  serve  a  check  on  the  work  at  the  mill. 

When  the  volume  of  all  the  trees  has  been  determined,  the 
trees  are  grouped  together  by  inch-diameter  classes  and  the 
average  contents  of  trees  of  each  diameter  computed.  Any 
irregularities  in  the  resulting  table  are  evened  off  by  curves. 

The  form  of  these  tables  is  well  illustrated  by  the  Graded 
Volume  Table  for  Yellow  Birch  as  shown  on  page  171.  This  is 
the  result  of  an  investigation  in  the  Adirondacks  by  the  U.  S. 
Forest  Service. 

This  table  shows  the  yield  of  choice  grades  of  birch  advancing 
rapidly  with  the  growth  of  the  tree.  The  choice  grades  are 
firsts  and  seconds  red,  and  firsts. and  seconds.  The  amount  of 
red  birch  in  a  tree  under  18  inches  in  diameter  is  too  small  to 
consider.  An  18-inch  tree  contained  2  board  feet  of  this  high- 
priced  lumber,  a  19-inch  tree  only  4  feet  of  it,  a  20-inch  tree  8  feet, 
but  in  a  21 -inch  tree  the  amount  rose  to  23  board  feet,  showing 
a  gain  of  almost  200  percent,  over  the  product  of  the  previous 
diameter.  The  explanation  for  the  exceptional  increase  is  that 
the  rules  of  the  National  Hardwood  Lumber  Association,  under 
which  the  lumber  was  inspected,  require  red  birch  4  or  5  inches 
wide  to  show  one  face  all  red;  over  5  inches,  one  face  must  be 
not  less  than  75  percent  red.  Red  birch  is  heart-wood,  and 
it  happens  that  the  heart-wood  is  not  wide  enough  to  pass  the 
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GRADED  VOLUME  TABLE  FOR  YELLOW  BIRCH. 


Diam- 
eter, 

Breast- 
hiffh. 

Inches. 

Firsts 

and 

Seconds 

Red. 

Firsts 

and 

Seconds. 

No.  I 
Common. 

Shipping 
CullsCNo. 
a  Com- 
mon). 

Mill  Culls 
(No.  3 
Cx)m- 
mon). 

Sound 

7"X9" 

X  8'  Ties, 

Bd.  Ft. 

Total. 

Number 
of  Trees 
Talked. 

Bd.Ft. 

Bd.Ft. 

Bd.  Ft. 

Bd.  Ft. 

Bd.  Ft. 

* 

Bd.  Ft. 

13 

3 

5 

6 

20 

25 

59 

7 

14 

7    . 

7 

7 

37 

37 

95 

16 

15 

XI 

10 

8 

41 

55 

125 

23 

16 

16 

12 

8 

38 

72 

146 

32 

17 

22 

14 

8 

35 

84 

163 

32 

18 

2 

28 

17 

9 

36 

94 

186 

57 

19 

4 

36 

20 

10 

45 

102 

217 

50 

20 

8 

44 

24 

II 

55 

108 

250 

39 

21 

23 

54 

28 

13 

65 

1x4 

297 

40 

22 

26 

66 

31 

15 

74 

119 

331 

46 

23 

36 

78 

33 

16 

82 

118 

363 

25 

24 

48 

86 

36 

18 

88 

1X2 

388 

37 

25 

62 

92 

38 

19 

93 

104 

408 

30 

26 

81 

97 

42 

20 

98 

96 

434 

24 

27 

lOX 

103 

47 

22 

io6 

91 

470 

28 

28 

116 

no 

53 

22 

118 

86 

505 

16 

29 

128 

120 

59 

23 

134 

81 

545 

4 

30 

139 

132 

64 

24 

155 

74 

588 

12 

31 

150 

144 

68 

25 

180 

52 

619 

4 

*  To  obtain  number  of  ties  divide  board  feet  in  this  column  by  43. 

severe  inspection  in  considerable  quantities  in  trees  under  21 
inches  in  diameter.  The  increase  of  red  birch  goes  on  steadily 
from  the  21 -inch  to  the  highest  diameters.  The  next  best  grade, 
firsts  and  seconds,  not  graded  by  color,  is  contained  in  practically 
all  sizes  of  merchantable  trees.  The  increase  of  this  grade  goes 
on  steadily,  but  is  greatest  between  18-inch  and  23-inch  trees, 
because  the  inspection  rules,  which  favor  wide  boards,  show 
their  greatest  effect  here.  Narrow  boards  from  small  trees  grade 
lower  than  wide  boards  from  large  trees. 

When  we  compare  the  choice  grades  (firsts  and  seconds  red, 
and  firsts  and  seconds)  with  the  common  ones  (No.  i  common, 
shipping  culls,  and  mill  culls)  we  find  that  the  choice  grades 
increase,  on  the  whole,  much  more  rapidly  with  the  growth  of 
the  tree  than  do  the  latter.  In  the  case  of  firsts  and  seconds 
red  there  was  a  rise  between  a  13-inch  and  a  31 -inch  tree  from 
o  to  150  feet,  and  in  the  case  of  firsts  and  seconds  from  3  to  144 
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feet.  Contrast  this  with  No.  i  common,  which  rises  from  5 
to  68  feet;  with  shipping  culls,  which  rise  from  6  to  25  feet;  and 
with  mill  culls,  which  rise  from  20  to  180  feet,  and  the  tendency 
of  the  better  grades  to  outstrip  the  poor  ones  becomes  apparent. 
The  fact  must  not  be  overlooked,  however,  that  a  considerable 
amount  of  what  would  have  made  inferior  grades  went,  in  this 
instance,  into  railroad  ties. 

The  table  given  on  page  171  may  be  used  to  determine  the 
money  value  of  trees  of  different  diameters.  If  the  value  of  each 
grade  of  lumber  is  known,  it  is  a  simple  matter  to  convert  a  graded 
volume  table  into  a  money  value  table.  According  to  prices 
obtained  from  the  Boston  and  New  York  markets  for  yellow 
birch,  the  table  given  above  may  be  expressed  as  follows: 


VALUE  OF  YELLOW  BIRCH. 


Diam- 
eter, 

Breast- 
high. 

Inches. 

Graded 

Volume. 

Value 
per  Tree. 

Value 
per  1000 

Diameter, 
Breast- 
high. 

Graded 

Volume. 

Value 
per  Tree. 

Va^ue 
per  1000 

Bd.  Ft. 

Bd.  Ft. 

Inches. 

Bd.  Ft. 

Bd.  Ft. 

13 

59 

$0.55 

$9.32 

23 

363 

S5.19 

$14.30 

14 

95 

0.89 

9-37 

24 

388 

5.80 

14 

95 

15 

125 

1.22 

9.76 

25 

408 

6.39 

15 

66 

16 

146 

1.52 

10.41 

26 

434 

7.15 

16 

48 

17 

163 

1.78 

10.92 

27 

470 

8.03 

17 

09 

18 

186 

2.13 

"45 

28 

505 

8.80 

17 

43 

19 

217 

2.56 

ii.8<5 

29 

545 

9.57 

17 

56 

20 

250 

3.06 

12.24 

30 

588 

10.34 

17 

59 

21 

297 

3-98 

13-40 

31 

619 

10.99 

17 

75 

22 

331 

4-51 

1363 

This  table  illustrates  how  the  value  of  trees  increases  with 
increase  of  diameter.  Not  only  do  the  trees  increase  in  value, 
but  their  value  per  thousand  feet  increases  as  they  grow  larger. 
These  tables  may  be  used  not  only  to  determine  much  more 
closely  than  ordinarily  the  value  of  timber  land,  but  when  com- 
bined with  a  knowledge  of  growth  they  enable  an  owner  to 
determine  what  trees  should  be  cut  and  what  should  be  left  to 
Accumulate  increment. 

Graded  volume  tables  must  necessarily  be  made  for  restricted 
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regions  or  localities.  The  methods  of  manufacture  diflfer  not 
only  in  different  localities,  but  also  at  different  mills.  The 
quality  of  the  timber  varies  in  different  regions,  due  to  differences 
in  the  character  of  the  soil,  exposure,  and  other  silvical  factors. 
Graded  volume  tables  should  be  made,  therefore,  to  apply  to  a 
specified  set  of  conditions. 

In  the  same  way  tables  of  timber  values  must  be  local  in 
character,  and  in  constructing  them,  one  should  consider  the 
changes  in  price  of  the  different  grades.  The  graded  volume 
tables  now  being  made  are  based  on  diameter  alone.  It  would, 
of  course,  be  possible  to  make  more  elaborate  tables  for  different 
tree  classes,  trees  of  different  heights,  etc.  It  is,  however,  proba- 
ble that  the  present  method  will  answer  the  present  needs  of 
forestry. 

The  principle  of  graded  volume  tables  may  be  extended  to 
comprise  other  products  than  lumber.  Thus  tables  may  be 
constructed  to  show  the  volume  of  chestnut  trees  of  different 
diameters  in  ties  of  different  grades,  in  posts,  and  in  cord-wood. 

Volume  tables  may  also  be  made  for  poles.  Thus  it  would 
be  of  great  practical  value  to  have  tables  showing  the  average 
length  and  top  diameter  of  poles  yielded  by  chestnut  of  different 
diameters,  or  the  length  and  middle  diameter  of  piles  containetj 
ui  pitch  pine  trees  of  different  sizes. 
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FORM    FACTORS. 

91.  Definition  of  Form  Factors.— The  form  factor  of  a  tree 
is  the  ratio  between  its  volume  and  that  of  a  cylinder  having 
the  same  diameter  and  height.     Expressed  mathematically, 

P-^^    or    V^BHF, 

in  which  F  is  the  form  factor,  V  the  volume,  B  the  basal  area, 
and  H  the  height  of  the  tree.  The  form  factor  is,  then,  a  reducing 
figure  by  which  the  volume  of  a  cylinder  having  the  same  diame- 
ter and  height  as  the  tree  must  be  multiplied  to  obtain  the  volume 
of  the  tree.  Inasmuch  as  the  tree  has  a  smaller  volume  than 
the  cylinder,  this  reducing  figure  is  a  fraction. 

It  is  customary  to  distinguish  between  breast-height  form 
jactor,  absolute  jorm  factor,  and  normal  form  factor.  The  breast- 
height  form  factor  is  obtained  by  the  use,  in  the  above  formula, 
of  the  sectional  area  at  breast -height;  that  is,  the  diameter  of 
the  cylinder  to  which  the  tree  is  compared  is  the  same  as  the 
breast-height  diameter  of  the  tree,  as  shown  in  Fig.  33.  The 
breast-height  form  factor  is  the  one  most  commonly  used,  and 
in  this  book  the  term  form  factor  will  always  mean  breast-height 
form  factor  unless  otherwise  indicated. 

If  a  tree  is  compared  to  a  cylinder  having  a  diameter  equal 
to  the  diameter  at  the  base  of  the  tree,  the  absolute  form  factor 
results.  According  to  the  usual  conception,  the  absolute  form 
factor  is  based  on  a  sectional  area  taken  at  the  ground,  as  shown 
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in  Fig.  34.  If  the  volume  used  in  the  form-factor  formula 
comprised  only  the  portion  of  the  tree  above  the  stump,  the 
sectional  area  would  be  taken  at  the  stump  in  computing  the 
absolute  form  factor.     In  the  same  way  the  absolute  form  factor 


1^0.  33. 


Fig.  34. 


Fig.  35. 


is  sometimes  used  to  compare  the  portion  of  the  stem  above 
breast-height  with  a  cylinder  having  a  diameter  equal  to  the 
breast-height  diameter  and  having  a  height  equal  to  the  height 
of  the  tree  minus  4.5  feet  (Fig.  35).  In  this  case  the  portion 
below  breast-height  is  disregarded  or  considered  separately. 

Still  another  kind  of  form  factor  is  obtained  when  the 
basal  area  is  determined  not  at  a  fixed  distance  from  the  ground, 
but  always  at  a  distance  having  a  fixed  ratio  to  the  height  of  the 
tree.  The  resulting  form  factor  is  called  the  normal  or  true 
form  factor. 

A  still  further  classification  of  form  factors  is  usually  made. 
If,  in  the  form-factor  formula,  the  merchantable  volume  of  the 
tree  is  used,  the  form  factor  is  called  the  merchantable  or  timber 
form  factor.  If  the  volume  of  the  stem  alone  (including  the  top 
above  merchantable  wood)  is  used,  the  stem  form  factor  is  obtained. 
The  tree  form  factor  results  when  the  entire  volume  of  the  tree, 
including  branches,  twigs,  and  all,  is  used  in  the  formula.  In 
this  country  only  merchantable  and  stem  form  factors  are  used. 
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92.  The  Use  of  Fonn  Factors. — Form  factors  are  used  to 
determine  the  contents  of  trees.  If  the  basal  area,  height,  and 
form  factor  of  a  tree  are  known,  the  volume  is  obtained  by 
the  formula  V=^BHF.  Tables  are  constructed  showing  the 
average  breast-height  form  factors  of  trees  of  different  dimen- 
sions, for  use  in  estimating  the  cubic  contents  of  standing  timber. 
Just  as  volume  tables,  form-factor  tables  are  designed  for  use 
in  estimating  the  volume  of  a  large  number  of  trees  and  not  of 
a  single  tree.  European  foresters  constantly  use  form-factor 
tables  in  estimating  standing  timber.  Convenient  tables  for 
different  species  are  published  in  pocket  handbooks  like  the 
Forst  u.  Jagd  Kalendars  of  Prussia,  Bavaria,  and  Austria.  In 
this  country  form  factors  will  be  used  chiefly  in  scientific  work, 
as  a  basis  for  volume  tables  in  cubic  feet  and  other  units,  and 
as  a  method  of  comparing  the  form  of  trees  of  different  species 
and  of  the  same  species  growing  under  different  conditions. 
They  will  not  be  used  much  in  estimating  timber  because  it 
is  just  as  easy  to  construct  volume  tables,  which  are  much  more 
convenient  for  practical  use  in  the  field. 

93.  Variations  in  the  Value  of  Breast-height  Form  Ffi[ctors. 
—The  term  "  false  "  form  factor  is  sometimes  applied  to  the 
breast-height  form  factor  because  it  is  not  a  true  expression  of 
form.  This  is  best  illustrated  by  comparing  the  breast-height 
form  factors  of  two  perfect  bodies  (as,  for  example,  two  Appolo- 
nian  paraboloids)  which  have  different  heights  and  different 
diameters.  Inasmuch  as  the  two  bodies  have  the  same  geo- 
metric form,  the  form  factors,  if  true  expressions  of  form,  should 
be  the  same.  But  in  our  illustration  the  breast-height  form 
factor  of  the  paraboloid  with  the  greater  height  is  the  smaller. 
The  reason  for  this  is  that  the  sectional  areas  are  taken  at  the 
same  distance  from  the  ground,  a  point  which  ^Sn  relation  to 
total  height  is  relatively  higher  on  the  shorter  paraboloid.  In 
consequence  the  volume  of  the  cylinder  to  which  the  shorter 
paraboloid  is  compared  is  relatively  smaller  than  in  the  case  of 
the  larger  paraboloid,  and  the  form  factor  is  the  larger.     In 
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Other  words,  the  breast-height  form  factors  of  trees  of  exactly 
the  same  form  decrease  with  the  increase  of  height. 

One  would  naturally  conclude  that  tables  of  form  factors 
would  be  constructed  to  show  average  values  for  trees  of  different 
heights  without  regard  to  the  diameters.  In  fact  such  tables 
were  made  in  Europe — ^as,  for  example,  those  of  Dr.  Koenig — ^for 
Spruce  and  Fir.*  But  when  the  form  factors  of  trees  are  com- 
pared, it  is  found  that  they  do  not  always  vary  by  the  height 
alone,  but  sometimes  by  both  height  and  diameter  and  some- 
times by  diameter  alone.  The  explanation  of  this  lies  in  the 
fact  that  trees  vary  so  much  in  form  that  the  tendency  of  the 
form  factors  to  decrease  with  increasing  height  is  often  counter- 
balanced. 

Influence  of  Density  on  the  Size  of  Form  Factors,— The  forms 
of  trees  are  distinctly  influenced  by  the  character  of  the  forest 
in  which  they  grow.  It  is  a  matter  of  common  observation  that 
trees  growing  in  the  open  are  apt  to  be  more  tapering  than  those 
growing  in  dense  forests.  Expressed  in  another  way,  forest  trees 
are  full-boled  and  the  stem  or  merchantable  form  factor  of  a 
forest  tree  is  ordinarily  greater  than  that  of  a  tree  growing  in 
the  open.  On  the  other  hand,  very  old  trees  which  stand  in 
the  open  frequently  have  a  greater  stem  form  factor  than  those 
in  the  forest. 

In  view  of  the  variation  in  form  factors  due  to  differences  in 
density  of  stands,  it  is  desirable,  particularly  in  this  country 
where  the  forests  are  very  irregular,  to  make  separate  form-factor 
tables  for  different  tree  classes.  In  1864  the  proposition  was 
made  by  Dr.  Koenig  of  Germany  to  make  separate  tables  of 
form  factors  for  the  following  classes  of  trees: 

Firet-class  trees  in  crowded  stand,  slim  and  with  narrow 

crowns. 
Second-class  trees   in  stands  of  moderate  density,  more 

sturdy  and  wind-firm. 

*  Hilfstabellen  der  Forstmathematik,  by  Dr.  G.  Koenig,  1864. 
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Third-class  trees  in  rather  open  stands,  with  full  crowns. 
Fourth-class  trees  in  open  stands,  with  heavy  crowns. 
Fifth-class  trees  standing  singly. 

A  similar  classification  is  often  desirable  in  this  country. 
In  much  of  our  work,  however,  it  may  be  better  to  make  only 
three  classes,  as  suggested  for  classifying  trees  in  constructing 
volume  tables  (see  page  165). 

Influence  oj  Situation  on  the  Size  of  Form  Factors. — It  has 
been  long  a  matter  of  controversy  whether  the  average  form 
factors  of  a  given  tree  vary  in  different  localities  and  in  different 
classes  of  soil.  Without  question  the  form  factors  are  some- 
what influenced  by  the  climate  and  by  the  character  of  the  soil. 
Other  factors,  particularly  density,  are  of  much  greater  impor- 
tance, and  usually  trees  from  different  forest  types  and  different 
classes  of  soil  are  averaged  together  in  a  single  table.  If  the 
tree  classes  are  kept  separate,  variations  due  to  situations  may 
be  disregarded. 

Influence  oj  Age  on  the  Size  oj  Form  Factors, — Old  trees 
have  more  cylindrical  trunks* than  young  ones.  It  is  a  saying 
among  foresters  that  when  a  tree  carries  its  diameter  well  up 
into  the  crown  and  has  a  full  bole,  it  is  old.  This  fact  would 
indicate  that  the  form  factors  increase  with  age. 

This  is  well  illustrated  in  the  case  of  the  Norway  spruce, 
whose  stem  form  factor  for  trees  20  centimeters  in  diameter 
and  over  90  years  old  is  0.559,  but  for  trees  under  90  years  old 
and  20  centimeters  in  diameter  is  0.534.  Taking  investigations 
of  the  different  European  trees  as  a  whole  we  find  no  regular 
variation  of  stem  form  factors  with  age.  This  seems  contra- 
dictory to  the  statement  just  made.  But  it  is  probable  that 
only  great  differences  in  age  affect  the  stem  form  factors  and 
the  trees  used  in  the  European  investigations  do  not  varv'  enough 
in  age  to  be  affected  by  this  influence.  Dr.  Franz  Baur  of  Ger- 
many proposes  that  separate  tables  of  form  factors  be  made  for 
different  age  classes,  each  comprising  40  years.     While  it  is  a 
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matter  of  contention  whether  differences  in  age  have  much  influ- 
ence on  the  form  factors  of  trees  after  they  are  90  or  100  years 
old,  it  is  certain  that  40-year  age-classes  are  small  enough.  In 
our  work  with  form  factors  it  is  desirable  to  make  separate  tables 
for  young  and  for  old  trees.  No  rule  can  be  given  for  the  limits 
of  ihc  age-classes  becau§e  these  would  differ  under  different 
circumstances.  Thus  it  might  be  best  to  group  the  trees  50 
to  100  years,  or  those  60  to  120  years  of  age.  Ordinarily  groups 
of  50  to  75  years  will  suffice  for  the  present  requirements  of  our 
investigations. 

Influence  of  Change  in  Diameter  on  the  Size  0}  Form  Factors. — 
There  is  no  uniform  relation  between  form  factors  and  diameters 
of  trees.  The  form-factor  tables  given  in  the  Appendix  illustrate 
the  lack  of  uniformity  in  the  variation  of  form  factors  of  the 
different  species. 

94.  Construction  of  Tables  of  Fonn  Factors. — To  construct 
a  tabic  of  form  factors  a  large  number  of  trees  are  felled  and 
measurements  of  volume  taken.  The  volume  and  form  factor 
of  each  tree  are  then  computed  and  the  results  for  trees  of  like 
diameter  and  height  averaged  together.  Thus  the  form  factors 
of  all  trees  rounding  to  6  inches  and  25  feet  are  averaged  together, 
the  form  factors  of  the  trees  7  inches  by  25  feet,  those  8  inches 
by  25  feet,  and  so  on.  A  convenient  form  for  averaging  the 
values  is  that  on  page  180,  in  which  the  number  in  the  center  of 
each  square  is  the  average  form  factor,  the  number  in  the  upper 
left-hand  comer  is  the  average  diameter  of  the  trees  measured, 
the  number  in  the  upper  right-hand  comer  the  number  of  trees 
'  averaged,  and  the  number  in  the  lower  right-hand  comer  the 
average  height  of  the  trees  measured. 

The  next  step  is  to  inspect  the  values  in  this  preliminary 
table  to  see  how  the  form  factors  vary.  If  the  form  factors  are 
found  to  vary  regularly  with  the  increase  of  diameter  and  height, 
it  is  necessary  to  make  a  table  for  both  diameters  and  heights. 
If  upon  inspection  of  the  first  table  of  averages  of  the  form  factors, 
it  is  found  that  there  is  a  distinct  change  in  their  values  with 
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Heifi:ht  in  Peet. 

Diameter, 

Breast-high. 

Inches. 

40 

45 

50 

56 

Average  Merchantable  Form  Factors. 

6 

6                      I 
0.470 

40 

6.2                1 
0.465 

45.7 

•6.3                 I 
0.463 

49 

7 

7.3                 2 
0.461 

39.5 

7                    5 
0.457 
44.8 

6.8               2 
0.441 

51.2 

7                    2 
0.438 

55 

8 

8.1                 4 
0-457 

41 

8.0               7 
0.450 

46 

8.2                3 
0.440 

50 

8.0               2 
0.430 

56 

increase  in  diameter,  but  no  appreciable  change  with  increase 
in  height,  the  final  table  is  made  by  averaging  together  the  form 
factors  of  trees  of  different  diameters  without  regard  to  heights. 
In  the  same  way,  if  the  values  of  the  form  factors  are  found  to 
change  with  increase  in  height,  but  not  with  increase  in  diameter, 
the  form  factor  table  is  based  on  heights  alone.  It  usually  hap- 
pens, however,  that  there  is  a  certain  amount  of  irregularity 
in  the  horizontal  and  vertical  column,  even  when  the  table  is 
based  on  a  large  number  of  measurements.  These  irregularities 
may  be  evened  off  by  a  series  of  curves. 

As  a  rule,  tables  of  stem  form  factors  for  coniferous  trees 
are  based  on  diameter  alone.  Behm's  tables  for  Norway  spruce, 
European  fir,  and  larch  over  90  years  old  are  constructed  on 
the  basis  of  the  average  form  factors  of  trees  of  different  diameters 
without  regard  to  height.  The  tables  for  silver  fir  and  larch 
60  to  90  years  old  are  constructed  in  the  same  way,  but  the 
table  for  spruce  60  to  90  years  old  is  based  on  both  diameters 
and  heights. 

The  table  of  tree  form  factors  for  Scotch  pine  is  constructed 
on  a  basis  of  heights  without  regard  to  diameters.  Behm  gives 
also  a  table  of  tree  form  factors  for  beech  over  90  years  old,  based 
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on  diameters  and  heights,  while  that  for  beech  60  to  90  years  old 
depends  on  heights  alone. 

In  spite  of  the  opinion  of  many  European  authors  that 
tables  of  stem  form  factors  for  mature  coniferous  trees  should 
be  based  on  diameters  alone,  the  most  important  hand-books 
of  Germany  and  Austria  give,  for  use  in  practical  estimating, 
stem  form  factors  of  these  trees  averaged  by  heights  without 
regard  to  diameters.  This  lack  of  uniformity  in  construction 
of  tables  of  form  factors  in  Europe  is  extremely  confusing  to 
the  student.  It  is  best,  in  making  a  table  of  form  factors,  not 
to  try  to  follow  any  rule,  but  to  determine,  by  an  inspection  of 
the  preliminary  table  of  averages,  whether  the  final  tables  should 
be  based  on  diameters  alone,  heights  alone,  or  both  diameters 
and  heights* 

Tables  of  form  factors  are  considered  worthless  by  European 
foresters  unless  founded  on  a  very  large  number  of  measure- 
ments, and,  indeed,  the  form  of  individual  trees  varies  so  much 
that  a  satisfactory  average  cannot  be  obtained  unless  several 
thousand  trees  are  measured. 

The  Bavarian  volume  and  form-factor  tables,  begun  in  1846, 
were  based  on  40,000  trees.  The  tables  for  pine  elaborated  by 
Schwappach  depend  on  17,000.  Baur's  spruce  tables  are  based 
on  22,000  trees  and  Schuberg's  fir  tables  on  5643  trees.  These 
German  tables  are  designed  to  show  the  laws  of  the  form  of 
trees  throughout  large  areas.  This  does  not  mean  that  in  this 
country  the  practical  use  of  form  factors  is  excluded  under  cir- 
cumstances where  it  is  impossible  to  make  such  an  extensive 
study.  Local  volume  tables  may  be  based  on  a  relatively  small 
number  of  measurements.  The  accuracy  of  such  tables  is, 
however,  in  direct  proportion  to  the  number  of  measurements 
used  in  their  construction.  But  in  the  preliminary  work  of 
forest  organization  in  this  country  the  forester  must  often  be 
satisfied  with  tables  which  give  only  approximate  results.  Local 
tables  of  volume  and  form  factors  based  on  100  trees  are  often 
used  in  this  coimtry  with  fairly  satisfactory  results.    They  must. 
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of  course,  eventually  be  replaced  by  tables  based  on  more  thorough 
investigations.  If  the  trees  are  separated  into  classes,  loo  trees  for 
each  class  will  often  suffice  for  volume  and  form-factor  tables  to 
be  used  in  estimating  standing  timber. 

95.  Absolute  Form  Factor. — As  explained  above,  the  abso- 
lute form  factor  is  obtained  by  dividing  the  volume  of  a  tree 
by  the  product  of  its  height  and  the  basal  area  taken  at  the  true 
base.  Naturally  the  absolute  form  factor  is  not  applicable  to 
the  full  contents  of  a  tree  because  of  the  difficulty  of  measuring 
the  diameter  at  the  ground.  It  is,  however,  sometimes  applied 
to  the  portion  of  the  tree  above  breast-height.*  In  this  case  the 
absolute  form  factor  is  found  by  dividing  the  volume  of  the  tree 
above  breast-height  by  the  product  of  the  breast-height  sectional 
area  and  the  height  of  the  tree  above  that  point.  When  this  factor 
is  used  in  cubing  trees,  the  portion  below  breast-height  is  con- 
sidered a  cylinder  having  the  same  diameter  as  that  at  breast- 
height. 

96.  Normal  Form  Factor. — ^This  is  a  theoretical  formula 
which  was  at  one  time  used  in  practice  by  its  inventor,  Pressler. 
The  normal  form  factor  is  the  volume  of  the  tree  divided  by 
the  product  of  height  and  the  sectional  area  at  a  height  in  fixed 
proportion  to  the  height  of  the  tree.  This  proportion  is  generally 
assumed  as  1/20.    Then 

V 
Normal  form  factor  =  — 


HXB  (taken  at  —j 


97.  The  Conception  and  Use  of  Form  Exponents.— Analytical 

geometry  teaches  us  the  mathematical  expression  for  the  curvxs 
whose  revolution  about  an  axis  will  form  a  cone,'  an  Appolonian 
paraboloid,  a  Neilian  paraboloid,  etc. 

The  straight  line  parallel  to  the  axis  is  represented  by  the 
equation  y  =  p'X, 

♦  Sometimes  called  Rinnikcr's  iibsolute  form  factor. 
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The  curve  generating  an  Appolonian  paraboloid,  by  the 
equation  y^=p2X. 

The  curve  generating  a  cone,  by  the  equation  y^^psx^. 
That  generating  a  Neilian  paraboloid  by  the  equation 

in  which  x  is  the  abscissa,  y  the  ordinate,  and  p,  ^2>  pSf  pA  are 
constants,  the  so-called  parameters. 

The  general  expression  applicable  to  anyone  of  these  curves  is 

f^px\ 

The  form  of  the  body  produced  depends  on  the  exponent  r, 
which  is  called  the  form  exponent  or  form  coefficient. 

It  is  possible  to  determine  the  form  exponent  of  a  stem  or 
log  by  a  few  measurements. 

Suppose  that  it  is  desired  to  find  the  exponent  of  form  of 
a  log  such  as  that  shown  in  Fig.  36.     Let  Xi  be  the  distance 


from  the  tip  of  the  tree  to  the  base  of  the  log,  x^  the  distance 
from  the  tip  of  the  tree  to  the  top  of  the  log,  yi  the  radius  of 
the  base,  and  y^  the  radius  of  the  top.    Then 

y^  ==  px^    and     ^2^  =  px^. 
If  the  first  equation  is  divided  by  the  second,  then 


y^   X'l    \x2/ 

r(log  x^  -  log  xi)  =  2(log  yi  -log  yi). 


y2^      X'f       \X2. 

from  which 
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^log  ^1  -log  X2 

Example. — Suppose   that   the  two  measured  diameters   arc 
18  and  15  inches,^  and  the  lengths  are  61  and  45  feet 

logj'i^logi.s   =0.176091        log  :ri=log  61  =1.785330 
log3'2=log  1.25=0.086910        log  X2=log  45  =  1.653213 

Difference  =0.089181  Difference=o.i32ii7 

0.0891 81 

r=2X — 1  =  2X0.675  =  1.35 

0.132117  '^       ^^ 

The  cubic  contents  of  the  stem  of  a  tree  may  be  determined 
by  the  formula 

r+i  4 

in  which  V  is  the  volume,  D  the  diameter  at  the  base,  H  the  length 
and  r  the  form  exponent.  In  this  formula  the  diameter  is  taken 
at  the  base  of  the  tree.  For  the  breast-height  diameter  the  fol- 
lowing formula  must  be  used: 


y-^A<i^h 


Space  does  not  permit  a  full  mathematical  explanation  of 
the  derivation  of  these  formulae.  An  algebraic  derivation  of 
the  formula  is  described  in  MuUer's  Holzmesskunde,  page  12, 
and  a  proof  by  calculus  is  contained  in  Lehr-  und  Hand- 
buch  dor  Holzmesskunde,  by  Langenbacher  und  Nosseck, 
page  68. 

98.  Foim  Height. — By  form  height  is  meant  the  product  of  the 
form  factor  by  the  height  of  a  given  tree.  The  German  tables 
of  form  heights  are  constructed  for  convenience  in  determining 
the  cubic  contents  of  trees  by  the  use  of  form  factors. 

*  In  practical  calculations  it  is  immaterial  whether  the  diameters  or  radii 
«re  used, 
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99.  Special  Methods  of  Determining  Form  Factors. — PhUipp's  Method. — 
In  i8q6  Karl  Philipp  of  Baden  published,  in  a  pamphlet  entitled  Hilfstabeilen 
fiir  Forst-taxatoren,  a  new  formula  which  serves  as  ^  mathematical  expres- 
sion for  all  forms  of  the  stems  of  trees.  The  equation  representing  any  stem 
curve  b  as  follows: 

In  using  this  formula,  the  form  factor  is  based  on  the  volume  and  height  of 
the  stem   above  breast-height  (1.3  meters).    The  form  factor  is  expressed 

by  the  fraction  — .     Suppose  that  the  form  factor  is  0.47,  expressed  as  a  vulgar 
fit 

47 
fraction  — ,  then  ^=47  and  m  —  ioo,  and  the  equation  reads: 

The  formula  is  used  to  determine  the  form  factor  of  a  tree  in  the  follow- 
ing way: 

Let  Z>  be  the  breast-height  diameter,  d  the  diameter  at  a  point  on  the 
stem  representing  a  fixed  and  arbitrary  proportion  of  the  height  (usually 
0.4  of  the  height),  H  the  height  above  breast-height,  and  h  the  distance 
from  the  point  where  d  is  measured  to  the  tip.    Then 

«  I 


m  D  d. 

log --log- 

log  H—\ogh 


StrzeleckVs  Method. — The  following  method  was  described  by  Forst- 
director  Heinrich  Ritter  von  Strzelecki,  a  Galician  forester,  in  the  Central- 
blatt  fUr  das  gesammtc  Forstwesen,  1883.  It  is  interesting  and  may  in  some 
cases  prove  of  practical  value. 

With  a  paraboloid  as  a  model,  it  is  assumed  that,  if  d  is  the  diameter 
at  one-half  the  height  and  D  is  the  basal  diameter,  then 

/—  d 

f/«VJi>=o.7o7l>,    or    —« 0.707. 

d 
The  quotient  -yr  is  greater  or  less  than  0.707,  according  as  the  trunk  of  the 

tree  is  greater  or  less  than  a  paraboloid,  and  in  the  same  proportion  as  the 
form  factor  will  be  greater  or  less  than  0.50.     Expressed  in  a  formula, 

^  r.  r.  ^ 

o.^o^:—=^o.s:F,    or    ^=0.707^. 
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The  volume  of  the  tree  would  then  be 

,       F-o.7or-XBxH, 

in  which  F  is  the  volume,  B  the  basal  area,  H  the  height. 

To  obtain  the  volume  of  a  tree,  measure  the  height,  the  diameters  at  the 
base  and  at  the  middle  point,  the  latter  with  a  dendrometer,  and  apply  the 
above  formula. 

Pressler*s  Method.— As  explained  on  page  156,  Pressler's  formula  for 
cubing  standing  trees  is: 

V 
Substituting  this  value  of  F  in  the  formula  F—zrrr,  then 

311 


-:(-?) 


i7«3 


The  Form  Factor  Determined  from  the  Form  Exponent. — ^The  formula  for 
cubing  a  tree  when  the  form  exponent  is  used  is  as  follows: 


The  form  factor  is  therefore 
F 


f+i\ir-4.5/' 


When  the  basal  area  is  taken  at  the  true  base,  and  not  at  breast-height, 

F-BX£rx-^. 
The  absolute  form  factor  is  then 

Nossek*s  Method. — ^As  explained  above,  the  absolute  form  factor  may  be 
expressed  by  the  formula 
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in  which  F  is  the  form  factor  and  r  is  the  form  exponent  of  the  tree.    The 
volume  formula  would  then  read 

V ^—XBXH, 

f +  1 

where  B  is  the  basal  area  at  the  stump  cut.     If  now  the  breast-height  diameter 

is  D,  m  the  distance  from  the  stump  to  breast-height,  and  d  the  diameter  at 

H-m    ^ 
,  then 


d^-.iy-^^y-.iH-my-i:^, 


or 

± I_ 

D    Var' 
If  this  equation  is  multiplied  by ,  then 

d     V2''        I 

—  X-——  = =  Absolute  form  factor. 

D    r-fi     r  +  i 

If  B  is  the  area  at  breast-height  the  formula  would  read: 

d     ^2^  1 

Form  factor  (breast-height)  =—  X X 


"-  {-lY 


A  table  was  prepared  by  Nossek  showing  the  value  of  the  above  equa- 

d 
tion  for  all  values  of  —  and  of  H  which  might  be  rc^quired.    In  practice 

one  determines  Z>,  d,  and  H  by  measurement,  and  then  looks  in  Nossek's 
tables  for  the  corresponding  value  of  /.  The  volume  of  the  tree  is  then 
readily  obtained. 

Schaal's  Method.— Forsimeister  Schaal  of  GrUnthal,  Germany,  published 
in  the  Allgemeine  Forst  und  Jagd  Zeitung,  August  1885,  the  following  simple 
method  of  determining  the  form  factor  of  a  tree:  An  observer  determines 
the  angles  formed  by  sighting  a  clinometer  to  the  tree-tip  and  to  the  point 
on  the  trunk  where  the  diameter  is  one-half  that  at  breast-height.  The 
form  factor  of  the  stem  is  then  obtained  by  the  formula 

j^    2  tangent  b 
3  tangent  a 
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in  which  F  is  the  stem  form  factor,  a  and  b  are  the  angles  obtained  by  sigb^ 
ing  to  the  tip  and  the  half-diameter  point  of  the  tree. 
This  method  gives  only  approximate  results. 

loo.  Method  of  Form  Quotients. — It  has  already  been  explained 
that  there  is  a  great  difference  in  form  factors  of  diflferent  trees 
of  the  same  diameter  and  height,  and  that  this  difference  pre- 
vents the  use  of  average  form-factor  tables  with  single  trees. 
The  method  of  form  quotients  has  been  devised  to  enable  the 
quick  computation  of  the  form  factor  and  the  volume  of  a  smgle 
tree.  The  form  quotient  is  the  ratio  between  the  diameters  at 
the  middle  of  the  stem  of  the  tree  and  at  breast-height.    Expressed 

algebraically,  q=  jz,  d  being  the  diameter  at  the  middle  of  the 

stem,  D  the  diameter  at  breast-height,  and  q  the  form  quotient. 
This  ratio  is  an  excellent  expression  of  form,  because  the  form 
quotients  of  trees  vary  directly  with  the  volumes.  It  is  a  con- 
venient expression  because  it  is  easily  determined,  even  for  a 
standing  tree,  and  enables  the  rapid  computation  of  volume. 

The  form  quotient  has  a  close  relation  to  the  stem  form  factor 
of  a  tree,  and  the  difference  between  the  form  factors  and  form 
quotients  of  a  number  of  trees  of  the  same  species  is  very  uni- 
form. Thus,  for  example,  it  has  been  found  that  the  constant 
difference  between  the  form  factors  and  form  quotients  of  Scotch 
pine  is  0.2,  of  Norway  spruce  0.21,  of  beech  between  0.22  and 
0.23. 

These  constants  may  be  used  to  determine  the  form  factors 
and  the  volumes  of  standing  trees  in  the  following  Mray: 

The  diameter  at  breast-height  is  measured  with  calipers; 
then  the  total  height  and  distance  of  the  middle  point  above  the 
stump  are  determined  with  a  height  measure;  then  by  estimate 
or  measurement,  with  a  dendrometer,  the  diameter  at  the  middle 
point  is  determined.  The  form  factor  is  then  found  by  sub- 
tracting from  the  form  quotient  the  constant  difference  between 
form  factor  and  quotient  for  the  species  in  question.    Expressed 
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as  a  formula,  F^q—CyF  being  the  form  factor,  q  the  form  quo- 
tient, and  c  the  constant. 

The  constant  for  a  given  species  varies  slightly  with  the  height 
of  the  tree.  The  variation  is  not  great,  particularly  for  trees 
between  40  and  100  feet.  As  the  trees  whose  volumes  are  required 
are  usually  within  this  range  of  height,  an  average  value  for  c 
may  be  used  in  practice. 

Prof.  Judson  A.  Clark  has  made  a  study  of  form  quotients 
of  balsam  fir  in  the  Adirondacks,  which  indicates  that  the  method 
can  be  successfully  applied  in  practice  in  this  country. 
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CHAPTER   XIV. 
DETERMINATION  OF   THE    CONTENTS   OF   STANDS. 

loi.  Problems  of   Detennining   the   Contents  of   Stands. — 

The  purpose  of  studying  the  volume  of  single  trees,  of  making 
volume  tables  and  tables  of  form  factors,  is  to  facilitate  the  com- 
putation of  the  contents  of  stands.  Occasionally  a  single  tree 
is  sold  and  its  volume  desired,  but  ordinarily  the  single  tree  is 
of  interest  to  the  forester  only  as  it  forms  a  part  of  a  whole  stand 
or  forest. 

In  general,  there  are  two  distinct  sets  of  problems  in  deter- 
mining the  volume  of  stands: 

First,  those  requiring  an  estimate  of  merchantable  volume, 
used  in  valuing  forest  land  for  possible  purchase  or  sale  and  in 
making  plans  for  lumbering. 

Second,  those  involving  an  accurate  determination  of  volume, 
used  in  studying  increment  and  future  yield. 

Various  methods  of  estimating  the  contents  and  value  of 
timber  have  been  developed  in  different  parts  of  the  country. 
These  methods  differ  in  the  degree  of  accuracy  of  the  results 
and  each  is  designed  for  a  particular  region  and  set  of  conditions. 
The  methods  of  accurate  determination  of  the  volume  of  stands 
are  mostly  adopted  from  European  practice.  The  problems  of 
studying  the  volume  of  stands  are  so  varied  under  different  con- 
ditions in  this  country  that  in  a  general  book  on  forest  mensura- 
tion it  is  desirable  to  describe  all  the  more  important  methods 
of  work.  An  explanation  is  given,  with  each  method,  of  the 
kind  of  problem  for  which  it  is  specially  designed,  in  order  that 

the  student  may  not  be  confused  by  their  large  number. 
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102.  Timber  Cruising. — ^The  determination  of  the  merchant- 
able volume  and  value  of  standing  timber  is  called  Timber 
Cruising  or  Ttmber  Estimating.  In  this  coimtry  and 
Canada  there  is  a  body  of  professional  cruisers  (also  called 
estimators,  land-lookers,  or  land-valuers)  who  make  a  business 
of  estimating  the  value  of  forest  land  and  its  possibilities  for 
profitable  lumbering.  These  men  are  so  skilled  that  they  can 
estimate,  merely  by  inspection,  the  merchantable  contents  of  a 
standing  tree  or  the  approximate  yield  per  acre.  The  most 
experienced  cruisers  can  estimate  pretty  closely  the  yield  of  an 
entire  township  or  section  without  taking  a  single  measurement. 

It  is  absolutely  impossible  to  learn  from  books  how  to  esti- 
mate timber,  for  it  is  not  a  matter  of  method,  but  of  judg- 
ment, which  can  be  acquired  only  through  experience  and  prac- 
tice in  the  woods.  A  cruiser  is  able  to  judge  by  the  eye  the  mer- 
chantable contents  of  a  tree  because  he  has  seen  trees  of  the 
same  character  and  size  cut  and  used,  and  he  knows  what  they 
produced.  In  the  same  way  a  cruiser  can  estimate  the  con- 
tents of  a  stand  by  comparing  it  to  similar  stands  whose  actual 
product  he  knows.  The  cruiser  must  understand  the  local 
conditions  of  lumbering  in  order  to  know  what  trees  are  mer- 
chantable from  the  standpoint  of  size  and  condition.  He  must 
be  able  to  recognize  the  external  signs  of  defect  and  judge  the 
amount  of  loss  through  hidden  imperfections;  and  in  order  to 
place  a  value  on  the  timber  he  must  be  able  to  judge  the  cost 
of  lumbering.  This  is  not  a  matter  of  information  which  can 
be  given  in  a  book,  but  of  field  training.  It  is,  however,  possible 
to  describe  the  general  methods  of  the  cruiser  in  different  kinds 
of  problems  and  the  aids  which  he  uses  to  guide  and  check  his 
judgment. 

103.  Estimate  by  the  Eye. — ^This  method  was  formerly  used 
almost  universally  to  determine  the  value  of  standing  timber. 
The  available  timber  was  so  plentiful  and  cheap  that  a  very 
accurate  estimate  of  the  amount  on  any  specified  tract  was  not 
essential.     Usually  the  cruiser's   guess,  based   on   a   superficial 
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examination  of  the  land,  was  sufficient  for  the  purchaser.  In 
recent  years,  as  the  value  of  land  has  increased,  greater  accuracy 
is  required,  so  that  in  many  sections  the  estimates  are  now  based 
on  very  careful  methods  which  involve  actual  counts  of  trees. 
Purchasers  were  formerly  satisfied  if  the  estimate  underran  the 
real  product  of  the  land.  But  now  very  close  estimates  are 
required  because  a  considerable  underestimate  might  cause  a 
buyer  to  lose  a  chance  for  profitable  investment;  while  an  over- 
estimate might  cause  the  purchase  of  land  at  too  high  a  figure. 
Nevertheless  transactions  in  iand  are  to-day  constantly  made 
on  the  basis  of  ocular  estimates  by  cruisers. 

There  is  no  uniform  method  of  work  in  making  an  ocular 
estimate  of  timber  on  a  given  tract.  Each  cruiser  does  the  work 
in  his  own  way.  Suppose  that  a  township  of  timber  is  to  be 
estimated.  The  cruiser  goes  over  the  tract  examining  the  char- 
acter of  the  timber  with  more  or  less  care  and  then  guesses  at 
the  total  yield  or  the  yield  per  acre.  If  the  timber  is  fairly  uni- 
form in  size  and  evenly  distributed  over  the  ground  the  esti- 
mate may  be  made  in  a  short  time.  Usually  the  timber  is  not 
uniform,  but  has  a  different  yield  in  different  portions  of  the 
township,  so  that  each  portion  must  be  estimated  separately. 
Thus  if  there  is  a  mountain  on  the  tract,  the  north  slope  may 
be  estimated  separately  from  the  south  slope,  the  lower  slopes 
separately  from  the  upper  slopes,  the  different  water-sheds, 
swamps,  or  other  special  types  of  land,  also  separately. 

Some  cruisers  guess  at  the  total  contents  of  a  township  or  part  of 
a  township  in  million  and  fractions  of  million  feet;  others  estimate 
first  the  yield  per  acre,  multiplying  by  the  known  or  supposed  num- 
ber of  acres  in  the  area.  The  estimate  by  the  eye  is  being  rapidly 
replaced  by  methods  dependent,  at  least  in  part,  on  counts  of 
trees  on  the  whole  area  or  on  small  sample  areas.  The  esti- 
mate by  the  acre  is  more  reliable  than  the  general  guess,  because 
the  cruiser  constandy  checks  his  judgment  by  la)dng  off  sample 
areas  and  estimating  the  contents  of  standing  timber  on  them. 

There  are  several  methods  of  laying  off  rough  sample  areas 
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without  measurement.  One  way  often  used  by  cruisers  is  to 
count  the  trees  in  a  circle  having  an  estimated  radius  of  7  rods, 
which  covers  an  area  of  about  one  acre.  In  the  spruce  forests 
of  the  Northeast  this  is  about  as  far  as  one  can  distinguish  a 
tree  by  its  bark.  After  counting  the  trees  the  cruiser  estimates 
the  contents  of  an  average  tree  and  multiplies  by  the  number 
of  trees  for  the  yield  per  acre.  A  quicker  way  is  to  count  the 
trees  in  a  circle  of  60  feet  radius,  which  covers  an  area  of  approxi- 
mately one-quarter  acre,  or  a  circle  of  85  feet  radius,  covering 
an  area  of  about  one-half  acre.  If  the  forest  is  very  open,  one 
should  use  a  whole  acre  if  possible,  as  a  smaller  area  may  not 
represent  average  conditions. 

Another  method  is  to  count  the  trees  in  a  narrow  strip.  One 
paces  off  10  yards,  stops  and  counts  the  trees  for  a  distance  of 
2  rods  on  each  side,  then  paces  another  10  yards,  again  count- 
ing the  trees,  and  so  continues  until  he  has  paced  165  feet,  which 
comprises  an  area  of  one-quarter  acre;  or  he  paces  off  enough 
to  make  a  half  or  a  whole  acre. 

There  are  several  ways  of  estimating  the  volume  of  the  aver- 
age trees  required  in  these  methods  of  rough  sample  areas.  Some 
estimate  by  the  eye  the  average  yield  per  tree.  Some  estimate 
the  average  number  of  logs  per  tree,  and  knowing  from  the  experi- 
ence at  the  local  sawmills  the  average  contents  of  the  logs,  deter- 
mines the  average  yield  of  the  standing  trees.  Another  way  is 
to  select  several  trees  of  average  size,  estimate  their  volume, 
and  use  the  average  of  these  as  the  required  average  yield  per 
tree  in  the  forest.  Cruisers  often  have  rules  of  thumb  for  esti- 
mating the  volume  of  certain  species.     (See    page  153.) 

Sometimes  cruisers  lay  off  square  plots  by  gacing  the  sides 
and  measuring  the  comer  angles  with  a  pocket  compass.  The 
laying  out  of  measured  plots  is  described  in  connection  with  the 
accurate  determination  of  the  contents  of  stands. 

A  convenient  form  for  use  in  estimating  timber  is  used  by 
the  forest  officers  on  the  federal  reserves.  The  forest  reserves 
are  divided  into  so-called  blocks,  districts,  and  divisions.     Sepa- 
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rate  estimates  of  standing  timber  are  made  for  each  of  these 
divisions,  the  forest  officer  being  allowed  to  choose  his  own  method 
of  making  the  estimate.  Usually  the  forest  officer  estimates  by 
the  yield  per  acre,  judging  this  by  the  eye  or  by  rough  sample 
areas,  such  as  have  been  described.  The  data  securtxl  are 
entered  in  the  following  form,  which  has  been  filled  out  to  make 
it  clearer. 

ESTIMATE  SHEET. 

Estimated  stand  per  acre  on  Block  5,  District  8,  Division  3.  (Here 
state  whether  for  entire  block,  portions  of  block,  or  tract  applied  for  only.) 
Covers  entire  block. 

LIVING   TIMBER. 


Species  (to  be  written  in) | 

Bull. 
Pine 



Total 

Number  of  trees  above  8  ins.  per  acre . . 
Average  height  of  trees 

70 

55 

16 

44CX) 





70 

55 

Average  number  of  trees  per  M 

16 

Average  stand,  B.  M.,  per  acre 

4400 

Percent  deduction  for  defect 

b.'v 

DEAD  TIMBER   SOUND    E^ 

Number  of  trees  above  5  inches  per  acr 

.•OUGH 

e 

FOR  t 

JSE. 

2 

Average  stand    B   M..  Der  acre 

Cords  down  timber  tier  acre -  -    

I 

Cords  sfandin?  timber  oer  acre   suitable  for  fuel  onb 

J 

I 

What  percent   of  total  was   actually  estimated   and  what   system  was 
used?     10  percent  of  the  timbered  area  (155  acres),     i  acre,  circle  method. 

John  Doe,  Head  Ranger. 

104.  Estimate  by  the  Inspection  of  Each  Tree  in  a  Stand. — 

Most  of  the  more  accurate  methods  of  estimating  used  by  cruisers 
in  this  country  are  based  on  an  inspection  of  every  merchantable 
tree  in  a  given  stand.    TIic  simplest  method  is  to  count  the 
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merchantable  trees,  then  determine  the  volume  of  an  average 
tree  and  multiply  this  volume  by  the  total  number  of 
trees. 

In  mountain  districts  where  the  land  is  rugged  and  there 
is  a  constantly  changing  topography,  the  merchantable  trees  are 
often  scattered  or  in  small  groups.  It  is  then  comparatively 
easy  to  count  the  merchantable  trees  without  dangei:  of  including 
any  one  tree  twice.  If  there  is  danger  of  counting  trees  more 
than  once,  each  one,  when  it  is  inspected  and  counted,  is  blazed 
or  otherwise  marked.  A  method  requiring  greater  skill  is  to 
estimate  the  contents  of  each  tree  as  it  is  inspected.  When  each 
water-shed  or  secondary  water-shed,  ridge,  plateau,  or  other 
type  of  land  is  finished,  the  figures  are  added  together  for  the 
total. 

A  third  plan  is  to  measure  each  tree  with  calipers  and  deter- 
mine the  contents  of  the  stand  by  volume  tables.  This  method 
is  described  in  section  iii. 

The  following  is  a  description  of  how  the  method  described 
above  was  applied  in  estimating  the  timber  in  Pisgah  Forest, 
North  Carolina.* 

1.  Each  tree  is  approached  individually,  its  diameter  measured,  and  its 
defects,  especially  its  hollowness,  examined  by  "sounding."  The  diameter 
measure  and  the  estimated  volume  are  entered  on  a  tally-sheet  opposite 
the  number  of  the  tree,  which  is  inserted  in  the  stump  of  the  tree  by  a  stroke 
of  the  "revolving  numbering  hammer." 

2.  One  cruiser  and  one  helper  tally  400  trees  per  day. 

3.  The  method  allows  of  ready  control  by  the  owner,  the  forester,  and 
the  buyer.  It  is  adapted  to  hardwood  forests  in  a  rough  mountainous  coun- 
try where  the  merchantable  trees  per  acre  are  few  and  where  practically 
no  tree  is  free  from  defects. 

Where  the  trees  are  counted  and  not  measured,  it  is  more  con- 
venient to  record  the  count  on  a  tally  register  than  on  a  tally- 
sheet  or  note-book. 

*  Forest  Mensuration,  by  Dr.  C.  A.  Schenck,  page  42. 
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This  instrument  consists  of  a  metal  box  or  case  about  2  inches 
in  diameter  and  J  inch  thick,  containing 
a  mechanism  including  three  numbered 
wheels  the  edges  of  which  are  exposed 
I  through  a  small  glass  disk  set  in  the  center 
of  the  front  of  the  case.  The  wheels  are 
turned  step  by  step  by  a  plunger  project- 
ing through  the  edge  of  the  case  in  posi- 
FiG.  37.— Tally  Register,  tion  to  be  operated  by  the  thumb.  The 
box  is  carried  within  the  palm  of  the  hand  and  held  by  a  ring 
through  which  the  middle  finger  is  passed.  It  counts  from  i  to 
999  and  costs  $2.50.     (See  Fig.  37.) 

105.  A  Method  Used  in  Michigan. — In  a  flat  country — as,  for 
example,  in  the  Lake  States — it  is  more  difficult  than  in  the  moun- 
tains to  keep  track  of  the  counted  trees  and  not  to  go  over  the 
same  ground  twice.  In  such  regions  a  number  of  systematic 
methods,  which  diflfer  in  detail  with  different  cruisers,  have  been 
developed.  The  method  described  in  the  following  paragraph 
is  used  by  a  Michigan  cruiser  and  is  given  as  a  typical  example: 

In  Michigan  the  land  has  been  subdivided  into  square  quarter- 
sections  of  160  acres,  each  of  which  is  further  divided  into  plots 
of  40  acres.  A  "forty*'  is  80  rods  square.  The  cruiser  who 
uses  the  method  now  to  be  described  has  found  by  trial  that  500 
of  his  natural  paces  are  required  to  go  80  rods.  He  begins  at 
the  comer  of  a  "  forty  " — say,  at  the  southeast  comer — and  steps 
off  125  paces  on  the  south  line,  and  so  covers  one-quarter  of  the 
side  of  the  "forty."  (See  Fig.  38.)  He  then  stops,  and,  facing 
north,  counts  the  trees  first  to  an  estimated  distance  of  125  paces 
on  the  right  hand,  and  then  to  an  estimated  distance  of  125  paces 
on  the  left  hand,  and  in  each  case  to  a  distance  of  100  paces  in 
front  of  him,  thus  including  the  area  represented  in  the  diagram 
as  Plot  I.  He  then  steps  north  100  paces,  and  in  the  sa^ne  way 
counts  the  trees  on  Plot  II,  and  repeats  the  operation  successively 
for  Plots  III,  IV,  and  V.  This  gives  a  complete  count  of  the 
trees   on    the    eastem    half    of  the    "forty."      He   then   walks 
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west  250  paces  along  the  north  line  of  the  "forty."  Facing 
south  he  now  counts  all  the  trees  in  Plots  VI,  VII,  VIII,  IX, 
and  X  in  the  same  way  as  before,  and  thus  completes  counting 
the  trees  on  the  entire  "forty."  As  he  goes  over  the  ground 
he  constructs  a  rough  map,  locating  the  ridges,  streams,  swamps, 
and  windfalls.  He  ako  makes  notes  of  the  general  character 
of  the  timber  and  of  any  other  information  useful  to  the  owner 
of  the  land.  When  the  work  is  completed  the  cruiser  has  a 
practical  working-map  for  carrying  on  lumber  operations  in 
addition  to  the  other  material  secured.  It  is  obvious  that  this 
method  can  be  used  only  on  comparatively  level  ground. 

Another  similar  method  is  described  by  A.  S.  Williams  in  the 
Forestry  Quarterly,  Vol.  II,  No.  3. 
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106.  Estimating  by  Working  over  Small  Squares.— Another 
method  of  cruising  which  gives  good  results  is  to  divide  each 
"forty"  into  16  small  squares  of  2\  acres  and  to  estimate  the 
timber  on  each  square  separately.  This  method  and  the  one 
following  were  described  in  an  article  in  Rod  and  Gun  of  Canada, 
November,  1901,  by  A.  Knechtel.  The  following  description  is 
essentially  the  same  as  given  in  that  article: 

The  cruiser  begins  at  one  comer  of  a  "forty";    for  example. 
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at  the  southeast  comer.  He  paces  along  the  south  line  lo  rods 
east  and  then  turns  and  paces  lo  rods  north.  This  brings  him 
to  the  center  of  a  square  2  J  acres  in  extent,  or  one-sixteenth  of 
the  "forty."  Standing  at  this  point  he  locates  by  the  eye  the 
boundary-lines  of  the  square  and  then  estimates  the  timber  upon 
it,  usually  by  counting  the  trees  and  determining  their  contents 
from  volume  tables. 

In  dense  stands  where  the  trees  cannot  be  readily  counted, 
a  flag  may  be  placed  at  the  center  of  the  square  to  guide  the 
cruiser.  He  then  paces  5  rods  south  and  then  5  rods  west,  which 
brings  him  to  the  center  of  the  southwest  quarter  of  the  square. 
He  estimates  this  small  plot  and  then  paces  10  rods  north,  where 
he  stands  and  estimates  the  northwest  quarter  of  the  2j-acre 
square.  He  then  paces  10  rods  east  and  estimates  the  northeast 
quarter  of  the  square  and  then  paces  10  rods  south  and  estimates 
the  southeast  quarter.  Having  completed  the  estimate  of  one  2  J- 
acre  square,  he  returns  to  the  flag  and  paces  from  this  point  20 
rods  north,  which  is  the  center  of  the  second  2j-acre  square 
which  he  estimates  in  the  same  way  as  before.  This  operation  is 
continued  until  four  squares  have  been  estimated.  The  cruiser 
then  takes  in  hand  the  tiers  of  squares  directly  east  of  the  first 
series  until  the  16  squares,  or  the  entire  "forty,"  have  been  cov- 
ered.    (See  Fig.  39.) 

107.  Estimating  in  40-rod  Strips. — ^A  method  sometimes  used 
in  Michigan  is  to  estimate  the  timber  in  strips  40  rods  in  width 
and  one-half  mile  long,  which  cover  exactly  40  acres.  The 
cruiser  is  assisted  by  a  lineman,  who  runs  a  compass  line  along 
one  side  of  the  strip,  measuring  its  length  by  pacing.  The 
cruiser  passes  back  and  forth  over  the  strip  estimating  the 
timber.  He  paces  the  distance  when  going  away  from  the  line- 
man, who  guides  him,  when  returning,  by  a  policeman's  whistle, 
When  a  strip  of  one-half  mile,  or  40  acres,  has  been  completed, 
an  adjacent  strip  is  cruised  in  the  same  manner. 

108.  Erickson's  Method. — An  excellent  method  of  cruising 
is  that  devised  by  M.  L.  Erickson  of  the  U.  S.  Forest  Service. 
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It  consists  in  gridironing  a  given  tract  by  strips  4  rods  wide  and 
usually  \  mile  apart,  and  recording  the  estimated  breast-height 
diameter  of  each  tree  and  the  estimated  top  diameter  of  each  mer- 
chantable log.  If  there  is  a  crew  of  two  men,  one  directs 
the  strip  on  a  compass-line  and  paces  the  distance,  the  other 
records  the  diameters  of  the  trees  and  logs.  The  compassman 
first  paces  off  a  short  distance — for  example,  ten  yards-^and 
waits  until  the  tallyman  records  the  trees  in  that  distance  and 
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comprised  within  a  4-rod  ^trip.  The  tallyman  records  on  a 
tally-sheet,  like  that  shown  on  page  200,  the  estimated  breast-height 
diameter  of  each  tree  and  the  estimated  top  diameters,  inside  the 
bark,  of  each  16-foot  log.  The  compassman  keeps  track  of  the 
distance  paced,  and  makes  a  note  of  roads  and  streams  crossing 
the  strip,  and  of  any  other  information  required  in  the  cruise. 
The  strips,  together  with  the  roads,  streams,  and  other  features, 
may  later  be  plotted  on  a  map.  A  separate  tally-sheet  is  used 
for  each  strip,  or  part  of  strip,  for  which  a  separate  estimate  is 
required.  Thus  a  new  record  is  made  when  a  different  water- 
shed is  reached,  when  the  compass  direction  of  the  strip  is  changed, 
when  a  different  forest  type  is  encountered,  etc. 

The  records  enable  the  determination  of  the  contents  of  the 
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logs  by  any  desired  log  rule,  the  determination  of  the  total  num- 
ber of  trees,  the  average  number  of  logs  per  tree,  the  number  of 
trees  or  logs  per  thousand  board  feet  and  the  yield  per  acre. 
One  of  the  advantages  of  the  method  is  that  each  tree  is  scaled 
for  what  it  will  yield,  and  crooked  and  defective  logs  discarded. 
The  only  deduction  required  in  the  final  total  scale  of  a  tract  is 
a  certain  percentage  for  hidden  imperfections  not  apparent  on 
the  standing  trees. 

In  the  spruce  forests  of  New  Hampshire  one  crew  of  two 
men  can  work  over  in  a  day  a  strip  i  J  miles  long.  If  the  strips 
are  laid  off  \  mile  apart,  this  means  a  cruise  of  300  acres  per 
day. 

The  method  requires  not  only  a  knowledge  of  what  con- 
stitutes a  merchantable  log,  but  also  the  ability  to  estimate  diam- 
eters. It  requires  a  trained  eye  and  cannot  be  practised  by  a 
novice. 


RECORD  OF   ESTIMATED  DIAMETERS. 

Locality,  Waterville,  N.  H.  Block,  Snow  Brook.  Compartment,  II. 

Species,  Spruce.         Strip,  No.  17.         Course,  K.  8**  E.  Length,  120  rods. 
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109.  Estimate  by  Use  of  Stand  Tables.— Stand  tables  show 
the  average  volume  per  acre  of  stands  of  diflFerent  character. 
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When  the  yield  per  acre  is  shown  for  fully  stocked  even-aged 
stands  at  diflferent  ages,  stand  tables  are  the  same  as  normal 
yield  tables  (described  on  page  318).  When  stand  tables  show 
the  actual  average  yield  of  even-aged  stands  in  a  specified  locality 
or  region,  they  are  the  same  as  empirical  yield  tables.  Most  of 
the  stand  tables  so  far  made  in  this  country  show  the  average 
number  of  trees  of  different  sizes  and  the  volume  per  acre  of  the 
timber  growing  on  specified  tracts,  and  are  used  in  estimating 
the  total  present  yield  and  future  growth  on  given  tracts. 

Stand  tables  are  valuable  as  a  standard  of  comparison  in 
estimating  timber.  Suppose,  for  example,  that  one  were  esti- 
mating a  stand  of  chestnut  and  oak  sprouts  thirty  years  old; 
suppose,  also,  that  average  stand  tables  have  been  made  for  the 
region  showing  the  average  yield  of  oak-chestnut  sprout  stands 
at  thirty  years  of  age  to  be  27  cords  per  acre,  one  judges  by  the 
eye  whether  the  stand  in  question  is  better  or  poorer  than  the 
average  in  the  region  and  estimates  the  yield  of  the  stand  by 
using  the  27  cords  as  a  standard  of  comparison.  The  timber 
cruiser  has  such  average  yields  in  mind;  that  is,  stand  tables 
are  merely  a  tabulated  statement,  resulting  from  actual  measure- 
ments, of  the  informatM  (instantly  used  by  the  cruiser. 

Normal  yield  tables  Tffe,^however,  somewhat  different,  because 
they  are  based  on  the  yield  of  fully  stocked  stands.  They  are 
applicable  in  estimating  only  to  even-aged  and  usually  only  to  pure 
stands.  Suppose,  for  example,  that  one  were  estimating  a  stand 
of  50-year-old  white  pine,  such  as  often  is  found  in  New  England. 
Suppose,  also,  one  has  a  normal  yield  table  which  shows  a  yield  of 
55  cords  per  acre  for  a  normal  stand  of  pure  even-aged  white 
pine.  The  stand  is  inspected  and  the  deviation  from  normal 
stocking  estimated.  Suppose  that  it  were  estimated  that  it  has 
only  80  percent  of  what  might  be  growing.  Then  the  yield 
per  acre  is  55X0.8,  or  44  cords.  Such  a  plan  of  estimating  is 
especially  useful  in  very  small  growth.  It  is  used  constantly  in 
Europe  to  estimate  the  growing  stock  of  young  stands  in  making 
working-plans. 
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110.  Estimate  by  the  Use  of  Valuation  Surveys. — By  valua- 
tion survey  is  meant  the  measurement  of  the  diameters  of  the 
trees  or  other  detailed  study  on  a  known  area.  The  counting 
of  trees  on  an  estimated  circle  or  paced  plot  described  on  page  193 
is  a  form  of  valuation  survey,  though  the  term  is  applied  usu- 
ally to  the  work  on  measured  areas  where  the  trees  are  calipered 
or  their  diameters  estimated.  The  area  upon  which  the  measure- 
ments or  other  detailed  studies  are  made  is  called  the  valuation 
area,  sample  area,  or  sample  plot.  A  strip  survey  comprises  the 
measurement  of  a  stand  on  a  narrow  strip,  usually  one  chain 
wide.  If  the  valuation  area  is  a  square  or  any  other  shape  than 
a  narrow  strip,  the  work  on  it  is  called  a  plot  survey. 

Valuation  surve)rs  are  used  extensively  in  estimating  timber, 
not  only  as  checks  to  ocular  estimates,  but  when  a  large  num- 
ber are  taken,  as  a  complete  mathematical  basis  for  the  compu- 
tation of  the  volume  of  a  given  tract. 

Their  use  in  estimating  timber  and  in  exact  studies  of  the 
contents  of  stands  is  described  in  the  succeeding  sections. 

111.  The  Use  of  Strip  Surveys.— The  principle  of  this  method 
is  to  measure  the  trees  on  narrow  strips  distributed  systematically 
over  the  forest  and  covering  in  the  JiaKgate  a  specified  per- 
centage of  the  total  area.  These  strips  a^ known  as  strip  valua- 
tion surve)rs,  or  strip  surveys.  In  the  practice  of  the  U.  S. 
Forest  Service  the  strip  surveys  are  one  chain  in  width,  and  for 
each  ten  chains  of  length,  that  is,  for  each  acre,  the  tree  measure- 
ments and  forest  descriptions  are  kept  separate. 

The  work  of  laying-ofif  the  strips  requires  a  crew  of  at  least 
three  men.  One,  called  the  tallyman,  carries  a  note-book  or 
tally-sheets,  and  records  the  species  and  their  diameters  as  they 
are  called  out  by  two  calipermen,  and  also  makes  the  required 
descriptive  notes.  The  strip  is  measured  off  in  length  with  a 
surveyor's  chain  in  the  following  way:  The  chain  is  stretched  on 
the  ground  in  the  chosen  direction,  the  tallyman  carrying  the 
forward  end  and  one  of  the  calipermen  the  other  end,  and  the 
trees  within  an  estimated  distance  of  33  feet  (one-half  chain) 
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.  on  each  side  of  the  chain  are  then  calipered.  Then  the  crew 
moves  forward  another  chain  length  in  the  direction  indicated 
by  the  tallyman,  the  chain  laid  on  the  ground  and  the  trees 
calipered  on  each  side  of  it  as  before.  This  same  operation  is 
repeated  until  ten  chains  have  been  measured. 

If  there  are  four  men  in  the  crew,  one  man  determines  the 
direction  of  the  strip  with  a  compass  and  carries  the  forward 
end  of  the  chain,  two  men  caliper  the  trees,  and  the  fourth 
makes  the  records.  The  compassman  directs  the  work  of  the 
crew,  seeing  that  the  calipering  is  accurately  done,  that  no  unsound 
trees  are  measured,  that  the  calipcrmen  keep  within  33  feet  on 
each  side  of  the  chain,  and  he  makes  observations  required  for 
the  descriptive  notes  which  he  dictates  to  the  tallyman.  As  it  is 
difTicult  for  the  compassman  to  direct  the  course  and  at  the  same 
time  make  observations  of  the  character  of  the  forest  and  over- 
see the  work  of  the  other  men,  a  fifth  man  is  sometimes  added 
to  the  crew.  This  enables  the  leader  of  the  crew  to  devote  his 
whole  attention  to  directing  the  work  and  making  the  descriptive 
notes. 

If  the  trees  are  to  be  counted  and  not  measured,  two  men 
in  a  crew  are  sufficient,  one  to  do  the  counting,  the  other  to  man- 
age the  compass  and  the  forward  end  of  the  chain,  record  the 
counts,  take  notes  on  the  forest,  lumbering,  topography,  etc. 

112.  Distribution  of  the  Strip  Surveys.— There  are  two  gen- 
eral methods  of  distributing  the  strip  surveys  over  a  given  tract; 
first,  to  lay  them  off  in  long  strips  running  across  the  tract, 
parallel  and  equidistant;  and  second,  to  locate  them  as  isolated 
sample  areas. 

The  U.  S.  Forest  Service  uses  the  strip  method  not  only  to 
obtain  estimates  of  the  merchantable  timber,  but  also  to  secure 
a  count  of  the  trees  not  yet  merchantable,  to  make  forest  maps, 
and  to  gather  other  detailed  information  necessary  for  a  prac- 
tical forest  working-plan.  Under  these  circumstances  lines  of 
strip  surveys  arc  usually  laid  oS  parallel  and  equidistant,  and 
run  across  the  entire  tract.    Suppose,  for  example,  that  a  town- 
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ship  in  a  region  like  the  Adirondacks  is  to  be  estimated.  The 
first  step  is  to  determine  the  percentage  of  the  area  to  be  included 
in  the  valuation  surveys  and  to  make  a  plan  for  the  distribution 
of  the  strips  over  the  area  under  investigation.  Usually  one 
side  of  the  tract  is  chosen  as  a  base-line  and  the  strips  are  laid 
off  at  right  angles  to  it  and  at  equal  distances  apart.  Stations 
are  marked  along  the  base-line  to  indicate  the  location  of  the 
strips.  The  crew  starts  at  the  first  station,  which  is  dose  to 
the  end  of  the  base-line,  and  runs  a  line  of  lo-chain  strip  sur- 
veys across  the  tract  in  a  direction  determined  upon  in  advance. 
Upon  arrival  at  the  farther  side  of  the  tract,  the  crew  paces  along 
the  line  the  distance  which  is  to  separate  the  strips.  Then  a 
second  line  of  strip  surveys  is  laid  off  parallel  to  the  first  and 
running  in  the  opposite  direction  to  station  No.  2  on  the  base- 
line. As  soon  as  the  base-line  is  reached  the  crew  paces  the 
distance  to  the  third  station,  whence  a  new  strip  is  started  parallel 
to  the  other  two,  and  so  on  imtil  the  whole  tract  has  been  covered. 
Inasmuch  as  the  lines  are  run  with  a  pocket  compass,  it  is  diffi- 
cult in  rough  country  to  exactly  meet,  on  the  return  courses,  the 
fixed  stations  on  the  base-line,  as,  for  example,  station  No.  2. 
Most  investigations  do  not  require  that  the  strips  be  precisely 
equidistant,  so  that  often  there  are  no  fixed  stations;  but  the 
crew  starts  at  a  predetermined  point  near  one  end  of  the  base- 
line and  lays  off  strips  as  nearly  parallel  and  equidistant  as  pos- 
sible, not  trying  to  reach  upon  the  return  strip  any  fixed  point. 
The  exact  location  of  the  strips  is,  however,  carefully  recorded 
on  the  map.  This  plan  gives  a  little  more  elasticity  to  the  method, 
often  desirable  in  rough  country. 

As  the  strip  method  is  ordinarily  used,  the  chaining  is  not 
done  very  carefully.  Thus,  it  is  often  customary  for  the  com- 
passman  to  attach  the  chain  to  his  belt  at  the  back  and  to  mark 
off  the  distances  merely  by  scratching  the  surface  of  the  ground 
with  the  heel  and  not  to  mark  by  a  pin  or  stake.  The  chaining 
is  usually  not  done  on  the  horizontal,  but  the  lengths  are  measured 
along  the  ground  regardless  of  the  slope.    A  valuation  survey 
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run  up  and  down  a  steep  slope  covers  an  acre  of  surface,  but 
is  less  than  10  chains  long  when  projected  on  a  map.  On  account 
of  the  errors  from  this  inaccurate  method  of  chaining,  the  strips 
often  do  not  fit  precisely  into  the  map.  There  is  not,  however, 
any  considerable  error  in  an  estimate  arising  from  this  lack  of 
precision  in  chaining  because  the  errors  in  laying  off  single  acres 
largely  compensate  each  other.  It  is  only  when  the  chaining 
is  used  for  a. topographic  map  as  well  as  an  estimate  that  accu- 
rate chaining  on  the  horizontal  is  necessary. 

It  often  happens,  in  running  a  line  of  strip  surveys  across  a 
given  area}  that  the  last  strip  is  less  than  10  chains  in  length. 
Stricdy  thb  should  be  regarded  as  a  fraction  of  an  acre.  Thus, 
for  example,  if  the  last  strip  is  4J  chains  in  length,  it  comprises 
0.45  of  an  acre.  When  the  results  of  the  measurements  on  this 
short  strip  are  used,  it  is  necessary  to  express  them  in  terms  of 
whole  acres  by  dividing  by  0.45.  In  practice,  however,  where 
the  forest  is  uniform,  the  whole  acre  is  completed,  either  by 
continuing  over  the  line  or  by  turning  and  finishing  inside  4h'e 
line  in  another  direction,  in  order  to  facilitate  computation  and 
avoid  fractional  acres  whose  results  must  be  converted  into 
terms  of  whole  acres. 

It  is  easy  to  see  that  the  systematic  gridironing  of  a  tract, 
as  above  described,  would  not  always  be  the  best  plan  of  dis- 
tributing the  strip  surveys.  Thus,  for  example,  in  mountain 
country,  where  the  merchantable  timber  is  located  in  certain 
types  of  land  or  in  certain  portions  of  a  tract,  and  on  small  or 
very  irregularly  shaped  tracts,  it  is  usually  better  to  lay  off  strip 
surveys  more  or  less  irregularly,  and  often  as  isolated  sample 
plots,  in  such  a  way  as  to  obtain  an  average  yield  per  acre  of 
the  't)rpe  or  area  under  immediate  examination.  Suppose  that 
the  timber  in  a  small  water-shed  is  to  be  estimated  and  that 
the  yield  per  acre  differs  materially  along  the  stream  from  that 
on  the  slopes,  isolated  strip  surveys  are  taken  and  the  yield 
per  acre  determined  separately  for  each  type  of  forest.  In  less 
mountainous  regions  the  strips  are  sometimes  laid  off  radially 
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from  a  central  point,  or  run  in  a  zigzag  fashion  over  a  given 
area.  The  strips  are,  therefore,  laid  off  by  judgment  and  not 
by  rule,  as  in  the  gridiron  method. 

In  general  the  gridironing  plan  is  used  in  level,  rolling,  or 
moderately  mountainous  country  and  where  a  forest  map  is 
required  in  addition  to  an  estimate  of  the  volume  of  the  timber. 

The  method  of  isolated  strip  surveys  is  preferable  in  very 
rugged  regions  where  the  merchantable  timber  is  confined  to 
certain  types  of  forest  or  to  certain  areas  of  the  tract  and  where 
a  separate  estimate  is  required  for  each  type  or  area;  and  on 
small  tracts  or  those  very  irregular  in  shape. 

.  113.  Data  for  a  Forest  Map.^The  preparation  of  the  forest 
map  is  often  combined  with  the  estimate.  In  most  cases  a  con- 
tour map  is  not  designed,  but  rather  a  map  which  will  show 
the  distribution  of  the  timber,  the  forest  types,  the  location  of 
the  roads,  streams,  and  main  ridges.  Such  a  ^ap  is  prepared 
in  the  following  way:  When  a  strip  intersects  a  road  or  stream 
the  tallyman  notes  the  point  of  intersection  and  also  the  direc- 
tion of  the  road  .or  stream,  so  that  it  can  afterwards  be  located 
on  the  map.  If  a  road  or  stream  crosses  several  strips  the  points 
of  intersection  are  connected  on  the  map  and  the  exact  location 
thus  indicated.  When  a  stream  or  road  is  crossed,  the  tally- 
man takes  any  necessary  notes  as  to  its  character  and  width. 
The  description  of  each  acre  includes  the  general  direction  of 
the  slope,  and  if  there  is  a  marked  change  in  the  degree  of  slope 
in  the  middle  of  the  acre,  that  fact  and  the  point  where  the 
change  occurs  are  noted.  The  location  of  ridges  may  thus  be 
determined  from  the  descriptions  of  each  acre  and  sketched  on 
a  map. 

It  is  possible,  also,  to  make  a  map  of  the  forest  types  because 
the  description  of  each  acre  includes  a  statement  of  the  type. 
If  an  acre  crosses  from  one  type  into  another,  this  fact  is  explained 
on  the  tally-sheet  and  the  point  indicated  where  the  change 
occurs.  The  outlines  of  the  diflerent  types  may  be  sketched 
on  the  map  in  the  same  way  as  the  roads  and  streams. 
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114.  Measarament  of  the  Trees,— The  strip  method  may 
be  used  without  calipering  the  trees,  but  by  counting  them  or 
estimating  the  contents  of  each  merchantable  tree  as  it  is  inspected. 
Usually,  however,  the  trees  are  calipered  at  breast-height  to  the 
nearest  inch.  Sometimes  the  trees  are  thrown  into  diameter 
classes  of  two  or  more  inches.  Ordinarily  only  one  measure- 
ment of  each  tree  is  taken  unless  it  is  obviously  eccentric,  when 
two  diameters  at  right  angles  are  measured,  the  average  being 
recorded  as  the  diameter.  (See  section  43.)  Care  should  be  exer- 
cised not  to  take  the  measurements  below  breast- height.  It  is 
very  easy  for  a  tired  man  to  drop  his  calipers  and  measure  at 
3  or  3  J  feet  instead  of  4 J  feet.  The  author  has  made  tests  of 
the  possible  error  occasioned  by  low  measurements.  With 
small  timber  averaging  6  to  10  inches  in  diameter  the  error  is 
practically  negligible,  but  with  large  timber  it  may  seriously 
affect  an  estimate.-  In  old  spruce,  the  writer  found  that  care- 
less calipering  adds  i  inch  to  the  diameters  of  20  percent  of 
the  trees.  This  means  for  every  1000  trees  an  overestimate 
of  8000  feet,  or  on  an  average,  on  spruce  and  hardwood  lands, 
about  300  feet  per  acre.  Care  should  also  be  exercised  to  place 
the  calipers  at  right  angles  to  the  axis  of  the  tree.  It  is  obvious 
that  a  considerable  error  may  result  if  the  calipers  are  placed 
obliquely  on  the  trunk.  When  there  is  a  bulge  or  other  normal 
swelling  at  breast-height  the  measurement  should  be  taken  just 
above  the  obstruction.  In  tropical  countries,  where  many  of 
the  trees  have  buttresses,  the  measurements  cannot  be  taken 
at  breast-height,  but  special  methods  of  grouping  are  used. 

Where  an  estimate  of  merchantable  timber  is  being  made, 
only  the  apparently  sound  marketable  trees  are  included.  Errors 
in  estimating  often  come  from  counting  unsound  trees.  Inex- 
perienced or  careless  men  often  measure  trees  which  at  first 
sight  appear  sound  and  merchantable,  but  which  are  really 
defective.  Great  care  must  be  exercised  to  scrutinize  each  tree 
for  signs  of  defect.  Usually  decay  manifests  itself  by  some 
external    sign,  as  punk    knots,  white   resin,  unhealthy  crown, 
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broken  top,  dead  limbs,  moss,  and  so  on.  A  cruiser  must  know 
these  signs.  If  he  is  working  in  a  new  country  he  should  asso- 
ciate with  him  some  local  woodsman  who  is  familiar  with  the 
character  of  the  timber.  In  a  great  deal  of  government  work 
trees  below  the  merchantable  size  and  sound  trees  of  species 
not  yet  merchantable  are  measured  in  connection  with  prepa- 
ration of  working-plans.  The  principles  governing  the  measure- 
ment of  small  trees  is  discussed  on  page  335. 

The  methods  of  determining  the  volume  of  the  trees  on  the 
strip  surveys  are  described  in  later  sections. 

115.  Recording  the  Measurements.— The  diameter  measure- 
ments are  recorded  in  a  note-book  or  on  a  special  tally-sheet. 
The  tally-sheet  is  ruled  in  columns,  the  first  showing  the  diameter 
classes,  by  inches  or  grouf)s  of  two  or  more  inches,  the  other 
columns  being  for  the  different  species  of  trees.  A  special  form 
of  tally-sheet  is  used  by  the  U.  S.  Forest  Service,  with  columns 
sufficiently  broad  for  subdivision.  These  tally-sheets  may  be 
fastened  to  a  thin  board  by  thumb  tacks  or  carried  in  a  special 
holder,  made  to  contain  approximately  fifty  sheets.  This  device 
is  tray-like  in  form,  and  consists  of  a  rectangular  board  or  panel 
provided  on  three  sides  of  its  upper  face  with  wooden  cleats,  the 
inner  edges  of  which  are  grooved  to  receive  the  edges  of  the  sheets, 
which  are  held  in  place  by  a  narrow  hinged  leaf  secured  on  its  fourth 
side,  A  spring  hook  holds  the  leaf  in  its  closed  position.  These 
holders  may  be  purchased  from  Keuffel  &  Esser  Co.,  New  York. 

The  trees  are  tallied  by  dots  and  lines,  in  blocks  of  ten,  as  in- 
dicated in  the  following  table,  which  shows  the  marks  correspond- 
ing to  different  numbers: 
1  8  3'4.         5  6  7  8  9  10 

•   •••:::  r.  .1  n  n  H  M 

This  method  is  economical  of  space,  and  enables  the  recording 
of  a  large  number  of  trees  on  a  single  sheet. 

116.  Number  of  Strip  Surveys  Required  for  an  Estimate.— 

It  is  the  usual  aim  to  make  the  sample  strips  comprise  from  5  to 
10  percent  of  the  total  area.     Sometimes  it  is  possible  to  include 
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20  or  30  percent,  but  ordinarily  on  large  tracts,  from  5  to  10  per- 
cent, is  considered  sufficient.  On  very  large  areas  of  100,000 
or*  200,000  acres  the  strips  cover  2  to  3  percent.  Recent  work 
in  the  U.  S.  Forest  Service  has  been  done  on  a  basis  of  running 
the  strips  one-quarter  or  one-half  of  a  mile  apart. 

Under  ordinary  circumstances  a  crew  of  four  men  should  be  able 
to  measure  oflF  30  to  50  acres  a  day  if  only  the  merchantable  timber  is 
included.  In  very  open  woods  this  number  may  be  increased. 
Where  small  trees  are  measured  and  special  care  taken  in  laying  off 
the  strips,  20  acres  a  day  are  about  all  that  a  crew  can  measure. 

117.  Advantage  of  Strip  Surveys. — ^The  chief  advantage  of  the 
strip  method  is  that  the  sample  acres  represent  a  good  average, 
inasmuch  as  they  are  run  straight  through  the  forest  and  include 
whatever  may  be  in  the  course,  whereas  square  plots  are  more 
apt  to  be  located  in  the  best  areas  and  hence  to  give  too  large 
results.  A  second  advantage  is  that  the  strip  surveys  may  be 
taken  very  rapidly  and  a  much  larger  number  of  sample  areas 
obtained  than  's  possible  with  carefully  surveyed  plots.  The 
third  advanta{;e  is  that  the  systematic  location  of  the  strips 
enables  the  preparation  of  a  map. 

The  disadvantage  of  the  method  is  that  there  is  always  a 
chance  of  ^rror  in  estimating  the  width  of  the  strips.  This  is 
not  a  serious  matter  provided  the  calipermen  are  careful  and 
the  meth;5(j  is  used  only  in  measuring  large  timber.  The  esti- 
mating 3f  the  boundaries  is  hazardous  in  small  timber,  as  an 
error  of  ^  few  feet  may  result  in  including  or  excluding  a  con- 
sideralji^  number  of  trees. 

^'8.  Accurate  Plot  Surveys. — Accurate  plot  surveys  are  used 

pnncjpj^lly  jn  the  study  of  growth  and  the  preparation  of  yield 

tablcfg^     Occasionally  an  accurately  measured  valuation  area  is 

"^"4  ii^  timber  estimating,  but,  if  the  merchantable  trees  alone 

I  j^  measured,  rough  valuation  surveys  like  the  strips  and  esti- 

t      "ited  plots  described  in  the  previous  sections  usually  suffice. 

^   Plot  surveys  are  used  in  estimating  small  growth,  as,  for  ex- 

imple,  second-growth  hardwoods  in  southern  New  England,  birch 
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and  poplar  in  Maine,  etc.  Rough  plot  surveys  and  strip  sur- 
veys are  unsatisfactory  and  unreliable  in  this  small  timber  because 
a  slight  error  in  guessing  at  the  boundary-lines  of  the  rough 
valuation  area  often  results  in  considerable  errors  in  the  esti- 
mate of  the  volume  of  the  stand.  Stands  of  small  timber  are  usu- 
ally more  uniform  than  large  and  old  timber  and  it  is  much 
easier  to  select  plots  which  represent  an  average  of  the  forest. 
For  tlie  same  reason  it  is  generally  not  necessary  to  take  as  many 
valuation  surveys  to  secure  a  good  average  of  a  specified  area 
and  the  plots  need  not  be  as  large  as  in  older  and  larger  timber. 

119.  Instruments  Used  in  Laying  Off  Sample  Plots. — The 
sides  are  measured  with  a  chain  or  tape  and  the  angles  with  a 
small  compass,  staflF  head,  angle  mirror,  or  other  instrument 
which  is  compact,  light,  and  suited  to  rapid  work.  Instru- 
ments like  the  transit  or  railroad  pompass  are  not  used  in  this 
work  because  great  precision  is  not  necessary  and  because  these 
instruments  are  expensive,  delicate,  and  difficult  to  carry  in  the 
forest.  In  the  following  sections  the  common  instruments  for 
measuring  angles  of  sample  plots  are  described.' 

Of  these  instruments  the  compass  is  best  whijre  the  ground 
is  very  irregular,  and  where  frequent  offsets  have  t^  ^  taken  to 
avoid  trees  or  other  obstructions.  Under  ordinary  cifnditions  the 
staff -head  is  the  most  satisfactory,  especially  for  plot^  of  half  an 
acre  or  more.  For  quarter-acre  plots  or  smaller  ones  ,^^  angle 
mirror  is  most  rapid.  The  compass  and  staff -head  havJ  ^^^  dis- 
advantage of  being*  more  clumsy  than  the  angle  mirror  ^^^  of 
requiring  a  staff  or  tripod.  Ordinarily,  however,  where  a-^^^^X 
requires  the  larger  instruments,  the  extra  trouble  of  ci^^E 
them  is  a  small  consideration. 

Staff  Compass.  —  This  instrument  (shown  in  Fig.  40)  ^^" 
sists  of  a  compass  set  into  a  shallow,  circular  metal  box,  ha'^"^ 
two  sights  hinged  to  its  edge.  A  removable  support,  screv^ 
into  the  bottom  of  the  box,  terminates  in  a  socket,  adapti^ 
the  instrument  to  be  mounted  upon  a  staff  or  upon  a  tripe?*' 
The  support  also  comprises  a  ball-and-socket  joint,  by  whic 
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the  compass  is  leveled  with  the  aid  of  spirit-tubes  located  in 
its  bed,  a  swivel,  which  permits  the  compass  to  be  turned  in 
sighting  it,  and  a  set-screw  for  securing  it  against  turning  after 
sighting.  When  not  in  use  the  sights  are  folded  down  and  tlic 
support  unscrewed  from  the  box.  .  When  taken  apart  the  entire 


Fig.  40. — Staff  Compass. 

instrument  is  in  compact  form  for  transportation.  It  is  made 
in  different  sizes,  with  needles  from  2  J  to  4  inches  long.  The 
price  varies  from  $10.50  to  $13;  without  spirit-tubes,  from  $8 
to  $11.50. 

Cross  Staf) -head.— This  instrument  consists  of  a  small  metal 
box,  octagonal  in  form,  mounted  on  a  socket  which  may  be  fitted 
to  a  staff  or  tripod.     Four  of  the  faces  have  simple  diopter  slits; 
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Fig. 


each  other  face  has  a  short  narrow  slit  to  serve  as  the  ocular, 
and  a  wide  slit  fitted  with  a  hair  as  an  objective.  The  socket 
may  be  unscrewed  and  fitted  in  the  head 
for  compactness  in  transportation.  In  use 
the  staff-head,  mounted  on  a  staff  or  tripod* 
is  placed  on  a  known  line,  at  a  point  where 
it  is  desired  to  lay  off  a  new  line  at  right 
angles  to  the  first.  A  sight  is  taken  along 
the  known  Hne  and  then  without  moving 
the  instrument  the  observer  uses  the  line 
of  sight  perpendicular  to  the  first  and  de- 
termines the  direction  of  the  second  line. 
This  instrument  may  be  purchased  from 
Keuffel  &  Esser  Co.,  N.  Y.,  for  $4. 

A  handy  staff-head  is  manufactured  m 
^'h^ad''^^  ^^^^- Germany.  It  is  cylindrical  instead  of 
octagonal  and  revolves  in  a  metal  rim, 
which  is  graduated  in  degrees,  enabling  the  measurement  of 
any  angle.  This  instrument  may  be  purchased  for 
30  marks  from  W.  Sporhase,  Giessen,  Germany. 
Other  simple  instruments  based  on  the  same 
principle  as  the  staff-head  are  manufactured,  such 
as  the  surveyor's  cross.  It  is  possible  to  manu- 
facture a  rough  surveyor's  cross  by  fastening  two 
narrow  strips  of  wood  together  at  right  angles  and 
driving  short  nails  near  the  ends  to  serve  as  the 
ocular  and  objective.  This  mounted  on  a  staff 
serves  well  to  measure  right-angles. 

The  Angle  Mirror, — This  handy  instrument 
consists  of  an  open  triangular  metal  box  contain- 
ing two  small  mirrors  mounted  in  frames  secured 
to  the  sides  of  the  box  and  set  at  an  angle  of 
45°  to  each  other.  Rectangular  sight-openings  are  Fig.  42.— An- 
formed  above  the  mirrors  in  the  sides  of  the  box.  ^'^  Mirror. 
The   device  is  provided  with  a   handle,    preferably   made  re- 
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movable  for  convenience.  The  observer  looks  directly  into  the 
box  through  its  open  sides  and  sights  the  instrument  through 
one  or  the  other  of  its  two  sight-openings  at  some  given  ob- 
ject. At  the  same  time  an  object  at  a  right-angle  to  the  cbjec, 
sighted  is  visible  to  him  in  the  mirror  below  the  sight-opening 
through  which  he  is  looking,  and  is  in  the  same  vertical  Une 
as  the  object  sighted.  The  principle  of  the  device  is  that  the 
reflected  object  is  first  imaged  through  the  open  side  of  the 
box  in  the  mirror  opposite  the  sight-opening  through  which  the 
observer  is  looking  and  then  reflected  across  from  one  mirror  to 
the  other  and  thus  brought  into  his  vision. 


Fig.  43."— Adjustable  Angle  Mirror. 


In  laying  off  a  square,  the  forester  runs  out  one  side  and 
then  takes  a  position  at  the  point  where  he  wishes  to  determine 
a  ri^t-angle.  With  the  instrument  in  one  hand  he  looks  through 
one  of  its  sight-openings  at  an  object  in  the  predetermined  line, 
such  as  stake  or  pole.  An  assistant  in  the  approximate  location 
of  the  desired  new  line  now  moves  about  until  his  image  appears 
in  the  mirror  below  the  sight-opening  being  used,  and  exactly 
in  line  with  the  stake  or  pole.  The  assistant  is  then  standing 
in  a  line  at  a  right-angle  to  the  predetermined  line  and  establishes 
the  new  line.  '^ 


Digitized  by 


Google 


214  FOREST  MENSURATION. 

An  adjustable  form  of  the  angle  mirror  is  shown  in  Fig.  43. 
One  of  the  mirrors  is  movable  and  the  inclination  is  determined 
by  an  arc  graduated  from  zero  to  100^.  The  instrument  may, 
therefore,  be  set  to  determine  any  desired  angle.  It  is  of  special 
value  in  running  out  irregular  plots. 

Determination  of  Right-angles  with  a  Tape. — ^A  right-angle 
may  be  determined  with  a  tape.  Suppose  that  a  stake  has  been 
set  on  a  predetermined  line  at  a  point  where  a  comer  is  to  be 
established,  set  a  second  stake  4  feet  from  the  first  stake  on 
the  line  already  established,  determine  the  general  direction 
of  the  required  new  line,  and  set  a  third  stake  which  is  exactly 
3  feet  from  the  first  or  comer  stake  and  5  feet  from  the  second 
stake.  A  line  of  sight  from  the  comer  over  this  last  stake  will 
establish  the  new  line  exactly  perpendicular  to  the  first  line. 

Use  of  a  Pocket  Compass. — A  square  plot  may  be  roughly  laid 
out  with  a  pocket  compass,  but  usually  where  plot  surveys  are 
used  greater  accuracy  is  required  than  is  possible  with  a  pocket 
compass.  A  good  compass  for  general  forest  use  is  the  D.  W. 
Bmnton  compass  which  is  manufactured  by  Wm.  Ainsworth 
of  Denver,  Colo.  The  instmment  which  carries  a  3-inch  needle 
is  very  strong  and  is  fitted  with  a  stout  cover.  The  instrument 
is  fitted  with  a  line  of  sight,  and  the  observer  is  able  by  means 
of  the  mirror  in  the  lid  to  take  a  sight  and  the  compass  reading 
without  removing  the  instrument  from  the  eye.  A  clinometer 
attachment  enables  the  determination  of  slopes,  heights  of  trees, 
etc. 

120.  Necessary  Precision  in  Laying  Off  Sample  Plots.— The 
plots  are  surveyed  oflf  accurately.  In  practice,  however,  it  is 
difficult,  with  such  instmments  as  have  been  described  for  deter- 
mining the  angles,  to  lay  oflF  a  plot  with  such  precision  as  is 
required  in  most  work  of  land-surveying.  In  an  open  forest 
of  old  trees  a  slight  error  in  determining  an  angle  or  measuring 
a  line  may  not  be  serious,  but  in  small  growth  where  the  trees 
stand  very  close  together  such  a  mistake  may  result  in  includ- 
ing or  excluding  a  large   number  of  trees  which  in  reality  are 
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outside  or  inside  the  plot  respectively.  Where  the  forest  is  open 
and  the  plot  covers  as  much  as  an  acre,  an  error  of  2  feet  in  tying 
up  the  lines  may  ordinarily  be  allowed.  On  all  small  plots, 
and  if  there  is  considerable  small  growth  to  be  counted,  on  all 
large  plots,  an  error  of  not  over  6  inches  may  be  allowed. 

121.  Shape  and  Size  of  Sample  Plots. — Accurate  plots  are 
generally  square  or  rectangular  in  shape.  In  some  cases  irregu- 
lar polygons  are  laid  off,  as,  for  example,  where  it  is  desired  to 
determine  the  volume  of  a  specific  patch  of  timber.  The  shape 
of  the  plot  is  not  of  so  much  importance  as  the  knowledge  of 
its  exact  area.  As  a  rule  acute  angles  in  plots  are  to  be  avoided. 
Triangles  are  therefore  not  as  good  as  polygons  with  wider  angles. 
When  possible,  plots  of  one  acre  or  multiples  of  one  acre  are 
laid  off,  because  a  smaller  area  does  not  give  as  good  an  aver- 
age and  because  the  final  results  are  always  expressed  in  acre 
terms.  Nevertheless  half-acre  plots  are  used  a  great  deal  where 
it  is  inconvenient  to  lay  off  a  whole  acre,  where  a  half  acre 
represents  better  the  required  average  conditions,  or  where  a 
stand  IS  very  uniform.  In  very  small  timber  and  where  the 
timber  is  exceptionally  uniform,  quarter  acres  are  frequently 
used. 

In  estimating  cord-wood,  the  author  has  successfully  used 
plots  52  feet  square,  which  comprise  an  area  of  one-sixteenth  of 
an  acre.  A  sixteenth-acre  plot  may  be  run  out  very,  rapidly 
and  accurately  with  a  50-foot  tape  and  angle  mirror,  and  a  short 
time  only  is  required  to  measure  the  trees.  Sometimes  in  small 
timber,  where  the  forest  types  or  ages  of  the  stands  vary  con- 
siderably on  a  relatively  small  area,  eight  or  ten  sixteenth-acre 
plots  give  better  results  than  one  or  two  large  surveys,  such  as 
could  be  obtained  in  the  same  length  of  time  as  the  eight  or  ten 
small  ones. 

122.  Marking  the  Boundaries  of  Sample  Plots. — In  laying 
off  a  plot  the  boundaries  should  be  clearly  marked,  so  that  no 
trees  outside  the  line  will  be  measured  nor  any  inside  the  plot 
be  omitted.     Stakes  are  set  at  the  comers  and  a  number  of  trees 
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along  the  lines  are  blazed.    A  good  method  of  marking  the 
boundaries  is  to  lay  string  along  the  lines. 

123.  Calipering. — When  the  boundaries  have  been  marked 
oflF,  the  trees  are  calipered.  In  calipering,  a  crew  of  three  proceeds 
as  follows:  One  man  records  the  figures,  the  other  two  measure 
the  trees,  working  over  the  plot  in  strips  about  50  to  75  feet 
broad.  The  calipermen  mark  enough  trees  to  enable  them  to 
follow  the  line  back,  and  to  prevent  measuring  any  trees  twice. 
Ordinarily  it  requires  about  i  to  i  hour  to  run  out  an  acre 
and  about  §  hour  to  do  the  calipering  if  only  merchantable  trees 
are  measured.  If  small  growth  is  counted  or  measured  a  longer 
time  is  required  to  caliper  a  full  acre. 

The  description  just  given  applies  to  a  crew  of  three  men, 
which  is  the  most  convenient  number.  If  there  are  two  men, 
one  records  the  figures  and  the  other  calipers  the  trees,  moving 
back  and  forth  over  the  area  in  narrow  strips.  The  tallyman 
assists  in  keeping  the  strips  uniform  and  the  count  accurate. 

Scratchers  (or  as  they  arc  also  called  bark- blazers,  tree-scribes 
gouge-blazes)  are  used  by  the  calipermen  for  marking  the  trees 
Several  forms  of  scratchers  are  shown  in  Fig.  44.  Scratchers 
may  be  purchased  in  Europe  at  a  cost  of  from  50  cents  to  $1  each. 
The  European  instruments,  however,  are  too  small  and  weak 
for  use  in  old  timber  or  with  trees  having  hard  bark  like  the 
hickory.  A  blacksmith  of  ordinary  skill  can  make  a  satisfac- 
tory scratcher.  An  important  consideration  in  making  a  scratcher, 
is  to  set  the  gouge  at  the  proper  angle  to  the  axis  of  the  instru- 
ment. The  gouge  should  be  about  J  inch  across  at  its  widest 
point.  A  band  of  metal  over  the  handle,  as  shown  in  most  of 
the  scratchers  in  Fig.  44,  is  important  to  protect  the  knuckles 
from  the  bark. 

124,  The  Location  of  Sample  Plots. — Sample  plots  are  se- 
lected to  represent  an  average  of  a  larger  area.  The  selection 
of  the  sample  plots  depends  on  the  object  of  the  investigation, 
the  form,  age,  composition,  and  degree  of  uniformity  of  the 
forest,  and  the  character  of  the  land.    The  location  of  plots 
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depends,  therefore,  on  judgment  and  not  on  rule.  Some  guiding 
principles  may,  however,  be  given  which  will  assist  the  beginner. 
Two  problems  may  be  distinguished  when  plots  are  used  in 
estimating. 

I.  The  plots  are  to  be  used  as  a  check  to  an  ocular  estimate, 
as,  for  example,  in  making  compartment  descriptions  in  a  work- 
ing-plan. In  this  case  the  plots  are  located  wherever  the  esti- 
mator is  in  doubt  as  to  the  yield  per  acre.  If  more  than  one 
type  of  forest  occurs,  or  there  is  a  difference  in  age  or  character 


Fig.  44. — Different  Types  of  Scratchers. 


of  the  forest,  one  or  more  plots  are  laid  off  in  each  stand  and 
used  as  a  standard  for  comparison.  Each  stand  must,  however, 
first  be  carefully  examined,  in  order  that  the  estimator  may  select 
thoroughly  representative  plots. 

2.  An  estimate  is  to  be  based  entirely  on  the  valuation  :a..- 
veys.  SupfKJse  that  a  tract  of  1000  acres  in  southern  New  Eng- 
land is  to  be  estimated,  that  there  is  considerable  variation  in 
the  topography  and  the  forest  types,  age,  density  of  stands,  etc. 
The  estimator  determines  first  how  many  plots  are  necessary 
and  in  general  how  they  are  to  be  distributed.  The  number  is 
determined  by  considerations  of  expense  and  required  accuracy. 
The  general  distribution  is  determined  by  the  impression  obtained 


Digitized  by 


Google 


2l8  FOREST  MENSURATION. 

from  a  reconnaissance  of  the  tract,  for  which  not  over  one  day 
would  be  required.  Beginning  at  one  end  the  estimator  sketches 
on  a  map  the  boundary  of  a  restricted  area,  as,  for  example,  a 
slope,  a  swamp,  a  ravine,  or  other  well-defined  area  having  a 
fairly  uniform  stand.  One  or  more  representative  plots  are 
used  to  compute  the  acre-yield  of  the  area  which  is  determined 
from  the  map.  Then  another  arbitrarily  restricted  area  is  marked 
off  on  a  map  and  estimated  separately,  and  so  on  until  the 
whole  tract  is  covered.  If  there  is  no  map,  the  forester 
estimates  the  approximate  area  occupied  by  each  type  of 
stand  and  then  estimates  the  volume  of  each  type  separately 
by  the  use  of  representative  plots  located  in  different  places 
and  averaged  together  to  give  the  average  acre-yield.  Suppose, 
for  example,  that  it  is  estimated  that  on  the  icoo-acre  tract 
20  percent  is  mixed  chestnut,  oak,  and  other  hardwoods  40 
to  50  years  old,  growing  on  first-quality  soil;  20  percent  the 
same  species,  also  40  to  50  years  old,  on  second-quality  soil;  30  per 
cents  wamp  land,  with  red  maple  and  other  swamp  trees  20  to  30 
years  old;  and  the  rest  old  grown-up  pasture  land  20  to  50  years 
old.  Suppose,  further,  that  50  sample  acres,  or  5  percent  of  the 
area,  are  to  be  taken.  These  are  distributed  over  the  tract 
proportionately  among  the  different  types.  The  lai^gest  num- 
ber are  taken  in  the  irregular  stands,  while  only  a  few  need  to 
be  taken  in  the  youngest  and  most  uniform  stands.  All  the 
surveys  in  the  40-  to  50-year-old  oak-chestnut  type  are  averaged 
together  and  multiplied  by  the  number  of  acres  in  the  type, 
and  in  the  same  way  each  of  the  other  types  is  estimated  sepa- 
rately. A  natural  suggestion  often  made  by  students  is  to  aver- 
age together  all  the  plots  and  multiply  by  the  total  area  of  the 
tract.  This  plan  is  good  provided  the  plots  have  been  propor- 
tionately distributed  among  the  different  types.  But  it  is  very 
difficult  to  make  such  a  correct  distribution,  and  one  would  also 
be  prevented  from  taking  a  larger  number  of  plots  where  most 
needed  on  account  of  the  irregularity  of  the  stand  or  for  other 
reasons.    If  the  forest  is  uniform  over  th^  entire  tract,  all  plots 
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would  be  averaged  together  for  the  average  acre-yield  of  the 
whole  area. 

The  location  of  plots  used  for  studies  of  growth  and  for 
the  preparation  of  yield  tables  is  explained  in  Chapter,XVIL 

125.  Computation  of  Volume  of  the  Trees  on  Valuation 
Areas.— The  volume  of  the  trees  measured  in  the  surveys  is 
determined  from  volume  tables  or  by  means  of  feUed  sample 
trees.  In  strip  surveys  the  volume  is  usually  computed  from 
volume  tables  which  show  the  contents  of  trees  of  different  diam- 
eters. (See  page  159.)  This  computation  may  be  made  very 
simply  and  rapidly  in  the  following  way: 

Make  four  columns  of  figures  as  shown  below.  In  the  first 
column  place  the  diameters,  in  the  second  column  the  number 
of  trees  of  each  diameter  measured  on  the  acre,  in  the  third 
column  the  average  contents  of  trees  of  different  diameters,  from 
the  volume  table,  and  in  the  fourth  column  the  total  contents 
of  all  trees  of  each  diameter,  which  are  found  by  multiplying 
together  the  values  in  the  second  and  third  columns.  The  figures 
in  the  fourth  column  are  then  added  together  for  the  total  con- 
tents of  the  stand. 


CONTENTS  OF  CHESTNUT  ON  A  SAMPLE  PLOT  AT 
MILFORD,  PENN. 


Diameter. 

Breast-high. 

Inches. 

Number  of  Trees. 

Contents  from 

Volume  Tables, 

Cubic  Feet. 

Total  Contents, 
Cubic  Feet. 

6 

2 

2.7 

5-4 

7 

10 

5-4 

54  0 

8 

13 

6.9 

89.7 

9 

16 

9.3 

148.8 

10 

»5 

II. 7 

175.5 

II 

14 

14.4 

201.6 

12 

18 

17. 1 

307.8 

13 

9 

20.2 

181. 8 

14 

3 

234 

70.2 

15 

.1 

27.0 

Total 

27.0 

1261.8 
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If  the  contents  of  trees  on  the  valuation  areas  are  to  be 
computed  by  the  use  of  volume  tables  which  are  based  on 
diameters  and  heights,  it  is  necessary  in  the  field  to  determine  the 
heights  as  well  as  the  diameters  of  the  trees  (See  page  i66).  Usu- 
ally the  heights  of  a  few  representative  trees  of  diflferent  diame- 
ters are  determined  and  the  heights  of  the  trees  of  other  diame- 
ters estimated  by  interpolation.  Thus  the  heights  of  three  to 
ten  trees  of  each  species  are  determined,  care  being  taken  to  select 
trees  of  different  diameters,  including  small,  medium,  and  large 
trees.  Care  is  taken  to  select  for  measurement  trees  each  of 
which  appears  to  be  of  about  an  average  height  in  its  particular 
class.  Suppose,  for  example,  that  the  following  measurements 
of  white  pine  have  been  taken: 

Diameter  in  inches lo        15         19        24 

Height  in  feet 75        85        93       114 

With  these  data  a  height  curve  for  trees  of  different  diameters 
may  be  made.  In  a  system  of  rectangular  coordinates  in  which 
the  abscissae  represent  diameters  and  the  ordinates  represent 
heights,  plot  the  four  heights  given  above,  then  draw  a  regular 
curve  through  or  as  near  the  points  as  possible.  The  height 
corresponding  to  any  diameter  may  then  be  read  off  from  this 
curve. 

This  method  is  used  to  find  the  contents  of  a  valuation  sur- 
vey in  the  following  way:  Make  a  table  of  five  columns.  In 
the  first  column  place  the  diameters;  in  the  second  column,  the 
number  of  trees  of  each  diameter  given  in  the  first  column;  in 
the  third  column,  the  average  height  of  trees  of  each  diameter, 
these  average  heights  being  obtained  from  a  curve  such  as  has 
been  described;  in  the  fourth  column,  the  contents  of  an  aver- 
age tree  from  a  volume  table;  in  the  fifth  column,  the  total  con- 
tents of  all  trees  of  each  diameter;  then  add  the  figures  in  the 
fifth  column  and  the  result  will  be  the  total  contents  of  the  stand. 
The  following  b  an  example  of  such  a  table: 
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WHITE  PINE. 


Diameter 

Breast-high. 

Inches. 

Number  of 
Trees. 

Height, 
Feet. 

Contents  of 

Average  Tree 

from  Volume 

Table. 

Board  Feet. 

Total  Contents, 
Board  Feet. 

:o 

12 

14 
16 
18 
20 
22 

10 
II 
3 
4 
4 
5 
2 

75 
78 
82 
86 
91 
97 
lO.s 

30 

69 

120 

185 
272 

383 
549 

300 

759 

360 

740 

1088 

1915 
1098 

6260 

In  some  investigations  a  calculation  of  heights  for  every 
valuation  survey  is  made.  In  this  case  a  separate  crew  of  two 
men  accompany  those  taking  the  survey  and  measure  the  necessary 
heights.  More  often  in  strip  surveys  the  average  heights  of 
trees  of  diflFerent  diameters  are  obtained  for  different  forest  types 
or  for  specified  portions  of  a  tract  and  used  in  applying  the  volume 
tables  to  all  the  valuation  surveys  in  those  types  or  specified 
areas. 

Sometimes  the  height  of  each  tree  is  estimated  when  the 
diameter  is  measured.  The  trees  are  then  recorded  by  diame- 
ters and  by  height  classes,  the  tally-sheet  being  specially  ruled 
like  the  following  form: 


White  Pine. 

Diameter, 

Breast-high 

Inches. 

Height  Qasses. 

20-30 

30-40 

40-50 

50-60 

The  volumes  are  computed  by  using  a  volume  table  for  trees 
of  different  heights  and  diameters. 
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Instead  of  grouping  the  trees  by  diameters  and  heights,  it  is 
possible  to  group  them  by  diameters  and  merchantable  lengths. 
The  application  of  this  method  is  almost  exactly  like  that  just 
described.  The  diameters  are  first  measured,  and  then  the 
average  merchantable  lengths  of  trees  of  all  diameters  deter- 
mined from  the  measurement  of  a  few  trees  and  interpolation 
by  a  curve;  or  the  merchantable  length  of  each  tree  is 
estimated  when  the  diameter  is  taken.  In  the  last  case  the 
measurements  are  recorded  on  a  tally-sheet  ruled  like  the 
following: 


Diam- 

White Pine. 

eter, 
Breast- 
high, 
Indies. 

Merchantable  Length  in  Feet. 

10 

12 

14 

16 

18 

20 

24 

28 

32 

36 

40 

The  volume  table,  like  that  described  on  page  164,  is  used 
to  compute  the  contents  of  the  stand. 

If  volume  tables  based  on  diameters  and  number  of  logs  are 
used  in  computing  the  contents  of  timber  on  the  valuation  areas* 
the  field  work  must  include  the  determination  of  the  num- 
ber of  logs  as  well  as  the  diameters  of  the  trees.  The  simplest 
way  is  first  to  measure  the  diameters  as  ordinarily  and  estimate 
the  average  number  of  logs  in  a  few  representative  trees  of  differ- 
ent sizes,  and  then  by  interpolation  estimate  the  number  of  logs 
in  trees  of  any  desired  diameter,  just  as  (explained  on  page  220) 
is  done  with  heights.  Usually  it  is  suflBcient  to  determine  the 
average  number  of  logs  for  separate  forest  types  on  specified 
portions  of  a  tract  and  use  this  average  for  all  plots  within  that 
type  or  area.  Knowing  the  number  of  trees  of  each  diameter 
and  the  average  number  of  logs  in  each  tree,  the  volume  of  an 
acre  may  easily  be  calculated  from  the  volume  table. 
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If  specially  accurate  results  are  required,  the  calipermen  give 
not  only  the  diameter  and  species,  but  also  the  number  of  logs 
of  each  tree.  The  tally-sheet  is  ruled  in  the  following  way  for 
the  record  of  the  measurements: 


Diameter. 

White  Pine. 

Hemlock. 

Etc 

Breast-high. 
Inches. 

One-loK 
Trees. 

Two-log 
Trees. 

Three-log 
Trees. 

Pour-log 
Trees. 

One-log 
Trees. 

Two-log 
Trees. 

The  volume  table  may  then  be  used  to  compute  the  contents 
of  the  valuation  survey. 

Some  investigations  require  a  separation  of  the  trees  into 
special  classes.  Thus  in  some  of  the  valuation  survey  work 
by  the  Government  the  dominant,  intermediate,  and  suppressed 
trees  have  been  recorded  separately.  With  second-growth  hard- 
woods it  is  often  desirable  to  separate  the  trees  into  three 
or  more  classes,  which  are  usually  based  on  crown  develop- 
ment. In  such  cases  the  volume  of  the  trees  calipered,  is 
determined  by  using  a  volume  table  which  shows  the  contents 
of  trees  of  different  diameters  and  tree  classes.  (See  page  164.) 
The  field  data  are  recorded  on  a  tally-sheet  ruled  like  the  follow- 
ing: 


Diameter. 
Breast- 

White  Oak. 

Chestnut. 

high. 
In^es. 

Class 
I. 

Class 
11. 

"-^ 

Class 
IV. 

Class 

Class 
I. 

Class 
II. 

Etc. 

It  may  happen  that  the  volume  is  desired,  not  in  cubic  feet 
or  board  feet  alone,  but  in  special  products.  Thus  it  may  be 
desired  to  note  the  number  of  poles,  ties,  posts,  or  mine  timbers 
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of  certain  dimensions.  In  this  case  a  special  ruling  of  the  tally- 
sheet  must  be  made.  Sometimes  merely  the  number  of  poles 
is  indicated;  at  other  times  the  diameter  of  the  tree  which  yields 
I  tie,  2  ties,  3  ties,  etc.,  is  shown.  In  work  in  second-growth 
hardwood  forests  where  the  computation  of  the  cord-wood  left 
after  taking  out  the  ties  is  desired,  it  is  necessary  to  note  the 
diameter  of  the  trees  as  well  as  the  number  of  ties.  A  form 
like  the  following  may  be  used: 


Diameter, 
Breast- 

Chestnut. 

Inches. 

One 
Log. 

Two 

Logs. 

Three 
L<>g^. 

Pole. 

One 
Tie. 

Two 
Ties. 

Three 
Tics. 

Cord- 
wood. 

The  total  amount  of  cord-wood  is  determined  from  volume 
tables  which  show  the  contents,  in  cords,  of  trees  of  different 
sizes  and  which  show  also  the  cord-wood  left  after  taking  from 
trees  of  different  sizes  a  pole  or  a  specified  number  of  logs  or  ties. 

126.  Determination  of  Volume  of  Stands  by  the  Use  of  Felled 
Sample  Trees. — ^The  volume  of  the  trees  on  a  given  sample  plot 
may  be  determined  by  the  use  of  volume  tables  in  the  way  described 
above.  But  if  no  reliable  volume  tables  exist,  or  if  very  accu- 
rate results  are  required,  it  is  necessary  to  fell  and  measure  a 
certain  number  of  sample  trees  and  from  them  calculate  the 
volume  of  the  whole  stand.  A  number  of  different  methods  of 
computing  the  volume  of  stands  by  means  of  sample  trees  have 
been  devised.  The  methods  likely  to  be  of  special  interest  to 
American  foresters  are  described  in  the  following  pages. 

127.  The  Mean  Sample-tree  Method. — ^The  principle  of  this 
method  is  to  caliper  the  trees  on  a  given  plot,  then  determine 
the  diameter  of  the  average  tree,  fell  and  measure  test  trees  hav- 
ing this  average  diameter,  determine  their  contents,  and  from 
them  estimate  the  contents  of  the  whole  stand. 
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As  explained  later  this  method  is  not  applicable  to  the  board- 
foot  unit,  but  to  the  volume  units  like  the  cubic  foot  and  cord. 
In  practical  work  in  the  United  States  it  is  most  used  for  com- 
puting the  contents  of  second-growth  timber  in  cubic  feet  and 
cords. 

Determination  0}  the  Diameter  of  the  Average  Tree. — ^There 
are  several  conceptions  of  the  average  tree  and  the  ways  to  deter- 
mine its  dimensions. 

One  way  is  to  determine  the  arithmetic  mean  of  the  diameters 
represented  in  the  stand.  Each"  diameter  is  multiplied  by  the 
number  of  trees  of  that  size  and  the  sum  of  the  products  divided 
by  the  total  number  of  trees  in  the  stand.     Expressed  algebraically, 

A              1*       ^       dini+d2n2+dzn3+.  . .  d^n 
Average  diameter  =« tt -f 

where  di  is  the  smallest  diameter  measured  in  inches  and  »i 
is  the  number  of  trees  of  that  size,  J2  is  the  next  inch-diameter 
and  »2  the  number  of  trees,  and  so  on;  and  N  is  the  total  num- 
ber of  trees. 

It  has  been  explained  that  the  principle  of  the  mean  sample- 
tree  method  is  to  determine  the  average  tree  and  then  obtain 
the  whole  volume  of  the  stand  by  multiplying  this  average  tree 
by  the  total  number  of  trees  represented.  In  other  words,  the 
average  tree  is  the  tree  of  an  average  volume,  and  if  the  arith- 
metic average  diameter  is  determined  as  just  described,  it  is 
assumed  that  the  contents  of  trees  vary  as  their  diameters. 
The  contents  of  trees  do  not  vary  as  their  diameters,  but  more 
nearly  as  the  sqUarr^i  nf  their  diameters.  The  diameter  of  the 
a\orag3  tree  is,  therefore,  more  accurately  determined  by  com- 
puting the  average  basal  area  of  the  stand  and  from  this  the 
corresponding  diameter.  The  average  basal  area  is  obtained  by 
the  formula 


5=- 
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in  which  B  is  the  average  basal  area,  Ai,  62*  As*  etc,  are  the  areas 
of  circles  of  diflferent  diameters. 

If  vi,  Vj,  vi,  etc.,  are  the  volumes,  fh,  n^  «8,  etc.,  the  number  of  trees, 
hi,  h^  Aa,  etc.,  the  heights,  /i,  /a,  /s,  etc.,  the  form  factors,  and  Ai,  b^  bz,  etc., 
the  basal  areas  of  the  trees  of  different  diameters;  and  v,  6,  A,  /  are  the 
volume,  basal  area,  height  of  the  average  tree,  and  N  the  number  of  trees 
on  the  given  area,  then 

N 
and 

bhf . 

In  even -aged  stands,  provided  there  is  not  too  great  a  range  of  diameters 
hj^hy}x^hj^^h%}z^hx}xf  and  then  the  above  equation  becomes 

bxm  +  ftjWa  +  &»»«+. . .  +  bxflx 

B -^  • 

If  there  is  a  very  wide  range  in  the  diameters  of  the  trees  on  an  area, 
then  the  products  of  the  form  factor  and  height  in  the  different  diameter 
classes  are  not  equal,  and  the  volumes  do  not  vary  as  the  basal  areas.  In 
this  case  the  mean  sample-tree  method  is  not  appHcable. 

The  calculation  of  the  average  basal  area  is  simplified  by 
tables  which  give  the  product  of  areas  of  circles  and  diflferent 
numbers  such  as  are  likely  to  be  met  in  the  field.  (See  page  430.) 
After  calipering  the  trees  on  a  given  plot  one  uses  this  table  to 
obtain  the  product  of  the  area  and  number  of  trees  of  each  inch- 
diameter  class,  then  adding  these  products  divides  by  the  total 
number  of  trees.  The  result  is  the  average  basal  area,  and 
the  corresponding  diameter  is  easily  determined  from  a  table 
of  areas  of  circles. 

Selection  of  Test  Trees, — ^When  the  average  basal  area  and 
the  corresponding  diameter  have  been  determined,  the  test  trees 
are  selected,  felled,  and  measured.  The  forester  enndeavors  to 
find  trees  within  a  half  inch  of  the  ideal  size.  He  chooses  aver- 
age trees;  that  is,  those  which  have  an  average  crown  develop- 


Digitized  by 


Google 


DETERMINATlOhl  OF  THE  CONTENTS  OF  STANDS.        ^27 

ment  and  normal  trunk  form.  No  rules  can  be  laid  down  for 
this  selection.  The  forester  judges  entirely  by  the  eye  after 
inspecting  the  stand,  which  presumably  has  been  done  during 
the  calipering.  The  amateur  nearly  always  selects  the  best 
trees  of  the  required  diameter.  Normal  and  average  do  not 
mean  the  tallest,  straightest,  roundest,  and  fullest  boled  trees. 
Herein  lies  the  greatest  drawback  of  the  method.  Inexperienced 
or  careless  men  are  apt  to  overestimate  the  stand  by  selecting 
abnormally  good  trees  as  average.  The  method  is  more  easily 
applied  and  more  accurate  when  trees  are  even-aged  and  fairly 
uniform  and  the  variation  in  height  is  not  great. 

Number  of  Test  Trees  Required. — ^This  depends  on  the  char- 
acter of  the  forest  and  nature  of  the  investigation.  Ordinarily  3 
to  5  test  trees  of  a  given  species  are  considered  sufficient  for 
work  in  a  fairly  uniform  stand.  In  an  extremely  accurate  investi- 
gation this  method  would  not  be  used  at  all. 

Computation  0}  Results. — ^The  volumes  of  all  the  test  trees 
are  first  determined  and  averaged  together.  If  the  basal  area 
of  each  is  exactly  the  same  as  the  average  basal  area  in  the  stand, 
the  product  of  the  average  volume  of  the  test  trees  by  the  total 
number  of  trees  in  the  stand  gives  the  total  volume.  If,  how- 
ever, the  basal  areas  of  the  test  trees  are  not  exactly  the  same 
as  the  average  basal  area  in  the  stand,  the  total  volume  is  obtained 
by  the  following  formula,  which  corrects  the  sUght  error  caused 
by  using  the  volumes  of  test  trees  whose  basal  areas  are  not 
exactly  equal  to  the  average  basal  area  in  the  stand:    . 

T7        c  7.  T7    ^X^ 

V:v=^B:b    or    ^=""T~> 

in  which  V  is  the  desired  volume  of  the  stand,  v  is  the  average 
volume  of  the  felled  test  trees,  B  is  the  total  basal  area  of  the 
stand,  and  b  the  average  basal  area  of  the  test  trees. 

Problems  in  which  the  Method  will  be  Used. — ^This  method 
will  be  used  chiefly  in  estimating  the  volume  of  small  timber 
and    uniform  stands.     WTiere   the   range  of  diameters  is   very 
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small  it  may  be  used  in  the  preparation  of  yield  tables  in  cubic 
feet.  It  is  not  accurate  in  irregular  stands  where  there  are  large 
differences  in  the  diameters  and  tree  classes.  It  is  inapplicable 
to  board  measure,  but  in  the  study  of  cord-wood  it  finds  a  very 
practical  use.  In  second-growth  hardwoods  the  stands  are 
oft3.i  relatively  even-aged  and  tKe  difference  in  diameter  of  the 
merchantable  trees  of  a  single  species  not  great.  This  is  par- 
ticularly true  in  young  stands.  In  very  irregular  stands  it  is 
necessary  to  make  diameter  groups  as  in  the  methods  described 
in  the  succeeding  sections. 

The  mean  sample-tree  method  is  shown  in  the  following 
computation  of  336  spruce  trees  in  the  Adirondacks.  The  trees 
were  growing  in  a  relatively  even-aged  stand,  100  to  130  years 
old,  of  spruce,  mixed  with  scattering  fir,  birch,  and  maple.  All 
trees  on  14-sample  plots  were  felled  and  analyzed,  and  of  the  total 
number,  336  were  chosen  at  random  for  the  computation  by 
different  methods.  The  actual  contents  of  the  trees,  obtained 
by  adding  together  the  volumes  computed  individually,  are  2150 
cubic  feet.  The  mean  sample-tree  method  gives  2197.8  cubic 
feet. 

COMPUTATION  OF  VOLUME  OF  A  SPRUCE  STAND  BY  THE  MEAN 
SAMPLE-TREE  METHOD. 


Diam- 
eter, 
Inches. 

Number 
of  Trees. 

Basal 
Area, 
S<i.  Ft. 

Average 
Basal 
Area, 

Sq.  Pt. 

Diameter 

Average 

Tree. 

Inches. 

Diameter 

Test 

Trees, 

Inches. 

Basal 
Area 
Test 
Trees, 
Inches. 

Merchant- 
able Vol- 
ume Test 

Trees. 

Cu.  Pt. 

5 
6 

7 
8 

9 
0 

I 

12 

J5 
48 
77 
63 
50 
38 
31 
10 

3 

I 

2.040 
9.408 

20.559 
21.987 
22. 100 
20.710 
20 . 460 

7  •  850 
2.766 
1 .069 

0.384 

8.J 

8.5 
8.4 
8.4 
8.5 
8.2 

0.394 
0.385 
0.385 
0.394 
0.367 

6.90 
6.67 
6.32 
6.98 
5.94 

13 
14 

Totals... 

I   925 

32.81 

Totals. . . 

336 

128.949 
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32.81X128.949^,        8  cubic  feet.  . 

1.925 

If  one  test  tree,  and  in  this  case  the  first  in  the  list,  were  used,  the 
lesuU  would  be 

6.9X128.949 
y  _  _z — — z__z  —  23 1 1  cubic  feet. 

0.385  ^ 

If  the  first  three  trees  were  used  as  test  trees,  the  result  would  be 

-.     19.89X128.949  . .    *    ^ 

V^ ^-^  =  2220.5  cubic  feet. 

1.155 

In  this  calculation  the  volume  has  been  obtained  by  the  formula  for  the 
sake  of  illustration.  Usually  when  the  basal  area  of  the  test  trees  are  so 
nearly  identical  with  the  average  basal  area  of  the  stand,  the  formula  is  not 
used,  but  the  volume  obtained  by  multiplying  the  average  volume  of  the  test 
trees  bv  the  number  of  trees  in  the  stand.  In  the  above  example  the  average 
volume  of  the  five  test  trees  is  6.56  cubic  feet.  This  multiplied  by  336  is 
^204.16. 

128.  Arbitrary  Group  Method. — If  the  trees  in  a  given  stand 
vary  considerably  in  diameter,  the  mean  sample-tree  method  is 
inaccurate,  because  of  the  difiiculty  in  selecting  average  test 
trees  in  an  irregular  stand.  More  accurate  results  are  obtained 
by  grouping  the  trees  into  diameter  classes  and  determining 
separately  the  volume  of  each  class.  The  method  has  the  advan- 
tage of  greater  accuracy  than  the  preceding,  because  it  enables 
the  determination  of  the  volume  of  diflerent  parts  of  the  stand 
separately.  Thus,  for  example,  the  volume  of  the  merchantable 
trees  and  of  those  which  arc  not  merchantable  may  be  deter- 
mined separately.  This  method  may  be  used  to  determine  the 
contents  of  stands  in  board  measure. 

In  the  arbitrary  group  method  the  sizes  of  the  diflerent  diam- 
eter groups  are  determined  arbitrarily.  There  is  no  rule  as  to 
the  number  of  inches  to  be  included  in  each  group  and  the  difler- 
ent groups  do  not  necessarily  contain  the  same  number  of  inches? 
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Usually  at  least  3  inches  are  comprised  in  one  group,  although 
sometimes  a  group  of  2  inches  is  used.  Suppose  that  a  second- 
growth  stand  of  fir  is  calipered  and  all  trees  taken;  suppose, 
also,  that  trees  under  6  inches  are  salable  for  cord- wood  and 
that  no  trees  under  10  inches  will  yield  merchantable  boards; 
then  the  trees  under  6  inches  are  included  in  the  first  group, 
those  6  to  10  inches  in  the  second  separate  group,  and  above 
this  each  4  inches  are  taken  as  a  separate  group,  unless  there 
are  only  a  few  trees  of  the  larger  diameters  when  one  wide  group 
of  5  or  more  inches  is  made.  After  fixing  the  groups,  the  diam- 
eter of  the  average  tree  in  each  group  is  determined  exactly  as 
the  diameter  of  the  average  tree  was  determined  for  the  whole 
stand  in  the  preceding  method.  The  principle  of  selection  of 
the  test  trees  is  the  same  as  in  the  preceding  method,  namely,  to 
find  trees  of  the  required  diameters,  each  having  an  average 
form  and  average  height  of  its  class.  A  good  way  is  to  select 
for  inspection  a  number  of  trees  of  the  desired  diameter  and 
compare  their  height  and  form  and  then  from  these  make  the 
final  selection  for  felling. 

Frequently  satisfactory  test  trees  of  the  desired  diameters 
cannot  be  found  on  the  sample  plot  under  examination.  In 
this  case  one  may  use  test  trees  which  are  growing  just  off  the 
plot  provided  the  conditions  of  growth  are  the  same  as  on  the 
plot.  A  good  test  tree  off  the  plot  is  better  than  a  poor  one  on 
the  plot.  Test  trees  cannot  be  selected  offhand.  The  writer 
has  seen  young  foresters  choose  as  average  trees,  and  as  rep- 
resentatives of  the  same  class,  specimens  which  proved  to  differ 
in  volume  20  percent.  A  careful  scrutiny  and  comparison  of 
the  trees  before  felling  would  have  shown  the  difference  and 
prevented  a  bad  selection. 

Ordinarily  three  trees  of  each  diameter  group  are  considered 
enough  even  where  very  accurate  results  are  required.  In  many 
investigations  one  tree  for  each  group  is  sufficient.  If  the  data 
are  for  the  study  of  volume  growth  and  for  yield  tables,  the  forester 
should  cut,  when  possible,  three  trees  for  each  group  of  over 
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20  trees,  2  for  groups  containing  10  to  20  trees,  and  i  tree  for  groups 
of  less  than  10  trees. 

When  the  trees  have  been  measured  and  later  in  the  office 
the  volumes  ascertained,  the  contents  of  the  whole  stand  are 
determined.  The  volume  of  each  diameter  group  is  computed 
separately  and  then  the  results  added  together  for  tht  total  volume 
of  the  stand. 

In  most  work,  as  when  the  board-foot  unit  is  used,  the  aver- 
age volume  of  the  test  trees  is  multiplied  by  the  number  of  trees 
in  the  group.  In  exact  work  with  cubic  feet  the  formula  described 
in  section  127  is  used,  viz.,  V\v=B:b^  in  which  Fand  B  are  the 
volume  and  area  of  the  group  and  v  and  b  are  the  average  volume 
and  area  of  the  test  trees. 

COMPUTATION  OF  VOLUME  OF  A  SPRUCE  STAND  BY  THE 
ARBITRARY  GROUP  METHOD. 


Il 

III 

1U 

<H2 

1 

III 

erchan  table 
Volume  Te«t 
Trees. 
Cu.  Ft. 

s 

55 

'^, 

2: 

« 

n 

Q 

Q 

n 

:b 

5 

'5 

20401 

6.2 

0.210 

2.47 

6 

48 

9408 
20559  J 

1 

140 

32.007 

0.229 

6.5 

6.4 

0.223 

2.43 

7 

77 

Total 

0.433 

4.90 

8 

63 

21987  1 

8.7 

0413 

8.31 

9 

50 
38 

22100 

II 

151 

64.797 

0.429 

8.9 

9.0 

0.432 

7.88 

Total 

0.845 

16. 19 

II 

31 

20460] 

II. 6 

0.734 

12.29 

12 

10 

3 

7850 
2766 

III 

45 

32.145 

0.714 

II. 4 

II. 7 

0.747 

15.12 

'3 

14 

I 

1069  J 

TotaU 

1. 481 

27.41 

_.   -4.9X32.007 ^_ 

vi= ■■  362.2 

.433 

_.      16.19X64.797     

^»-        .845          "'^^'-^ 

• 

Vi- 

.27.41 

I 

X  32. 145. 

.481 

-  594. 

9 

Total    *  2198.6  cubic  feet 
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129.  The  Volume-curve  Method.* — ^This  method  consists  in 
constructing  for  each  sample  plot  a  volume  curve,  on  a  basis 
of  the  breast-height  diameters,  from  the  measurements  of  selected 
test  trees>  and  in  making  from  this  curve  a  volume  table  to 
compute  the  contents  of  the  plot- 
After  the  trees  on  the  given  plot  have  been  calipered,  a  num- 
ber of  test  trees  are  selected  for  felling.  It  is  not  necessary, 
as  in  the  methods  just  described,  that  the  test  trees  have  cer- 
tain specified  diameters,  but  the  forester  chooses  some  small 
trees,  some  large  ones,  and  some  of  medium  size.  After  the 
calipering,  the  required  number  of  test  trees  and  the  method 
of  their  selection  are  fixed  upon.  If  the  trees  in  the  stand  are 
mostly  of  medium  size,  more  test  trees  are  apportioned  to  the 
medium  diameters  than  any  others,  but  representatives  of  the 
small  and  of  the  large  trees  must  also  be  included.  Each  test 
tree  must  have  a  normal  form  and  height;  that  is,  must  be  a 
fair  average  tree  of  its  class.  Thus  a  lo-inch  test  tree  must 
have  a  form  and  height  as  nearly  representative  of  the  average 
of  lo-inch  trees  as  can  be  judged  by  the  eye.  The  test  trees 
are  then  felled  and  measured  for  volume.  There  must  be  at 
least  three  test  trees  for  each  plot,  even  in  rough  work.  In  accu- 
rate work  of  preparing  yield  tables  6  to  10  trees  should  be  taken. 
The  test  trees  are  felled  and  measured  for  volume  in  the  ordinary 
way.  They  are  used  in  computing  the  volume  of  the  stand  in 
the  following  way:  The  volume  of  each  test  tree  is  calculated 
and  b  then  plotted  on  cross-section  paper  whose  ordinates  rep- 
resent volume  and  abscissae  represent  diameters.  A  regular 
volume  curve  is  then  drawn  through  the  plotted  points,  from 
which  may  be  read  the  average. volume  of  trees  of  any  diamete 
represented  on  the  sample  plot.  In  reality,  a  local  volume  table 
for  the  sample  plot  is  made  and  may  be  used  in  calculating  the 

*  The  method  was  first  proposed  by  Kopetzky  in  the  Zeitschrift  fur  der 
gesamten  Forstwesen  in  1891.  Dr.  Speidel  in  1894  (AUgemeine  Forst-  und 
Jagdzeitung)  proposed  a  slight  modification,  and  since  then  the  method 
has  been  called  Speidel' s  Method. 


Digitized  by 


Google 


DETERMINATION  OF  THE  CONTENTS  OF  STANDS. 


233 


volume  of  the  stand  exactly  like  the  volume  tables  explained  in 
section  125. 

The  advantages  of  the  volume-curve  method  are:  that  it 
enables  the  computation  of  the  volume  of  trees  of  each  diam- 
eter separately  and  may,  therefore,  be  correctly  used  with  board 
measure;  that  field  work  is  simple  and  rapid,  no  computing 
work  in  the  woods  being  necessary;  and  that  it  is  very  accurate 
because  each  volume  used  in  the  computation- depends  on  the 
values  of  all  the  test  trees  and  hence  any  abnormal  values  are 
corrected,  which  is  not  the  case  in  the  arbitrary  group  and  simi- 
lar methods. 

COMPUTATION  OF  THE  VOLUME  OF  A  SPRUCE  STAND  BY  THE 
VOLUME-CURVE  METHOD. 


Diameter, 
Inches. 

Number  of 
Trees. 

Diameter  of 

Test  Trees, 

Inches. 

Volume  of 

Test  Trees, 

Cu.  Ft. 

Volume  from 
Curve, 
Cu.  Ft. 

Volume  of 

all  Trees, 

Cu.  Ft. 

5 
6 

7 

8 

9 
10 
II 
12 

15 
48 

77 
63 
50 
38 
31 
10 

3 

I 

1.2 
2.1 

3.7 

5.8 

8.0 
10.3 
12.6 

14.9 

17-3 
19.8 

Total 

18  0 

6.4 

2.4 

100.8 
284.9 
365 -4 
400.0 

390.4 
390.6 
149.0 

51.9 
19.8 

8.1 

9-3 
10,7 

"5 

6.4 

8.57 

12.47 

12.86 

13 
>4 

2070.8 

130.  The  Draudt  Method. — ^This  method  is  often  used  in 
Europe  in  work  requiring  an  accurate  determination  of  the  con- 
tents of  stands.  It  is  applicable  only  to  research  work  where 
it  is  possible  and  desirable  to  fell  a  large  number  of  test  trees. 
It  is  used  only  with  cubic  measure. 

In  this  method  the  number  of  test  trees  in  each  diameter 
class  bears  a  constant  ratio  to  the  total  number  of  trees  in  the 
class.  Thus  if  it  is  decided  that  the  number  of  test  trees  in  a 
plot  be  10  percent  of  the  total  number  of  trees  standing  on  the 
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plot,  the  number  of  test  trees  in  a  given  diameter  class  is  lo  per- 
cent of  the  number  of  trees  in  that  class.  In  theory  the  volume 
of  all  the  test  trees  multiplied  by  the  quotient  of  the  total  num- 
ber of  trees  in  the  stand  by  the  number  of  test  trees  gives  the 
total  volume  of  the  stand;  that  is,  if  lo  percent  of  the  indi- 
viduals in  a  stand  are  felled  and  these  felled  trees  are  propor- 
tionately distributed  among  the  different  sizes,  their  total  volume 
will  be  one-tenth  of  the  volume  of  the  stand.  When,  however, 
one  attempts  to  determine  the  number  of  test  trees  of  a  single 
diameter  or  diameter  class,  it  is  very  rare  that  the  result  wiU 
be  a  whole  number,  but  is  usually  a  fraction.  If,  for  example^ 
there  are  twenty-two  trees  in  a  group,  lo  percent  of  them  is 
two  trees  and  two-tenths.  If  two  trees  are  cut,  their  contents 
cannot  represent  the  yield  of  two  and  two-tenths  trees,  but  only 
of  two  trees.  In  practice  the  numbers  are  rounded  off  to  whole 
trees,  all  fractions  up  to  0.5  being  disregarded.  It  may  happen 
then,  that  several  of  the  diameters  have  no  representative  test 
trees  whatever.  In  this  case  it  is  sometimes  customary  to  group 
together  two  or  more  diameters  which  have  few  trees  repre- 
sented, and  to  assign  one  test  tree  to  the  group. 

This  rounding  off  of  the  figures  disturbs  the  perfect  distribu- 
tion of  the  test  trees,  and  in  this  case  the  sum  of  the  volumes  of 
the  test  trees  does  not  represent  one-tenth  the  total  volume  of  the 
stand.  The  total  volume  is,  therefore,  not  determined  by  the 
formula  F:v=iV:«,  but  by  the  formula  V:v=B:b,  in  which  V 
is  the  total  volume  of  the  stand,  v  the  sum  of  the  volumes  of 
the  test  trees,  B  the  basal  area  of  the  stand,  and  b  the  sum  of 
the  basal  areas  of  the  test  trees. 

In  practice  the  trees  are  calipered  as  usual,  the  percentage 
of  the  total  number  to  be  felled  as  test  trees  fixed  upon,  and 
the  tally  of  calipering  arranged  as  shown  on  page  237.  The 
diameters  are  entered  in  the  first  column;  the  number  of  trees, 
in  the  second  column;  the  basal  areas  of  the  trees,  in  the  third 
column;  in  the  fourth  column,  the  product  of  the  number  of 
the  trees  by  the  percentage  factor  for  determining  the  number 


Digitized  by 


Google 


DETERMINATION  OF  THE  CONTENTS  OF  STANDS         235 

of  test  trees;  and  in  the  fifth  column,  the  values  of  the  fourth 
column  rounded  off  to  whole  numbers.  Column  five  is  then 
inspected  to  see  that  the  total  number  of  trees  is  the  correct 
percentage  of  the  whole  number  on  the  plot.  It  often  hap- 
pens that  in  rounding  off  the  figures  in  column  five,  the  total 
number  of  trees  is  too  large  or  too  small.  Exactly  this  thing 
occurred  in  the  computation  shown  on  page  237.  A  total  of 
12  instead  of  13  trees,  was  obtained.  Therefore  2.5  (column  3) 
opposite  8  inches  was  called  3  and  1.5  opposite  10  inches  was 
called  I. 

Test  trees  are  then  selected,  and  felled,  and  measured  for 
volume.  After  computing  the  volumes  of  the  test  trees,  the  data 
obtained  are  entered  in  the  form  described  above,  the  basal  areas 
in  the  sixth,  and  volumes  in  the  seventh  columns.  After  adding 
the  columns  for  totals,  the  volume  of  the  stand  is  obtained  by  the 
formula  Viv^^Bib, 

It  may  be  desirable  to  use  an  arbitrary  number  of  test  trees 
rather  than  a  specified  percentage  of  the  number  of  trees  as 
test  trees.  Suppose,  for  example,  that  it  is  desired  to  cut  15  trees. 
If  JV  is  the  total  number  of  trees  in  the  stand  and  n,  ni,  «2i  etc., 
the  number  of  trees  of  each  diameter,  the  number  of  test  trees 

for  any  specified  diameter  x  is  -^tt — .    The  trees  are  arranged 

in  a  form  similar  to  that  shown  on  page  237.    In  colunm  4  is 

ft   Vic 

entered  for  each  diameter  the  value  of  the  expression     ^^    - 

As  in  the  other  case  fractions  will  result.  These  fractions  are  • 
rounded  off  to  whole  numbers  in  column  5.  A  larger  number 
of  diameters  may  be  left  without  representation  than  in  the  other 
method.  If  among  the  larger  or  smaller  diameters  a  considerable 
number  are  left  without  test  trees,  one  or  more  groups  are  made 
to  bring  the  total  number  of  test  trees  up  to  15.  The  method 
from  this  point  is  carried  out  exactly  as  before. 

Another  modification  of  Draudt's  method  is  to  make  diam- 
eter groups  on  the  same  principle  as  in  the  arbitrary  group  method 
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The  diameter  of  the  average  tree  is  then  determined  for  each 
group.  The  number  of  test  trees  is  decided  upon  as  a  specified 
number  or  as  a  certain  percentage  of  the  total  number  in  the 
stand  and  apportioned  to  the  diameter  groups.  If  lo  percent 
is  chosen  the  number  of  test  trees  for  each  group  is  lo  percent 
of  the  total  number  of  trees  in  that  group.  The  required  num- 
ber of  test  trees  for  a  given  group  are  then  felled,  all  of  the  same 
diameter  as  the  average  tree  of  the  group.  The  method  is  carried 
through  from  this  point  exactly  like  the  arbitrary  group  method. 
The  only  diflerence  between  this  and  the  arbitrary  group  method 
is  in  the  determination  of  the  number  of  test  trees  for  the  different 
groups. 

The  Prussian  Forest  Experiment  Station  has  adopted  the 
following  rule  for  making  diameter  groups:  Four  classes  of 
ICO  trees  each  are  made  of  the  400  largest  trees  in  a  specified 
hectare  plot;  three  classes  of  200  each  of  the  600  next  largest 
trees  and  if  any  trees  remain  they  are  grouped  into  classes  of 
400  each. 

As  the  Draudt  method  is  applied,  all  the  material  may 
be  worked  up  together.  When  cord  measure  is  used  this  is 
a  great  advantage,  because  it  is  impractical  to  make  stacks 
where  each  test  tree  has  to  be  kept  separate.  On  the  other 
hand,  the  method  is  very  slow  and  laborious,  involving  a  large 
amount  of  work  on  paper  in  the  field  and  the  felling  of  many 
test  trees.  The  gain  in  accuracy  is  not  sufficient  to  counter- 
balance this  objection.  The  use  of  diameter  groups  simpli- 
fies the  method  and  brings  it  within  the  range  of  most  investi- 
gators. 

131.  The  Urich  Method. — The  principle  of  this  method  i^ 
to  divide  the  trees  in  a  stand  into  a  specified  number  of  diam- 
eter groups,  so  arranged  that  each  group  contains  the  same  num- 
ber of  trees.  The  test  trees  are  then  equally  divided  among 
thrj  difl'ercnt  diameter  groups.  By  this  plan  test  trees  are  dis- 
tributed in  correct  proportion  to  diflerent  parts  of  the  stand, 
whereas  in  the  arbitrary  group  method  a  diameter  group  com- 
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prising  20  trees  often  has  as  many  test  trees  as  one  comprising 
80  trees. 

COMPUTATION  OF  THE  VOLUME  OF  A  SPRUCE  STAND  BY  THE 
DRAUDT  METHOD. 


Diameter, 
Indies. 

Number  of 
Trees. 

Basal  Area. 
Sq.  Ft. 

Percent. 

1-'4%1 
Multiplied 
by  Number 

of  Trees. 

Number 

Rounded 

to  Whole 

Trees. 

Basal  Area 

Test  Trees, 

Sq.  Ft. 

Volume 

Test  Trees, 

Cu.  Ft. 

5 
6 

7 
8 

9 
10 
II 
12 
13 
14 

15 

48 

77 
63 
50 
38 

31 
10 

3 
I 

2040 
9408 

20559 

21987 

22100 

20710 

20460 

7850 

2766 

1069 

0.6 
1.9 
31 
2.5 
2.0 

1.5 
1.2 
0.4 
O.I 
0.04 

I 
2 

3 
3 
2 
I 
I 
0 
0 
0 

0.147 
0.419 
0.850 
I.  119 
0.875 

0.579 
0.625 

1-57 
4.66 

13.45 
19.47 
17.0 

9.97 
12.47 

Totals. .... 

336 

128949 

13 

4.614 

78.59 

4.614  ^       ^ 


After  the  calipering  is  completed,  the  total  number  of  trees 
is  first  determined,  and  by  inspection  of  the  tally-sheet  the 
necessary  number  of  diameter  groups  fixed  upon.  The  total 
number  of  trees  in  the  stand  divided  by  the  number  of  groups 
gives  the  number  of  trees  to  be  included  in  each  diameter  group. 
If  the  total  number  of  trees  is  not  exactly  divisible  by  the  num- 
ber of  groups  it  is  necessary  to  assign  one  or  two  more  trees  to 
some  groups  than  to  others.  The  tally  record  is  then  transferred 
to  a  new  sheet.  Beginning  with  the  smallest  trees,  the  diameters 
and  number  of  trees  are  entered  as  ordinarily,  except  that  some 
inch  classes  are  split  in  order  to  include  in  each  group  the  correct 
number  of  trees.  In  the  example  given  on  page  237,  it  was 
necessary  to  split  diameter  inch  class  7,  and  to  include  49  trees 
of  this  size  in  the  first  part  and  28  trees  in  the  second  part.  The 
inch  dass  9  is  split   in  the  same  way.      After  arranging   the 
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diameter  groups,  the  diameter  of  the  average  tree  of  each  group 
is  ascertained  A  specified  number  of  test  trees  for  each  group 
is  then  selected  for  felling  and  measurement  From  this  pomt 
on  the  computation  is  exactly  the  same  as  in  the  arbitrary  group 
method. 

This  method  is  very  accurate  and  has  practically  replaced 
Draudt's  method  in  much  of  the  scientific  work  in  Europe.  It 
has  nearly  all  the  advantages  of  Draudt's  method  and  is  much 
simpler  and  more  rapid. 

In  practice  3  to  s  classes  are  usually  made.  The  German 
Association  of  Forest  Experiment  Stations  prescribes  for  yield- 
table  studies  a  division  of  the  stands  in  5  groups  and  for  each 
group  5  test  trees.  When  extremely  accurate  results  are  required, 
7  classes  are  sometimes  made.  For  work  in  this  country  a  good 
rule  is  to  use  such  a  number  of  groups  that  a  single  group  among 

COMPUTATION  OF  THE  VOLUME  OF  A  SPRUCE  STAND  BY  THE 
URICH  METHOD. 


Diam- 
eter. 
Inches. 

Num- 
ber of 
Trees. 

Total 
Num- 
ber of 
Trees. 

Basal 
Area. 
Sq.Ft. 

ToUl 
Basal 
Area, 
Sq.  Ft. 

Aver- 
age 
Basal 
Area. 
Sq.Pt. 

Diam- 
eter 
Aver- 

Tree, 
Inches. 

Diam- 

«^' 
Test 

Trees, 

Inches. 

Basal 
Area 
Test 
Trees, 
Sq.Pt. 

Vol- 
ume 
Test 
Trees, 
Inches. 

5 
6 

7 

15 
48 

49 

112 

2040 

9408 

13083 

24^31 

0.219 
0.343 

0.586 

6.3 
7.9 

10.4 

6.2 

6.4 

8.1 
8.0 

10.3 
10.2 

0.210 
0.223 

0.376 
0.349 

0.567 
0.579 

2.47 
2.43 

7 
8 

9 

28 

63 
21 

112 

7476 

21987 

9282 

38745 

6.74 
6.84 

9 
10 
II 
12 
13 
14 

29 
38 
31 
10 

3 

I 

112 

12818 

20710 

20460 

7850 

2766 

1069 

65^73 

9.62 
II.  10 

Totals. . 

336 

128949 

2.304 

39.20 

3Q.2X  I  28.949  w     t      4. 

7=  ^ Z3Z„  2194  cubic  feet. 

2.304 
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the  diameters  best  represented  will  not  include  over  4  inches. 
Ordinarily  3  test  trees  for  each  group  is  sufficient  for  the  studies 
made  under  our  present  conditions,  except  in  the  work  of  per- 
manent sample  plots,  when  at  least  5  test  trees  should  be  measured. 

The  advantages  of  Urich's  method  are  that  it  is  very  accurate, 
because  the  test  trees  are  proportionately  distributed  among 
the  different  diameters,  and  it  permits  of  a  separation  of  the 
classes  of  timber,  as  in  the  arbitrary  group  method. 

The  chief  disadvantage  is  that  a  transfer  of  the  field  data 
to  a  new  sheet  and  considerable  other  computation  are  necessary 
in  the  field  before  the  test  trees  can  be  felled. 

A  modification  of  the  method,  also  proposed  by  Urich,  is  to  arrange 
the  groups  so  that  the  most  trees  are  included  in  the  medium-sized  diameter 
groups,  to  which  a  proportionately  larger  number  of  test  trees  are  allotted. 
Suppose,  for  example,  that  there  are  250  trees  on  the  plot;  that  10  test 
trees  are  to  be  felled,  and  an  inspection  of  the  tally  record  shows  that  the 
smallest  munber  of  trees  are  among  the  small  diameters,  and  that  the  largest 
diameters  are  also  poorly  represented,  though  better  than  the  smallest  trees. 
Suppose,  further,  that  four  diameter  classes  are  to  be  formed.  Then  the 
trees  would  be  dbtributed  in  the  different  classes  in  the  ratio  2:3:3:3. 
Since  the  total  number  of  trees  is  250,  then  250-^10=25,  and  the  number 
of  trees  in  each  group  would  be  50:75:75:50. 

The  advantage  of  thb  plan  is  that  the  most  important  trees  are  grouped 
together  and  the  less  important  are  kept  in  separate  groups. 

Another  slight  modification  of  the  method  proposed  by  Urich  is  the 
following:  After  calipering  the  trees  and  arranging  them  in  groups  contain- 
ing the  same  number  of  trees,  the  average  diameter  is  estimated  by  inspec- 
tion of  the  tally  record;  a  uniform  number  of  test  trees  are  cut  in  each  groups 
and  from  their  volumes  the  total  volume  of  the  stand  is  calculated  by  the 
formula 

^     ,     ,  Voliune  of  all  test  trees  X  total  number  of  trees 

Total  volume- r; — r TZ~n • 

Niunber  of  test  trees 

Tests  of  this  modification  of  Urich 's  method  have  shown  a  very  high 
degree  of  accuracy  when  the  number  of  diameter  groups  is  large;  that  is, 
when  the  diameter  range  of  each  group  is  so  small  that  the  average  tree  may 
be  easily  estimated. 

The  object  of  the  method  is  to  save  the  time  required  to  calculate  by 
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basal  areas  the  diameter  of  the  average  tree  in  each  group.  This  saving 
of  time  is,  however,  extremely  small,  not  over  fifteen  minutes  on  each  plot. 
It  seems  to  the  author  to  be  inconsistent  to  use  an  elaborate  method  of  arrange- 
ing  the  classes  and  a  loose  method  of  calculating  the  diameters  of  the  sample 
trees. 

132.  Hartig's  Method. — In  this  method  the  trees  on  a  sample 
plcL  are  arranged  in  such  a  way  that  ail  diameter  groups  have 
equal  total  basal  areas.  An  equal  number  of  test  trees  are  then 
assigned  to  each  diameter  group.  The  method  is  designed  to 
make  diameter  groups  in  which  the  volumes  are  about  equal. 
In  the  other  methods  the  total  volumes  of  the  groups  diflFer  wddely. 
By  the  Hartig  method  the  volumes  are  brought  nearer  together, 
but  still  are  not  always  equal,  because  the  heights  of  the  trees 
in  the  separate  classes  are  usually  different.  After  the  trees  have 
been  calipered,  the  tally  record  is  examined  to  determine  the 
number  of  groups  to  be  formed.  The  data  are  entered  from  the 
tally  record  upon  a  new  sheet.  The  total  basal  area  of  the  whole 
stand  is  determined  and  divided  by  the  number  of  diameter 
groups.  The  result  of  this  division  represents  approximately 
the  basal  area  which  each  diameter  group  should  have. 

In  forming  the  diameter  groups  one  begins  with  the  smallest 
diameters  and  adds  together  the  corresponding  basal  areas  until 
the  sum  is  approximately  the  same  as  the  quotient  of  the  total 
basal  areas  by  the  number  of  classes.  It  is  usually  necessary  to 
split  certain  diameters  in  order  to  approach  this  figure,  just  as  it 
was  necessary  to  split  diameters  in  Urich's  method.  A  specified 
number  of  trees  of  each  group  are  then  selected  for  felling  and 
the  computation  of  final  results  is  carried  out  as  in  the  arbitrary 
goup  method. 

iz:^.  Block's  Method.— This  method  is  peculiar  only  in  the  manner  of 
forming  the  diameter  group)s.  After  calipering,  the  trees  are  arranged  in 
diameter  groups,  usually  of  50  trees  each,  beginning  with  the  largest.  The 
last  group  may  contain  less  than  50  trees.  If  there  are  over  500  trees  on  the 
plot,  classes  of  100  trees  each  are  made.  The  average  diameter  of  each 
group  is  then  computed  and  at  least  one  test  tree  cut  for  each. 
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134.  Method  of  Forest  Form  Factor. — The  total  volume  of  a  stand  in 
cubic  feet  may  be  obtained  from  the  product  of  the  total  basal  area  of  all 
the  trees,  the  average  height  of  the  stand  and  an  average  form  factor,  called 
the  forest  form  factor.    The  forest  form  factor  is  calculated  by  the  formula 

in  which  F  is  the  volume,  B  the  total  basal  area,  and  H  the  average  height  of 
the  stand.  With  such  tables  in  hand,  the  contents  of  a  sample  plot  may  be 
readily  obtained  in  the  following  way:  First  caliper  the  trees  to  ascertain 
the  total  basal  area,  then  measure  (with  height  measure)  or  estimate  the 
average  height,  and  then  multiply  the  product  of  the  total  basal  area  and 
average  height  by  the  average  form  factor,  shown  in  the  table,  for  the  given 
species  and  character  of  forest.  One  way  to  determine  the  forest  form 
factor  is  to  use  the  average  of  the  form  factors  of  the  individual  test  trees. 
Since  the  form  factor  is  an  expression  of  volume,  the  form  factor  of  the  average 
tree  of  the  stand  is  approximately  the  forest  form  factor.  If,  therefore,  forest 
form  factors  are  not  available,  the  average  tree  of  a  stand  is  determined; 
representatives  are  felled  and  their  form  factors  computed,  averaged,  and 
used  as  the  forest  form  factor  to  calculate  total  volume  of  the  stand.  Instead 
of  felling  test  trees,  the  form  factor  of  the  average  tree,  taken  from  a  form- 
factor  table,  is  sometimes  used  as  a  forest  form  factor  This  is,  however, 
really  another  form  of  the  mean  sample -tree  method. 

Studies  in  Europe  have  shown  that  the  average  tree — that  is,  the  tree 
having  an  average  volume,  form  factor,  and  height — in  an  even-aged  stand 
is  so  related  to  the  others  that  60%  are  smaller  and  40%  are  larger.  To 
find  the  diameter  of  the  average  tree,  therefore,  one  may  count  ofif  40%  of 
the  trees  in  the  tally  record  beginning  with  the  largest.  This  average  tree 
is  used  as  described  in  the  two  previous  paragraphs. 

A  modification  of  the  method  just  described  is  that  involving  the  use 
of  the  form  height.  In  section  98  it  was  explained  that  the  expression  form 
height  refers  to  the  product  of  the  form  factor  and  height  of  a  tree.  The 
forest  form  height  of  a  btand  may  be  found  by  multiplymg  the  forest  form 
factor  by  the  average  height  of  the  stand.  In  Europe  average  form-height 
tables  are  often  constructed.  With  such  tables  at  hand  the  volume  of  the 
trees  on  a  plot  is  computed  as  follows:  The  total  basal  area  is  determined 
by  calipering;  the  average  height  of  the  stand  is  then  determined  with  a 
height  measure  or  by  estimate;  and  the  total  volume  of  the  stand  is  obtained 
by  multiplying  the  total  basal  area  by  the  form  height  given  in  the  table 
corresponding  to   the   average  height  of  the  stand. 

135.  Metzger's  Method. — This  method  is  sometimes  used  in  Denmark 
for  estimating  timber.    It  is  applicable  to  stands  which  are  even-aged  or  nearly 
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so,  mature  or  nearly  mature,  and  which  have  been  properly  thinned;  in 
other  words,  to  timber  tracts  of  even-aged  stands  which  have  been  under 
forest  management.  Such  forests  occur  abundandy  in  Europe,  but  the 
method  cannot  be  used  for  estimating  in  this  country  because  of  the  irreg- 
ularity of  our  stands.  Applied  to  the  spruce  stand  mentioned  with  the  pre- 
ceding methods,  a  total  volume  of  2506  cubic  feet  was  obtained,  or  17% 
too  much.  Briefly  the  method  is  to  take  a  block  of  forest  (not  necessarily 
a  sample  plot,  but  any  specified  area)  and  count  the  trees.  As  the  trees 
are  enumerated  the  forester  keeps  in  mind  the  general  run  of  their  sizes, 
but  does  not  measure  them.  After  counting,  the  forester,  who  from  his 
observation  knows  about  how  the  sizes  run,  selects  for  felling  and  measure- 
ment of  volume  three  of  the  largest  and  seven  of  the  smallest  trees.  The 
volume  of  the  stand  is  then  obtained  by  the  following  formula: 

vol.  3  max.  -f  vol.  7  min. 
10 

In  other  words,  the  volume  of  the  stand  is  equal  to  the  total  number  of  trees 
multiplied  by  one-tenth  the  sum  of  the  volume  of  three  maximum  and 
seven  minimum  test  trees. 

136.  Method  of  Absolute  Form  Factor. — The  principle  of  this  method* 
is  to  determine  separately  the  contents  of  the  portions  of  the  trees  above 
breast-height  and  then  add  the  contents  of  the  portions  between  this  point 
and  the  stump.  In  the  first  part  of  the  computation  breast-height  is  con- 
sidered the  base  of  all  trees  just  as  if  a  plane  were  passed  through  the  stand 
at  that  point  and  as  if  the  butts  of  the  trees  below  this  imaginary  plane  did 
not  exist.  After  the  contents  of  the  trees  above  breast  height  have  been 
ascertained,  the  contents  of  the  butts  are  computed  and  added  to  the  first 
result  for  the  total  volume  of  the  stand. 

The  volume  above  breast-height  is  obtained  by  an  average  absolute  form 
factor  in  the  following  way; 

If  F  is  the  volume,  H  the  height  of  the  average  tree  above  breast- 
height,  and  B  the  basal  area,  the  absolute  form  factor  of  the  upper  portion 
of  the  tree  is  obtained  from  the  formula 

V-FBH    or    F-^. 

The  total  volume  of  a  stand  (above  breast-height)  may  be  obtained  by 
multiplying  the  product  of  the  total  basal  area  and  the  average  height  (above 
breast-height)  by  the  average  absolute  form  factor  as  defined  above. 

The  portion  of  the  average  tree  below  breast-height  b  treated  as  a  cylin- 
der. If  its  length  is  designated  as  5,  then  its  volume  is  the  product  of  5 
and  B. 
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In  computing  the  volume  of  a  stand  it  is  assumed  that  the  average  value 
of  5  is  equal  to  that  of  tlie  average  tree  or  the  average  of  the  test  trees. 
Knowing  the  average  value  5,  the  volume  below  breast -height  of  the  stand 
is  found  from  the  formula  F«=5X5,  in  which  7  is  the  total  volume  below 
bn^ast  height. 

If  no  studies  of  absolute  form  factors  have  been  made  and  hence  no 
tables  of  average  values  are  available,  the  method  is  applied  in  the  following 
way:  The  trees  on  a  given  plot  are  calipered  in  the  ordinary  manner,  then 
test  trees  are  selected  by  one  of  the  methods  described  in  the  preceding  sec- 
tions. For  simplicity,  suppose  that  the  mean  sample-tree  method  is  used. 
After  obtaining  the  diameter  of  the  average  tree,  3  to  5  test  trees  are  selected, 
felled,  and  measured  for  volume.  By  averaging  together  the  measurements  of 
the  test  trees,  one  obtains  an  average  value  of  the  height  above  breast-height 
{H),  the  absolute  form  factor  (F),  and  the  distance  between  the  stump  and 
breast-height  (S).  The  total  volume  of  the  stand  then  is  obtained  from 
the  formula 

F-(BXi?XH)  +  (BX5), 

in  which  B  is  the  total  basal  area  of  the  stand. 

If  branch  wood  is  to  be  included  in  the  computation  it  is  reckoned  as  a 
certain  percentage  of  the  total  volume.  This  percentage  is  obtained  from 
the  study  of  the  test  trees. 

The  method  as  described  above  has  no  special  advantages  over  several 
other  methods.  Its  chief  value  lies  in  its  application  to  estimating.  Numer- 
ous tests  of  the  method  in  Europe  in  second -growth  hardwoods  have  shown 
that  the  average  absolute  form  factor  usually  lies  between  0.4  and  0.5,  and 
in  a  normal  stand  is  about  0.45.  If  after  a  practical  study  of  absolute  form 
factors  in  a  specified  forest  region  the  average  of  a  given  species  lies  within 
certain  definite  limits,  as  0.4  and  0.5,  and  is  most  often  a  certain  number^ 
say  0.45,  one  can  soon  train  his  eye  so  that  he  can  tell  by  an  inspection  of 
standing  timber  approximately  what  the  absolute  form  factor  will  average. 

As  soon  as  a  forester  becomes  sufficiendy  expert  to  estimate  the  absolute 
form  factor,  the  cutting  of  test  trees  may  be  dispensed  with.  The  trees  are 
calipered  to  obtain  the  total  basal  area  B,  then  the  average  height  above 
breast-height  H  and  the  average  value  of  S  are  estimated,  and  the  total 
contents  of  the  stand  computed  by  the  formula  given  above. 

This  method  is  specially  applicable  to  the  measurement  of  cord-wood. 
It  has  already  been  used  in  this  country  in  a  few  instances. 
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CHAPTER  XV. 

DETERMINATION   OF  THE    AGE  OF    TREES    AND   STANDS. 

137.  The  Age  of  Felled  Trees. — A  tree  increases  in  diameter 
by  the  formation  of  a  new  layer  of  wood  each  year  between  the 
old  wood  and  the  bark.  These  annual  layers  of  wood  make  the 
concentric  rings  seen  on  stumps  and  ends  of  logs.  The  number 
of  rings  on  the  cross-section  of  a  tree  indicates  the  age  of  the 
tree  at  that  point  To  find  the  correct  age  of  a  tree  the  rings 
must  be  counted  at  the  ground.  The  number  of  rings  at  a  cross- 
cut, made  at  some  distance  above  the  ground,  as,  for  instance,  at 
the  top  of  a  sawlog,  would  show  only  the  number  of  years  re- 
quired by  the  tree  to  grow  above  that  point,  for  the  reason  that 
the  tree  cannot  begin  to  form  rings  at  any  point  until  it  has 
grown  up  to  it.  Therefore  the  number  of  rings  on  the  stump  of 
a  tree  usually  does  not  represent  its  correct  age,  because  most 
forest  trees  require  several  years  to  grow  up  to  the  stump-height 
In  many  cases  it  is  difficult  to  determine  with  certainty  the  cor- 
rect age  by  counting  the  rings  at  the  ground  because  the  growth 
of  the  seedling  is  small  and  the  first  few  annual  rings  are  very 
difficult  to  distinguish  on  an  old  tree. 

The  increased  accuracy  resulting  from  cutting  trees  at  the 
ground  does  not  pay  for  the  expense  and  trouble  involved.  For 
many  purposes  the  age  at  the  stump  is  considered  dose  enough, 
but  in  most  scientific  studies  a  greater  degree  of  accuracy  is 
required.  In  such  work  the  rings  are  counted  on  the  stump, 
and  to  this  figure  is  added  the  average  number  of  years  required 
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by  the  species  in  question  to  grow  to  the  height  of  the  stump. 
This  extra  number  of  years  is  estimated  or  is  obtained  from  a 
study  of  small  seedlings.  To  ascertain  the  average  height  growth 
of  small  seedlings,  a  large  number  are  cut  at  the  ground  and  their 
rings  are  counted;  and  from  these  figures  a  table  is  constructed 
showing  the  average  age  of  seedlings  of  different  heights,  like 
the  following: 

Height  of  •  _. 

3 1 

6 2 

12 3 

18 4 

24 5 

Suppose,  for  example,  that  a  tree  with  a  two-foot  stump  is 
cut,  its  age  would  be  found  by  adding  five  years  to  the  age  shown 
by  the  rings  at  the  stump,  since  the  above  table  shows  that  five 
years  is  the  average  period  required  for  a  tree  of  the  species  to 
grow  two  feet  above  the  ground. 

It  is  often  difficult  to  count  accurately  the  annual  rings  on  a 
stump  or  other  cross-cut.  In  some  species,  as,  for  example, 
the  maples  and  beech,  the  rings  are  not  distinct  from  each  other. 
Again,  when  the  growth  has  been  slow,  the  rings  are  very  narrow 
and  difficult  to  distinguish  and  count.  Sometimes  when  the 
growth  is  interrupted  early  in  the  year,  on  account  of  a  drought 
or  for  some  other  cause,  and  later  on  during  the  same  season 
new  leaves  are  put  forth,  a  second  or  false  ring  is  formed.  As 
a  rule,  however,  the  dividing  marks  between  two  growths  of  a 
single  season  are  not  so  distinct  as  between  the  growths  of  sepa- 
rate seasons,  and  the  careful  observer  can  detect  the  so-called 
false  rings. 

When  the  rings  are  not  easily  distinguished  from  each  other 
a  perfectly  smooth  surface  should  be  made  with  a  knife  or  axe; 
a  chisel  may  also  be  used.  If  then  the  rings  cannot  be  readily 
distinguished   and  counted,  a  lens  is  used-     A  little  fine  dirt 
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rubbed  on  the  cut  makes  the  rings  somewhat  more  distinct  Care 
should  be  taken  not  to  count  the  inside  layer  of  bark,  which 
sometimes  has  the  appearance  of  a  layer  of  wood. 

138.  Estimate  of  the  Age  of  Standing  Trees. — ^The  exact  age 
of  a  standing  tree  cannot  be  determined  with  certainty  unless 
there  is  a  record  showing  when  it  was  planted.  It  is  often  possible 
to  estimate  the  age  of  standing  trees  near  enough  for  the  purpose 
of  general  forest  description,  in  cases  where  it  is  not  practical 
to  fell  any  trees. 

One  method  of  estimating  the  age  of  a  tree  is  to  count  the 
whorls  of  branches.  This  can  be  done  only  with  the  conifers 
and  with  relatively  young  trees.  Many  conifers  form  each  year 
at  the  base  of  the  new  leader  a  distinct  whorl  of  branches  which 
marks  clearly  the  annual  growth  in  height  for  the  year.  These 
whorls,  or  traces  of  them,  may  be  distinguished  in  trees  growing 
in  the  open  or  in  open  stands,  often  to  the  sixtieth  or  eightieth  year. 
In  forest-grown  trees  the  branch  stubs  are  apt  to  be  overgrown 
before  that  time.  White  pine,  spruce,  fir,  and  otlier  conifers 
having  persistent  branches  show  the  traces  of  the  annual  shoots 
the  longest  Very  intolerant  trees  like  the  ycUow  pines  and 
larch  soon  lose  all  traces  of  the  branch  whorls.  If  traces  of  the 
branch  whoris  can  be  found  from  the  ground  upwards,  the  age 
of  a  tree  may  be  estimated  with  a  fair  degree  of  accuracy.  In 
estimating  age  by  whorls  it  is  necessary  to  make  a  full  allowance 
for  the  age  of  the  seedHng  when  no  branches  were  formed  of 
sufficient  size  to  show  in  later  years. 

Another  way  to  estimate  the  age  of  standing  trees  is  by  using 
the  Pressler  borer.  This  instrument,  shown  in  Fig.  45,  con- 
sists of  three  parts: 

(a)  A  hollow  augur,  -4,  about  four  inches  long,  tapering  and 
threaded  at  one  end,  and  square  in  cross-section  at  the  other 
end. 

(6)  A  hollow  metal  handle,  B,  with  a  square  opening  in  the 
center  into  which  the  augur  fits  when  in  use.  At  the  ends  of 
this  handle  are  detachable  caps. 
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(c)  A  narrow  wedge,  C,  furnished  at  one  end  with  a  flat  head, 
and  incised  on  one  side  at  the  other  end. 

The  wedge  and  the  augur  are  carried  inside  the  hollow  handle 
when  the  instrument  is  not  in  use. 

To  use  the  instrument  one  bores  into  a  tree  to  a  depth  of 
2  to  3  inches,  then  inserts  the  wedge  through  the  augur  with  the 
incised  side  turned  inward.     The  wedge  is  jammed  down,  thus 


ltvwv\A/y/i 


^VSAAVW* 


F10.45. — Pressler's  Increment  Borer. 

holding  tightly  in  place  the  core  of  wood  within  the  augur.  The 
handle  is  then  turned  sharply  to  the  left,  severing  the  core  from 
the  wood.  The  cylinder  of  wood  is  then  drawn  out,  and  the 
rings  counted  or  measured. 

To  determine  the  age  one  bores  into  a  tree  to  the  heart 
at  breast-height,  counts  on  the  extracted  core  the  number  of  rings, 
and  then  adds  the  probable  age  from  the  ground  to  breast-height. 
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Inasmuch  as  it  is  practical  to  make  a  boring  of  only  about  3 
inches,  the  method  is  not  applicable  to  trees  over  6  inches  in 
diameter  at  breast-height.  The  author  has  used  the  instrument 
satisfactorily  in  investigations  in  second-growth  forests. 

The  practiced  forester  can  estimate  in  general  terms  the  age 
of  a  tree  simply  by  inspection.  He  can  estimate  trees  under  100 
years  of  age  within  20  years  and  above  this  age  to  within  50 
years.  Many  external  signs  indicate  age  to  one  who  has  studied 
the  age  of  felled  trees.  The  size  of  the  tree  under  a  specified 
condition  of  growth,  the  form  of  the  crown,  the  shape  of  the 
bole,  and  the  texture  and  color  of  the  bark  indicate  to  the. prac- 
ticed eye  the  approximate  age. 

139.  The  Age  of  Tropical  Trees. — ^It  is  impossible  to  deter- 
mine the  age  of  trees  in  those  portions  of  the  tropics  which  do 
not  have  a  marked  annual  change  of  season  such  as  is  occasioned 
by  dryness.  Trees  growing  in  the  Philippines,  for  example, 
may  show  concentric  rings,  but  these  do  not  mark  annual  growth; 
and  usually  it  is  impossible  to  distinguish  the  rings  clearly.  The 
forester  is  obliged  to  use  studies  of  growth  which  already  have 
been  made  and  estimates  the  age  from  the  probable  mean  annual 
growth  of  the  tree.  If  the  investigations  show  that  the  average 
mean  annual  growth  of  a  specified  species  is  one  inch  in  four 
years,  the  age  of  a  tree  40  inches  in  diameter  is  called  160  years. 
As  shown  later,  the  growth  of  tropical  trees  which  do  not  show 
annual  rings  must  be  studied  by  taking  periodically  measure- 
ments of  the  diameter  of  selected  standing  trees. 

140.  Determination  of  the  Age  of  Stands. — By  the  age  of  a 
stand  is  meant  its  average  age.  The  average  age  of  a  stand 
has  no  practical  value  if  there  is  a  very  wdde  difference  between 
the  age  of  the  youngest  and  the  oldest  trees.  In  an  all-aged 
stand  (selection  forest)  it  is  customary  to  describe  the  range  of 
ages  and  the  representation  of  the  different  ages.  Thus  a  northern 
virgin  hardwood  forest  might  be  described  as  having  an  age 
range  from  young  seedlings  to  150-year-old  veterans,  with  70% 
over  100  and  the  remainder  under  50  years  old,  tlie  intermediate 
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ages  lacking.  If  there  is  considerable  variation  in  age  in  a  given 
stand,  but  it  is  not  all-aged,  the  age  range  and  the  general  average 
age  are  estimated.  The  age  of  such  a  stand  is  expressed  by  a 
fraction,  in  which  the  range  of  age  is  in  the  numerator  and  the 

average  age  in  the  denominator.     Thus,  for  example,  

years  means  that  there  is  a  range  of  60-100  years  in  age  and 
the  average  age  is  about  70  years.  If  a  stand  is  exactly  even- 
aged. or  nearly  so,  the  average  age  is  often  determined  with  care, 
as,  for  example,  in  making  yield  tables. 

Strictly  speaking,  an  even-aged  stand  is  one  which  has  been 
established  in  a  specified  year.  The  term  is,  however,  not  used 
very  strictly  and  a  stand  which  does  not  show  wide  differences 
in  age  in  the  mam  crop  is  called  even-aged.  The  age  of  such  a 
stand  is  the  average  age  of  the  principal  crop.  If  an  occasional 
old  specimen  of  advance  growth  occurs,  it  is  disregarded  in  con- 
sidering the  age.  Again,  if  small  specimens  of  a  tolerant  species 
occur  under  the  main  crop,  they  are  disregarded  or  considered 
by  themselves. 

It  is  nearly  always  possible  to  determine  by  inspection  whether 
a  stand  is  exactly  even-aged  or  not.  If  it  is  obviously  even-aged, 
like  a  plantation,  the  age  is  found  by  cutting  down  one  tree 
of  average  size.  It  is  much  better  to  cut  a  tree  of  average  size 
than  a  small  one,  because  on  small  trees  the  rings  are  apt  to  be 
very  close  together,  leading  to  mistakes.  Fr-equently  on  sup- 
pressed trees  which  arc  dying  the  growth  of  the  last  few 
years  is  not  represented  at  all  at  the  base.  It  is  best  not  to 
judge  the  age  of  a  stand  from  a  large  tree  because  it  may  have 
been  advance  growth  and  hence  would  be  a  few  years  older  than 
the  prevailing  crop.  Ordinarily  it  is  best  to  determine  the  age 
of  several  average  trees,  rather  than  only  one,  even  when  the 
stand  appears  very  even-aged.  It  often  happens  that  exact 
records  exist  when  a  given  stand  was  established.  Of  course 
it  is  then  unnecessary  to  fell  any  trees  for  an  age  study. 

Nearly  all  so-called   even-aged  forests  in  this  country  are 
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only  approximately  even-aged  because  tKey  have  originated 
from  natural  reproduction.  The  period  of  reproduction  on  an 
opening  is  usually  lo  to  30  years,  or  even  more,  resulting  in 
rather  uneven-aged  stands.  A  stand  having  a  range  in  age 
of  even  20  or  30  years  forms  a  fairly  even  crown  canopy  when  it 
reaches  middle  age — that  is,  40  to  60  years — and  is  classed  as  an 
approximately  even-aged  stand.  Such  stands  are  used  in  con- 
structing normal  and  empirical  yield  tables  and  their  average 
age  exacdy  determined. 

The  German  conception  of  the  average  age  of  stands  which 
are  not  strictly  even-aged  is  that  age  which  would  be  necessary 
to  produce  an  even-aged  stand  of  the  same  volume  as  that  of 
the  uneven-aged  stand  in  question.  There  are  several  ways  of 
obtaining  the  average  age  of  approximately,  but  not  exactiy,  even- 
aged  stands.  Ordinarily  when  an  average  age  is  desired  it  is  in 
connection  with  a  sample  plot  where  test  trees  are  cut  for  volume 
computation.  If  the  mean  sample-tree  method  is  used,  the 
average  of  the  ages  of  the  test  trees  is  considered  the  average  age 
of  the  stand.  This  method  is  sufficiently  accurate  for  any  in- 
vestigation which  permits  the  use  of  the  mean  sample-tree  method 
for  the  computation  of  volume.  When  a  method  of  diameter 
groups  with  the  felling  of  test  trees  is  used,  the  simplest  though 
not  the  most  accurate  method  of  ascertaining  the  average  age 
is  to  take  the  average  age  of  all  test  trees. 

The  only  objection  to  this  plan  is  that  in  a  method  like  the 
arbitrary  group  method  diameter  groups  having  a  small  volume 
are  given  relatively  as  much  weight  in  the  average  of  age  as  those 
with  a  larger  volume  and  therefore  the  condition  of  the  definition 
of  average  age  given  above  is  not  carried  out.  To  overcome  this 
difficulty  the  following  formula  has  been  suggested: 

nXa-\-n\  Xfli  +n2Xtf2+ . . . 
Age^ Jj > 

in  which  n,  ffi,  »2,  etc.,  are  the  number  of  trees,  tf,  fli,  a2>  etc.,  the 
average  age  of  the  test  trees  in  the  diameter  groups,  and  N  is 
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the  total  number  of  trees.  But  even  by  this  plan  an  average  age 
is  not  obtained  which  satisfies  the  requirements  of  the  definition 
on  page  250.  This  represents  an  arithmetic  rather  than  a  geo- 
metric average  age.  If  there  were  in  a  stand  a  very  large  num- 
ber of  small  trees  _which  do  not  contribute  largely  to  the  volume 
and  which  are  correspondingly  younger  than  the  larger  diam- 
eter classes,  the  average  age  calculated  by  the  above  method 
would  show  the  stand  to  have  reached  the  present  volume  in 
too  short  a  time. 

The  most  exact  results  would  be  obtained  by  a  geometric 
formula  based  on  volume.  The  volume  method  (so-called 
Smalian  method)  is  based  on  the  principle  that  the  true  aver- 
age age  of  a  stand  is  found  by  dividing  the  total  volume  by  the 
mean  annual  growth^ 

in  which  il  is  the  average  age  required,  V  the  total  volume,  and 
M  the  mean  annual  growth.  If  a  stand  has  been  calipered  and 
the  trees  divided  into  diameter  classes,  test  trees  felled,  and  so 
on,  the  mean  annual  growth  of  each  diameter  group  is  the  volume 
of  the  group  divided  by  the  average  age  (the  average  of  the  ages 
of  the  test  trees).  The  age  of  the  stand  may  be  obtained  by 
the  formula 

A- 


V       Vi      V2      Vs 

-+-+-+-  +  ' 

a     di     ^2    ^3 


in  which  v,  Vi,  V2>  ^3>  etc.,  are  the  volumes  and  o,  Ci,  <Z2,  03,  etc., 
are  the  ages  of  the  diameter  groups. 

Theoretically  this  formula  gives  the  most  accurate  results 
of  all  the  methods.  The  objection  usually  made  to  it  is  that 
it  is  clumsy  and  time-consuming.  This  is  not  a  proper  objec- 
tion because  it  is  designed  only  for  very  accurate  investigations 
such  as  the  preparation  of  yield  tables. 
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Another  geometric  method  is  by  the  basal-area  formula 

ha-V  hiGi  -f  ^2^2  +  •  •  • 
A ^ . 

in  which  A  is  the  age,  6,  Ji,  62  are  the  basal  areas  of  the  diameter 
groups,  a,  fli,  a2  the  ages  of  the  diameter  groups,  and  B  the 
total  basal  area  of  the  stand.  This  method  is  theoretically  correct 
if  the  form  heights  of  the  diameter  groups  are  equal.  The  method 
has  no  particular  advantage  over  the  previous,  because  neither 
would  be  used  except  where  sample  plots  are  taken  and  the 
volume  of  the  separate  diameter  groups  is  to  be  calculated. 

141.  Economic  Age. — This  cenception  of  age  was  used  by 
T.  Lorey  with  the  silver  fir,  because  silver  fir  usually  starts  under 
very  unfavorable  circumstances  and  is  often  suppressed  for  many 
years.*  At  the  center  of  the  stem  there  is,  then,  usually  a  small 
cylinder  of  very  hard  wood  where  the  growth  is  extremely  smalL 
The  total  age  of  a  tree  docs  not  at  all  represent  its  possibility 
for  growth,  because  a  number  of  years  were  passed  in  deep 
shade.  As  soon  as  released,  the  tree  shoots  ahead  and  makes  a 
rapid  growth.  The  economic  age  of  such  a  tree  is  not  repre- 
sented by  the  total  number  of  years  from  the  seed,  but  by  the 
number  of  years  after  its  release  from  suppression  plus  the 
average  period  of  suppression  in  the  forest  under  examination. 
To  ascertain  the  number  of  years  to  be  added,  a  separate  study 
is  made,  involving  the  analysis  of  a  large  number  of  trees  and 
the  determination  of  the  period  of  suppression  of  each.  Then 
a  table  of  the  following  form  is  constructed  showing  the  average 
number  of  rings  in  central  cores  of  suppression  of  different 
diameters: 

Diameter  of  Average 

Core.  Age. 


*  Ertragstafeln  fur  die  Weisstanne,  by  T.  Lorey,  Tubingen,  1884. 
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To  obtain  the  economic  age  of  a  given  tree,  the  rings  are 
counted  outside  its  central  core  of  suppression,  the  diameter  of 
the  core  is  measured,  and  from  the  table  the  number  of  years 
corresponding  to  this  diameter  is  taken  and  added  to  the  age 
after  suppression. 

Suppose,  for  example,  that  the  diameter  of  the  core  of  sup- 
pression of  a  given  tree  is  2  centimeters,  the  number  of  rings  out- 
side the  core  70,  and  the  number  of  rings  inside  the  core  25;  and 
that  the  table  shows  for  a  core  2  centimeters  in  diameter  an 
average  age  of  14  years.  The  economic  age  of  the  tree  is,  then, 
70  +  14  or  84  years,  and  not  70  +  25  or  95  years. 


Digitized  by 


Google 


CHAPTER  XVI. 
THE  GROWTH  OF  TREES  AND  STANDS. 

142.  Different  Sands  of  Growth.— In  forest  mensuration  it  is 
customary  to  distinguish  between  the  growth  of  trees  in  diameter, 
sectional  area,  height,  and  volume.  The  increase  in  volume 
of  a  tree  or  stand  is  technically  called  increment;  the  increase 
in  diameter,  sectional  area,  and  height  is  called  accretion.  Some 
authors  use  the  expressions  diameter  increment,  height  incre- 
ment, volume  increment,  etc.  In  practice,  however,  foresters  use 
the  term  growth  instead  of  increment  or  accretion,  as  diameter 
growth,  height  growth,  etc. 

Diameter  growth  is  determined  for  single  trees.  Growth 
in  volume  and  sectional  area  is  studied  for  stands  as  well  as 
for  single  trees.  Studies  of  height  growth  are  made  for  single 
trees,  and  for  stands  provided  they  are  even-aged  or  nearly  so. 

QtuUity  growth  or  increment  is  the  increase  in  value  per  unit 
of  volume  as  applied  to  a  single  tree  or  stand. 

Price  growtli  or  increment  is  that  resulting  from  an  increase 
in  the  price  of  forest  products  independent  of  quality  growth 
or  increment. 

Forest  mensuration  is  not  concerned  with  the  growth  of  trees 
and  stands  in  weight,  by  which  is  meant  the  increase  in  pon- 
derable substance  measured  in  pounds  or  other  unit  of  weight 
This  subject  belongs  rather  to  forest  technology. 

The  growth  of  a  tree  or  stand  may  further  be  distinguished  as: 

Current  Annual  Growth,  or  the  growth  of  a  specific  year. 
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Periodic  Growth,  or  the  growth  during  a  specified  period  of 
years. 

Mean  Anmuil  Gratuihy  which  is  obtained  by  dividing  the  total 
growth  during  the  life  of  the  tree  by  its  age. 

Periodic  Annual  Growth,  which  is  obtained  by  dividing  the 
growth  during  a  specified  period  by  the  number  of  years  in  that 
period. 

Some  German  authors  use  the  term  totcU  growth,  referring 
to  the  total  product  of  growth  from  the  seed  or  stump.  This  is, 
however,  really  the  same  as  periodic  growth,  except  that  periodic 
growth  is  generally  taken  only  for  a  decade  or  two  and  not  for 
the  whole  life  of  the  tree. 

In  the  United  States  many  tables  of  growth  are  made  which 
show  the  number  of  years  required  for  a  tree  of  a  specified  size 
or  age  to  grow  i  inch  in  diameter.  This  is  the  same  as  periodic 
growth.  Another  common  method  of  expressing  growth  is  to 
show  the  average  age  of  trees  of  different  sizes,  which  is  a  way 
of  expressing  total  final  growth. 

Growth  may  be  calculated  for  a  certain  year  or  period  in 
the  past  life  of  a  tree,  or  may  be  prophesied  for  a  future  year  or 
period.  For  example,  the  growth  in  diameter  for  the  past  few 
years  may  be  measured  with  the  Pressler  increment  borer.  This 
is  called  reckoning  backward.  The  same  figures  may  be  used 
to  estimate  the  growth  during  a  future  period.  This  is  called 
reckoning  forward. 

In  many  computations  the  relative  rate  of  growth  is  required; 
that  is,  the  ratio  between  the  present  condition  of  a  tree  or  stand 
and  the  growth  occurring  in  the  succeeding  year.  This  is 
expressed  as  growth  percent  and  is  calculated  by  the  ordinary 
simple-interest  formula.  Suppose,  for  example,  the  growth  in 
diameter  to  be  in  question.  Let  Z>=the  diameter  now,  a=the 
growth  expected  next  year,   and  P  =  the  growth  percent,  then 
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In  most  work  periodic  annual  growth  is  used  instead  of  cur- 
rent annual  growth.  The  reason  for  this  is  that  it  is  diflScult 
and  laborious  to  measure  separately  the  growth  of  single  years 
in  the  life  of  a  tree.  It  is  comparatively  easy  to  measure  the 
growth  of  a  period  of  years;  for  example,  a  decade.  In  addition, 
more  satisfactory  results  are  usually  given  by  the  periodic  annual 
growth,  because  the  annual  variations  of  growth  due  to  unusual 
conditions,  such  as  cold  season,  drought,  defoliation  by  insects, 
etc.,  are  more  or  less  eliminated  by  the  averaging. 

In  general  the  current  rate  of  growth  of  trees,  as  well  as  of 
stands,  is  small  in  early  youth;  later  on,  at  a  period  diflFering  with 
different  species  and  under  different  conditions  of  site,  the  rate 
of  growth  increases,  and  then  in  late  life  it  decreases  as  the  life 
energy  of  the  trees  falls  oflF.  This  is  true  of  the  rate  of  growth 
in  diameter,  height,  and  volume.  When  the  current  annual 
growth  of  a  tree  or  stand  is  compared  to  its  mean  annual  growth, 
it  will  be  seen  that  the  latter  is  at  first  the  smaller,  it  increases 
more  slowly,  and  begins  to  fall  off  at  a  later  period.  The  mean 
annual  growth  reaches  its  maximum  at  the  point  when  it  is  equal 
to  the  current  annual  growth.  This  relation  between  the  two 
kinds  of  growth  must  be  considered,  for  the  forester  frequently 
has  occasion  to  determine  both  the  mean  annual  and  current 
annual  growth  of  a  tree  or  stand,  or  to  choose  which  kind  of 
growth  should  be  used  in  a  given  problem. 

143.  Tree  Analyses. — ^The  measurement  of  a  felled  tree  to 
determine  its  growth  is  called  a  tree  analysis.  Tree  analyses 
vary  with  their  purpose,  and  may  include  all  measurements 
required  to  compute  the  growth  in  diameter,  area,  height,  and 
volume,  or  only  a  part  of  them.  A  complete  tree  analysis  com- 
prises the  following  measurements:  Length  of  each  section, 
diameter  inside  and  outside  the  bark  at  each  cross-cut,  the  total 
age,  the  age  and  width  of  the  sapwood,  the  diameter  growth 
at  each  cross-cut,  the  diameter  breast-high,  the  total  height,  the 
clear,  used,  and  merchantable  lengths;  and  a  full  descriptioa 
of  the  trees  is  also  made. 
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If  the  diameter  growth  is  measured  only  at  the  stump,  a 
stump  analysis  is  made.  A  section  analysis  includes  measure- 
ments of  diameter  growth  at  more  than  one  section.  A  partial 
stump  or  section  analysis  is  one  in  which  measurements  of  diam- 
eter growth  include  only  a  part  of  the  rings,  as  when  one  measures 
the  growth  for  the  last  ten  years. 

Only  sound  trees  should  be  selected  for  tree  analysis.  It  is 
not  possible  to  measure  the  annual  growth  accurately  on  a  cross- 
section  which  is  unsound.  Rotten  spots  may  prevent  the  cor- 
rect determination  of  the  age,  and  even  if  the  rings  can  still  be 
distinguished,  often  cause  inaccuracies  on  account  of  the  shrink- 
age of  the  unsound  rings.  Wounds  which  have  been  healed 
over  cause  a  distortion  of  the  rings  and  prevent  a  fair  measure- 
ment of  the  annual  growth.  The  trees  should  be  as  nearly 
straight  and  round  as  possible,  unless  irregularity  of  shape  is 
characteristic  of  the  species  or  group  of  trees  under  investiga- 
tion. Each  tree  should  be  representative  of  its  class.  In  all 
cases  one  should  avoid  the  selection  of  trees  with  abnormal 
crowns,  because  an  abnormal  crown  means  abnormal  growth. 
The  size  of  the  trees  selected  for  measurement  depends  on  the 
specific  problems  under  investigation. 

144.  Preparation  of  a  Felled  Tree  for  Measurement.— Where 
merchantable  trees  are  analyzed,  they  are  cut  into  regular  mer- 
chantable log  lengths,  as  described  on  page  in,  and  the  age 
and  measurements  of  diameter  growth  taken  at  the  stump  and 
at  the  tops  of  the  logs.  If  there  is  a  long  piece  above  the  last 
cut,  it  is  usually  cut  into  lo-foot  lengths  and  the  rings  counted 
and  measiu'ed  at  the  new  cross-sections.  When  second  growth  is 
studied  and  the  trees  are  cut  primarily  for  tree  analysis,  greater 
care  may  be  taken  to  cut  the  stumps  at  an  equal  height  or  to  make 
their  heights  proportional  to  the  diameter.  The  German  cus- 
tom is  to  make  the  stump-height  one-third  of  the  diameter  meas- 
ured at  the  point  where  the  principal  root  swelling  begins.  When 
possible  the  logs  are  made  a  uniform  length,  usually  determined 
by  the  local  market  conditions.    For  example,  if  the  average  log- 
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length  for  the  species  in  question  is  12  feet,  that  length  is 
chosen  for  the  analysis  work.  If,  on  the  other  hand,  ties  are  the 
principal  product,  8  feet  would  be  chosen.  If  pulp  is  to  be  manu- 
factured and  4-foot  bolts  used,  a  multiple  of  four  would  be  taken 
as  the  log-length.  In  some  studies  of  growth  it  is  desirable  to 
use  a  uniform  length  of  log,  but  this  is  not  always  necessary,  as 
will  appear  in  the  discussion  of  special  problems.  The  cross- 
cuts sliould  be  made,  when  possible,  with  a  saw  in  order  to 
obtain  an  even  surface  for  the  measurement  of  the  rings.  The 
cross-cut  should  always  be  brought  to  a  right  angle  to  the  axis 
of  the  tree,  since  diameter  measurements  taken  on  a  slanting 
cross-cut  would  give  too  large  results. 

145.  Determination  of  the  Average  Radius. — After  a  cross- 
section  has  been  made  perfectly  smooth,  so  that  the  rings  can  be 
counted,  the  average  radius  from  the  bark  to  the  pith  is  deter- 
mined. If  all  cross-sections  were  perfect  circles  and  the  pith 
were  exactly  in  the  center,  the  measurement  of  rings  could  be 
taken  at  any  point.  But  this  is  seldom  the  case.  Therefore,  in 
order  to  obtain  a  true  measurement  of  the  diameter  growth,  the 
rings  are  measured  along  an  average  radius.  An  average  radius 
of  a  section  is  equal  to  the  radius  of  a  perfect  circle  whose  area 
is  the  same  as  the  area  of  the  cross-section.  Theoretically  the 
average  radius  should  cut  each  ring  perpendicular  to  a  tangent 
at  that  point,  which  would  be  the  case  if  the  cross-section  were 
a  perfect  circle  and  all  the  concentric  rings  were  perfect  circles. 
This  is  often  not  the  case,  and  even  when  the  cross-section  is  a 
circle,  some  rings  are  irregular  and  the  average  radius  intersects 
them  slightly  at  an  angle.  This  method  gives,  however,  the 
average  width  of  the  rings  very  closely,  and  is  the  only  practical 
way  to  obtain  the  ring  measurements,  which,  all  taken  together, 
exactly  equal  the  average  radius. 

The  average  radius  is  one-half  the  average  diameter.  The 
usual  rule  given  for  obtaining  the  average  diameter  is  to  aver- 
age together  the  longest  and  the  shortest  diameters,  taking  these, 
where  possible,  at  right  angles  to  each  other.    In  this  case  one 
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measures  first  the  longest  diameter  and  takes  the  other  at  right 
angles  to  it.  This  method  works  very  well  where  cross-sections 
are  oblong  or  elliptical,  but  with  lop-sided  cross-sections  or  those 
flattened  on  four  sides  the  best  results  are  obtained  by  measuring 
the  longest  and  shortest  diameters,  even  if  they  are  not  at  right 
angles  to  each  other.  Another  method  is  to  measure  first 
what  appears  to  be  an  average  diameter  and  then  take  the 
second  diameter  at  right  angles  to  it.  The  best  rule  for 
studying  growth  is  to  measure  only  trees  which  are  fairly  reg- 
ular in  form  and  then  to  use  the  first  rule,  namely,  to  average 
together  the  longest  diameter  and  that  taken  at  right  angles 
to  it 

Sometimes  it  is  a  characteristic  of  a  species  to  have  irregu- 
lar stems.  For  example,  red  cedar  often  has  a  very  irregular 
trunk  and  the  periphery  in  cross-section  is  wavy  or  even  scalloped. 
In  this  case  one  measures  several  diameters  which  appear  to  be 
average  and  takes  their  mean. 

The  average  diameter  of  a  cross-section  should  be  taken 
inside  the  bark.  Erroneous  results  are  often  obtained  by  meas- 
uring with  calipers  the  diameter  outside  the  bark  and  then  deduct- 
ing the  width  of  the  bark.  This  is  particularly  true  at  the 
stump,  where  the  bark's  thickness  is  very  uneven  or  so  much 
bruised  that  an  accurate  measurement  of  diameter  cannot  be 
obtained. 

If  a  cross-section  is  irregular  in  shape,  care  must  be  taken  that  the  short- 
est diameter  is  a  true  diameter,  passing  through  the  true  center  (not 
necessarily  the  pith)  of  the  cross-section.  This  can  be  judged  by  the  eye 
or  the  measurement  may  be  made  with  the  calipers  (inside  the  bark),  which 
guarantees  that  the  diameter  lies  between  two  parallel  lines  tangent  to  the 
circumference  of  the  cross-section. 

A  more  accurate  radius  is  obtained  by  determining  first  the  average  diame- 
ter than  by  averaging  together  directly  the  longest  and  shortest  radii.  With 
the  steel  calipers  a  very  quick  method  is  to  place  the  point  of  the  stationary 
arm  on  the  pith,  swing  the  instrument  around  to  the  nearest,  and  then  the 
farthest,  point  of  periphery,  average  the  measurements,  and  then  by  setting 
the  instrument  at  this  average  figure  find  the  average  radius.    The  result 
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on  an  eccentric  cross-section  might,  however,  be  inaccurate,  as  is  dear  from 
the  following  extreme  illustration: 

Suppose  that  a  cross-section  has  the  form  of  an  ellipse,  and  the  pith  is 
located  on  the  axis  of  the  ellipse,  half -way  between  the  center  and  one  end. 
The  average  radius,  determined  with  the  increment  calipers,  would  be  equal 
to  one-half  of  the  major  axis  of  the  ellipse.  It  is  obvious  that  the  area  of 
the  corresponding  circle  would  be  greater  than  that  of  the  ellipse. 

When  the  average  diameter  has  been  determined,  it  is  divided 
by  2  for  the  average  radius.  A  place  on  the  cross-section  is  then 
found  which  measures,  from  the  pith  to  the  bark,  exactly  the 
average  radius,  and  a  line  is  ruled  off  with  a  pencil  at  this  place. 
Then  the  rings  are  counted  and  measured  along  this  average 
radius. 

146.  Instruments  for  Measuring  Diameter  Growth. — ^It  is  cus- 
tomary in  this  country  to  measure  the  width  of  the  annual  rings 
in  inches  and  tenths.  Usually  a  simple  flat  scale  rule  6  or  12 
inches  in  length  is  used.  A  good  rule  is  made  of  boxwood,  with 
edges  covered  with  a  hard  white  composition  resembling  ivory, 
which  strengthens  it  and  makes  the  "graduations  easy  to  read. 
Steel  scale  rules  are  often  used. 

A  capital  instrument  for  measuring  diameter  growth  is  the 
steel  calipers  shown  in  Fig.  46.    This  consists  of  a  beam  of  steel 
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Fig.  46. — Steel  Increment  Calipers. 

or  Other  metal  having  the  usual  graduations  and  furnished  with 
two  arms,  one  of  which  is  fixed,  the  other  movable.  The  fixed 
arm  is  at  one  end  of  the  beam;  the  movable  arm  depends  from 
a  sliding  head  furnished  with  a  set-screw.  The  ends  of  these 
arms  are  not  square,  but  arc  cut  away  at  the  comers  so  as  to 
bring  the  ends  to  a  shaq:)  point,  the  outer  comer  of  the  fixed 
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arm  and  the  inner  comer  of  the  movable  arm  being  thus  cut 
away.  In  measuring  growth-rings,  the  point  of  the  fixed  arm 
is  placed  upon  one  edge  of  the  ring  and  the  movable  point  brought 
to  bear  upon  the  opposite  edge.  In  this  way  the  rings  can  be 
measured,  not  only  with  all  the  accuracy  of  caliper  work,  but 
with  great  rapidity. 

Sometimes  narrow  strips  of  stout  paper  are  laid  on  the  cross- 
section  and  the  widths  of  the  rings  marked  on  them.  They 
are  afterwards  measured  in  the  office  by  a  scale  rule  or  by  the 
increment  calipers  already  described. 

A  number  of  attempts  have  been  made  to  secure  prints  of 
the  annual  rings  of  cross-sections  by  means  of  carbon  paper, 
which  may  be  studied  afterwards  in  the  office.  On  trees  which 
have  a  very  porous  grain  it  is  possible  to  obtain  a  print  of  a 
cross-section  by  placing  a  piece  of  carbon  paper  between  the 
wood  and  a  sheet  of  ordinary  paper,  and  rolling  the  surface  with 
a  rubber  roller.  Better  results  are  obtained  if  the  surface  of 
the  wood  is  washed  with  a  chemical  preparation  which  eats  the 
soft  portion  of  the  annual  rings,  but  does  not  affect  the  dense  wood. 
The  method  is  impractical,  because  it  is  not  possible  in  the 
woods  to  make  a  cross-section  of  a  tree  smooth  enough  to 
secure  a  perfect  print  which  will  include  all  the  rings.  The 
method  is,  however,  admirable  to  secure  prints  of  sections 
of  wood  desired  for  special  illustration,  as  for  a  publication, 
when  time  can  be  taken  to  prepare  perfect  specimens  in  the 
office. 

147.  Counting  the  Annual  Rings  from  the  Pith  Outward.— 
Whether  the  rings  should  be  counted  from  the  bark  inward  or 
from  the  pith  outward  depends  upon  the  character  of  the  investi- 
gation. When  the  forester  wishes  to  determine  merely  the 
average  rate  of  growth  in  diameter,  but  does  not  intend  to  study 
the  growth  in  volume,  the  simplest  method  is  to  begin  at  the 
pith  and  count  outward,  marking  each  tenth  ring.  He  then 
lays  his  ruler  along  the  pencil  line  and  first  measures  the 
distance   from  the   pith    to  the  first  ten-year  mark,  then  from 
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the  pith  to  the  second  ten-year  mark,  then  from  the  pith  to 
the  third  ten-year  mark,  and  so  on;  and  finally  from  the  pith 
to  the  bark.  The  last  measurement  must  correspond  to  the 
average  radius.  If  each  of  these  measurements  is  multiplied  by 
2,  the  results  are  the  diameters  at  10,  20,  30  years  of  age,  and 
soon. 

148.  Counting  the  Rings  from  Bark  toward  Pith. — ^In  most 
investigations  the  rings  on  a  cross-section  are  not  counted  from 
the  pith  outward,  as  just  described,  but,  beginning  at  the  bark, 
are  counted  inward.  The  reason  for  this  is  that  the  forester 
generally  uses  the  measurements  for  volume  growth,  as  well  as 
for  diameter  growth,  and  wishes  to  determine  the  dimensions 
(and  from  these  the  volume)  of  the  tree  as  it  now  is,  as  it  was 
10  years  ago,  20  years  ago,  30  years  ago,  etc.  The  dimensions 
10  years  ago  may  best  be  determined  by  deducting  from  the 
diameters  at  different  cross-sections  the  diameter  growth  at 
those  sections  for  the  last  10  years.  Accordingly  the  rings  at 
the  different  sections  are  counted  along  the  average  radius 
beginning  with  the  bark  and  proceeding  toward  the  center, 
each  tenth  ring  being  marked  to  facilitate  the  measurement  by 
decades. 

Fig.  47  shows  the  theoretical  cross-section  of  a  log  49  years 
old.  The  rings  are  counted  on  a  chosen  radius,  beginning 
with  the  periphery  and  working  inward,  and  each  tenth  ring  is 
marked.  Between  the  pith  and  the  inside  mark  there  are  nine 
rings. 

When  the  rings  have  been  counted,  the  following  measure- 
ments are  taken  on  the  average  radius: 

First,  distance  from  pith  to  inside  decade  mark,  i  in  Fig.  47. 

Second,  distance  from  pith  to  second  mark,  2. 

Third,  distance  from  pith  to  third  mark,  3. 

Fourth,  distance  from  pith  to  fourth  mark,  4,  and  finally, 
distance  from  pith  to  periphery,  which  is  the  average  radius. 

These  figures  of  growth  are  usually  entered  in  a  special  form. 
The  form  used  by  the  U.  S.  Forest  Service  is  shown  on  page  264.    It 
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will  be  noticed  that  there  is  space  for  the  measurement  of  diam- 
eter growth  at  10  cross- sections  and  that  the  form  may  be  used 
for  trees  up  to  300  years  of  age. 

Usually  an  accurate  tree  description  accompanies  each  tree 


Fig.  47. 

analysis.  This  tree  description  should  include  the  tree  class, 
the  form  of  crown  (preferably  by  a  sketch),  the  length  and  width 
of  crown,  the  clear  length,  merchantable  length,  health,  and 
form  of  bole.  It  is  customary  also  to  make  a  forest  description, 
especially  where  the  trees  occur  in  different  types  of  forest  and 
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in  sites  of  different  quality.  These  descriptions  assist  in  the 
classification  and  grouping  of  the  different  tree  analyses  and 
explain  any  peculiarities  of  growth.  A  full  description  of  the 
site  and  the  stand  should  include  the  situation,  absolute  and 
relative  altitude,  slope  and  aspect,  rock,  soil,  humus,  litter,  brush 
and  herbaceous  growth,  reproduction,  forest  type,  form  of  stand, 
size  and  age  of  trees,  trees  in  mixture,  density,  quality  of  site, 
silvical  condition,  merchantable  condition  and  estimated  yield 
per  acre.  In  some  studies  of  the  growth  of  individual  trees, 
however,  a  full  forest  description  is  unnecessary;  or  if  one  were 
measuring  a  large  number  of  trees  in  one  place,  it  would  be  neces- 
sary to  make  only  one  forest  description  to  cover  all  of  the  trees 
in  the  stand. 

149.  Investigations  of  Diameter  Growth. — ^The  purposes  of 
the  study  of  diameter  growth  may  be: 

1.  To  determine  at  what  age  a  given  species  under  given 
conditions  will  become  merchantable. 

2.  To  compare  the  rates  of  growth  of  two  species,  or  of  the 
same  species  under  different  conditions. 

3.  To  illustrate  the  results  of  certain  kinds  of  treatment. 

4.  To  serve  as  a  step  in  the  determination  of  volume  growth. 
It  is  seldom  that  the  specific  objects  of  an  investigation  can 

be  accomplished  by  the  measurement  of  trees  selected  in  a  hap- 
hazard fashion.  Thus  some  foresters  make  a  practice  of  measur- 
ing the  growth  on  stumps  whenever  an  occasion  is  offered.  A 
miscellaneous  lot  of  such  measurements  would  have  little  value 
for  statistical  purposes,  though  they  assist  the  forester  him- 
self to  a  better  knowledge  of  the  life  of  the  tree  and  are  of  value 
in  estimating  growth  in  the  absence  of  more  elaborate  data. 
General  growth  studies,  which  aim  to  give  the  average  re- 
sults of  trees  growing  under  a  number  of  different  conditions, 
are  not  valuable  for  practical  work.  Therefore  the  data  for 
diameter  growth  should  be  collected  according  to  a  definite  plan, 
and  with  the  proposed  uses  of  the  results  of  the  investigation 
constantly  in  mind. 
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Almost  every  question  of  diameter  growth  can  be  better 
answered  by  a  study  of  volume  growth.  But  investigations  of 
volume  growth  are  very  slow  and  expensive  compared  to  those 
of  diameter  growtli;  so  that  when  possible  the  latter  have  been 
used  in  this  country. 

150.  Determinatioii  of  Diameter  Growth. — By  growth  of  a 
tree  in  diameter  or  sectional  area  is  meant  the  growth  at  breast- 
height  or  at  the  stump.  The  most  useful  tables  of  diameter 
growth  show  the  rate  of  growth  at  breast-height  outside  the  bark. 
These  tables  are  the  most  useful  because  standing  trees  are 
measured  and  classified  by  the  diameters  at  breast-height  As  a 
rule,  however,  measurements  of  growth  cannot  be  taken  at  breast- 
height  because  such  a  high  cut  wastes  valuable  timber.  There- 
fore the  diameter  growth  inside  the  bark  on  the  stump  is  first 
determined,  and  the  diameters  outside  the  bark  at  different 
ages  are  estimated  by  a  study  of  the  average  ratio  between  the 
stump  diameter  inside  the  bark  and  that  at  breast-height  outside 
the  bark,  obtained  from  a  large  number  of  trees  of  different 
sizes.  The  average  rate  of  growth  in  diameter  of  a  number  of 
trees  is  obtained  by  means  of  a  diameter  curve.  The  diameter 
measurements  of  each  tree  are  first  plotted  on  cross-section 
paper,  on  whose  horizontal  lines  are  laid  off  the  ages  and  on  the 
vertical  lines,  the  diameters.  Suppose  tliat  there  are  53  rings  and 
that  they  have  been  counted  from  the  bark  inward.  One  enters 
first  the  growth  of  the  innermost  three  years;  that  is,  twice  the  dis- 
tance from  the  pith  to  the  inside  decade  mark;  then  the  diam- 
eter growth  for  13  years,  then  for  23,  33,  43,  and  53  years,  the 
last  being  the  average  diameter  of  the  tree.  An  average  curve  is 
drawn  through  the  points  and  from  this  curve  a  table  is  con- 
structed showing  the  average  diameter  of  the  trees  at  10,  20,  30, 
40,  and  50  years  of  age. 

The  results  from  the  curve  show  the  average  diameter  of  the 
trees  at  different  ages  inside  tite  bark  at  the  stump.  But  when 
one  wishes  to  know  the  diameter  of  a  tree  at  a  specified  age,  it 
is  the  diameter  at  breast-height  outside  the  bark,  and  not  that  ^t 
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the  stump  inside  the  bark.  To  be  sure,  tables  of  growth  at  the 
stump  for  diflFerent  species  show  comparative  rates  of  growth 
very  well.  It  should  be  borne  in  mind,  however,  that  the  rate 
of  growth  at  the  stump  is  greater  and  is  less  uniform  than  at 
breast-height. 

The  breast-height  diameters  of  the  trees  at  different  ages  are 
determined  in  the  following  way:  The  difference,  in  inches,  be- 
tween the  diameter  of  each  tree  at  breast-height,  outside  bark, 
and  its  stump  diameter,  inside  bark,  is  calculated;  then  the 
trees  are  grouped  by  diameters  inside  the  bark  at  the  stump; 
and  for  each  inch  class  the  average  difference  between  stump 
and  breast-height  diameters  is  computed  and  arranged  in  a  table 
like  the  following: 


Diam.  inside  bark  at  stump,  inches.   . 

s 

6 

7 

8 

etc. 

Difference  between  diam.  inside  bark 
at    stump    and    outside    bark  at 

Hn^fljsl.hpiflrht    inrhfts 

O.I 

0.2 

0.3 

0.^   . 

etc. 

These  figures  may  then  be  applied  to  the  stump  diameter 
curve  as  reducing  factors  to  construct  a  breast-height  diameter 
curve.  Thus  one  finds  where  the  5-inch  ordinate  intersects  the 
stump  curve  and  makes  a  mark  on  this  ordinate  o.i  inch  below 
the  curve;  then  makes  a  mark  on  the  6-inch  ordinate  0.2  inch 
below  the  curve,  and  so  on.  These  new  points  are  joined  by  a 
curve  which  represents  the  growth  at  breast-height  as  nearly  as 
it  is  possible  to  determine  it  without  actually  measuring  the 
rings  of  the  trees  at  that  point* 

*  Some  may  object  to  this  method  on  the  ground  that  the  average  difler- 
ence  between  the  stump  and  breast- height  diameters  is  determined  tor  trees 
of  different  sizes  without  regard  to  age.  It  would,  of  course,  be  possible  to 
first  ascertain  from  the  stump  curve  the  average  age  of  the  5-inch  trees 
and  then  use  only  5  inch  trees  of  that  age  to  determine  the  difference  between 
the  stump  and  breast-height  diameters;  and  in  the  same  way  use  trees  of 
specified  ages  to  determine  the  reducing  factor  for  the  other  diameters. 
The  author  does  not  know  of  any  investigation  having  been  carried  out  in 
this  way. 
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If  the  rings  are  counted  and  measured  at  breast-height,  a 
diameter  growth  curve  is  made,  just  as  was  described  for  the 
growth  on  the  stump.  This  curve  shows  the  rate  of  growth 
inside  the  bark  at  breast-height,  and  to  be  really  useful  must  be 
corrected  to  show  the  diameters  at  different  ages  outside  the 
bark.  To  accomplish  this,  it  is  necessary  to  measure  the  width 
of  the  bark,  at  breast-height,  of  trees  of  different  sizes  and  ages. 
Thus  one  would  determine  from  the  diameter  curve  the  age  of 
6-inch  trees  and  then  measure  on  a  number  of  trees  of  approxi- 
mately that  size  and  age  the  thickness  of  bark  at  breast-height, 
and  do  the  same  for  the  other  sizes.  The  average  bark  thick- 
nesses may  then  be  applied  to  correct  the  first  curve,  and  a  new 
curve  may  be  drawn  showing  the  diameter  growth  at  breast- 
height  outside  the  bark. 

151.  Separate  Studies  Made  for  Trees  Growing  under  Differ- 
ent Conditions. — The  rate  of  diameter  growth  of  trees  varies  so 
greatly  that  a  study  of  average  growth  under  a  great  variety  of 
conditions  has  little  practical  value.  Almost  every  practical 
question  of  growth  has  to  do  with  a  particular  set  of  conditions, 
for  which  a  separate  table  of  growth  must  be  made.  In  the 
first  place  it  is  necessary  to  distinguish  between  trees  grown  in 
even-aged  and  uneven-aged  stands.  Usually  separate  growth 
tables  also  have  to  be  made  for  different  forest  types  and  for  differ- 
ent soil  classes,  and  sometimes  separate  tables  of  diameter  growth 
should  be  made  for  stands  of  different  density,  as,  for  example, 
for  dense,  interrupted,  and  open  stands. 

The  most  important  problems  are  discussed  in  the  succeeding 
pages. 

152.  The  Study  of  Diameter  Growth  in  Even-aged  Stands. — 
One  of  our  important  problems  is  to  determine  the  rate  of  growth 
in  diameter  of  trees  growing  in  even-aged  stands.  Even-aged, 
or  approximately  even-aged,  stands  are  very  common  in  many 
sections,  occurring  usually  where  the  land  has  been  cleared  by 
cutting,  windfall,  or  fire.  Conspicuous  examples  of  even-aged 
stands  are:  The  bulk  of  sprout  stands;  birch,  poplar,  and  other 
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second  growth  on  extensive  bums  in  northern  New  England; 
spruce  in  old  pastures,  on  burns,  and  on  areas  cleared  by  wind- 
fall; white  pine  on  bums  and  abandoned  land;  second-growth 
white  cedar  (chamaecyparis)  near  the  coast;  pitch,  short-leaf,- 
loblolly,,  Virginia  pine,  and  practically  all  other  pines  in  the 
Central  and  Southern  States,  coming  up  as  second  growth  on 
abandoned  fields  and  bumed  land;  white,  jack,  and  red  pine  " 
in  the  Lake  States  on  old  clearings  and  bums;  lodge  pole  pine, 
yeUow  pine,  red  fir,  and  many  other  conifers,  which  follow 
fires  or  occupy  clearings  in  the  far  West  In  other  words, 
an  important  part  of  the  second  growth  of  the  whole  country 
is  in  the  form  of  practically  even-aged  stands.  Inasmuch 
as  all  plantations  and  all  clean-cutting  systems  of  natural 
reproduction  furnish  even-aged  stands,  the  study  of  growth 
of  trees  in  this  character  of  forest  requires  special  considera- 
tion. 

Generally  the  average  diameter  growth  of  even-aged  stands 
is  sought  to  answer  such  questions  as:  What  are  the  mean 
and  current  rates  of  diameter  growth  at  different  ages?  How  long 
does  it  take  on  an  average  to  produce  a  merchantable  crop? 
How  soon  will  a  specified  young  stand  become  merchantable? 
Such  a  study  must,  however,  presuppose  a  certain  method  of 
management,  particularly  in  the  matter  of  making  improvement 
thinnings.  If  the  purpose  is  to  show  the  rate  of  growth  of 
even-aged  stands  in  which  improvement  thinnings  are  not  made, 
then  one  takes  the  measurements  of  growth  in  volunteer  stands, 
which  represent,  as  nearly  as  one  can  judge,  the  conditions  which 
will  obtain  where  the  figures  of  growth  are  to  be  applied.  Sup- 
pose, for  example,  that  an  investigation  is  made  of  diameter 
growth  in  second-growth  sprout  stands.  Usually  separate  tables 
of  growth  are  made  for  different  forest  types.  One  would  select 
the  trees  for  analysis  in  a  given  forest  type  in  stands  which  repre- 
sent the  average  prevailing  conditions  in  that  type.  The  resulting 
tables  of  growth  may  be  applied  to  similar  land  where  presumably 
the  trees  will  grow  as  on  the  area  studied.    After  locating  repre- 
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sentative  stands,  the  trees  are  selected  for  tree  analysis,  with  due 
regard  to  their  form  and  health,  as  explained  on  page  257,  and 
also  with  regard  to  proper  size. 

Several  methods  of  determining  the  size  of  the  trees  to  be 
analyzed  are  distinguished: 

{a)  By  the  Analysis  0}  all  Trees  on  Selected  Plots. — By  this 
plan  selected  sample  plots  are  laid  off  and  all  the  trees  on  them 
analyzed  and  the  measurements  of  their  growth  averaged  together. 
Generally  only  such  trees  are  included  as  will  probably  reach 
merchantable  size;  the  owner  is  not  so  much  interested  in  the 
trees  which  die  through  suppression.  The  best  way  is  to  use 
for  tlie  study  stands  wliich  already  are  of  merchantable  size,  and 
not  to  include  for  analysis  any  suppressed  trees.  This  method 
is  practicable  in  forests  where  timber  is  being  clear-cut,  as 
in  sprout  forests.  It  is  a  simple  matter  to  follow  the  choppers 
and  analyze  the  trees  before  they  are  removed.  Several  plots 
judiciously  located  in  each  forest  type  would  yield  enough  mate- 
rial for  most  practical  purposes. 

If  stands  are  used  which  have  not  reached  merchantable 
size,  only  such  trees  should  be  analyzed  as  later  will  probably 
become  mercliantable. 

(b)  By  the  Atmlysis  oj  Average  Trees. — In  this  method  one 
lays  off  sample  i)lots,  as  in  the  preceding  method,  then  calipers 
the  standing  trees  on  each  plot  and  determines  the  diameter 
of  the  average  tree.  A  number  of  trees  of  average  diameter  on 
each  plot  are  measured  for  growth.  The  measurements  of  all 
trees  analyzed  in  a  single  forest  type  are  then  averaged  together. 
This  meth(xl  gives  fairly  good  results  when  average  trees  from 
merchantable  stands  alone  are  used.  The  resulting  tables  show 
tlie  average  rate  of  growth  of  the  trees  which  reach  maturity, 
without  regard  to  the  growth  of  the  trees  which  die  before  the 
stand  is  mature.  In  this  connection  it  must  be  borne  in  mind 
that  an  average  tree  in  a  mature  stand  has  not  always  been 
the  average  tree.  A  tree  wliich  at  60  years  of  age  has  an  aver- 
age  diameter   will    not    necessarily   have    an    average    diameter 
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when  the  stand  is  80  years  of  age.  In  any  even-aged  stand 
changes  are  constantly  taking  place,  one  of  the  most  important 
being  the  reduction  in  the  total  number  of  trees  and  in  the  num- 
ber constituting  the  dominant  crop.  If  a  stand  is  measured 
at  30  years  and  again  20  years  later,  it  will  be  found  that  a  large 
number  of  trees  have  died  and  that  the  tree  which  repre- 
sented the  average  at  30  years  is  below  the  average  at  50 
years,  because  some  of  the  trees  which  were  used  in  deter- 
mining the  average  diameter  at  30  years  have  died  within 
the  period.  The  trees  which  died  were  naturally  among  the 
smallest  and  their  absence  proportionately  increases  the  average 
diameter  when  the  stand  is  50  years  of  age.  The  growth 
of  average  trees  in  a  merchantable  stand  represents  fairly  well 
the  average  growth  of  the  trees  which  are  standing  at  the 
present  time. 

(c)  By  the  Average  Diameters  of  Stammig  Trees. — One  of  the 
objects  in  the  study  of  diameter  growth  is  to  determine  for  differ- 
ent ages  the  diameter  of  the  average  tree  whose  volume,  mul- 
tiphed  by  the  total  number  of  trees  in  the  stand,  will  give  the 
volume  of  the  stand.  When  this  object  is  to  be  attained  the 
method  just  described  is  not  strictly  applicable,  because  it  gives 
for  different  ages  only  the  average  diameter  of  the  trees  which 
reach  maturity,  not  the  average  diameter  of  all  the  trees  in  the 
stand.  The  simplest  method  is  to  compare  the  diameters  of 
average  trees  in  stands  of  different  ages  without  making  any 
tree  analyses  at  all.  In  this  method  sample  plots  are  taken  in 
even-aged  stands  of  different  ages,  as,  for  example,  stands  about 
20  years  old,  30  years  old,  40  years  old,  and  so  on,  up  to  maturity. 
The  diameter  of  the  average  tree  and  the  average  age  of  each 
stand  -are  obtained.  These  figures  are  then  compared  and 
averaged  by  a  diameter  curve  based  on  age  in  the  following 
manner:  On  a  sheet  of  cross-section  paper,  whose  horizontal 
lines  represent  years  and  whose  vertical  lines  represent  diameters, 
are  plotted  the  average  diameters  for  stands  of  different  ages. 
An  average  curve  is  then  drawn  through  the  different  points. 
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From  this  curve  is  obtained  a  table  giving  the  diameter  of  the 
average  tree  of  stands  at  different  even  decades. 

The  advantage  of  this  method  is  that  it  gives  results  directly 
in  terms  of  the  breast-height  diameter,  and  thus  answers  one 
of  the  practical  questions  of  the  study  of  diameter  growth. 
Measuring  one  hundred  plots  in  each  forest  type  gives  excellent 
results. 

{d)  By  Averaging  Together  Selected  Trees  of  Different  Sizes.— A 
common  method  of  selecting  trees  in  even-aged  stands  is  to  fol- 
low the  choppers,  taking  the  trees  just  as  they  come.  No  plots 
are  taken  and  there  is  no  rule  regarding  the  size  of  the 
trees  measured,  except  that  the  forester  sees  to  it  that  the 
different  sizes  are  well  represented.  If  enough  trees  are  used, 
a  very  good  average  result  is  obtained.  A  thorough  investi- 
gation would  ordinarily  include  at  least  loo  trees  in  each 
forest  type. 

153.  The  Study  of  Marimnm  Diameter  Growth  in  Even^^ 
aged  Stands. — ^The  methods  just  described  permit  the  deter- 
mination of  the  average  rate  of  growth  in  diameter  in  volunteer 
stands  which  are  not  thinned.  It  is  a  well-known  fact  that  judi 
cious  thinning  of  a  forest  increases  the  rate  of  growth.  The 
maximum  rate  of  growth  compatible  with  good  form  of  bole 
and  quality  of  wood  is  obtained  by  thinning  stands  when  young 
and  repeating  the  thinnings  at  intervals  throughout  life.  It  is 
of  importance  to  determine  the  rate  of  growth  of  stands  in  which 
thinnings  are  begun  at  the  proper  time  and  repeated  at  proper 
intervals.  Of  course  this  question  may  best  be  solved  by  the 
use  of  data  collected  in  stands  which  have  been  under  manage- 
ment throughout  life.  But  in  America  very  few  stands  of  this 
character  exist.  Therefore  the  growth  of  systematically  thinned 
stands  must  be  determined  by  studying  individual  trees  which 
have  had  favorable  conditions  of  light  and  growing  space  such 
as  are  furnished  by  thinnings.  It  is  fair  to  assume  that  by  thin- 
nings all  of  the  dominant  trees  in  a  given  stand  can  be  made  to 
grow  as  rapidly  as  the  fastest  growing  dominant  trees  in  an 


Digitized  by 


Google 


THE  CROIVTH  OF  TREES  AND  STANDS.  273 

unthinned  stand,  the  qualities  of  site  being  equal.  Reference  is 
here  made  to  normal  maximum  trees,  and  not  to  occasional 
stragglers  with  wide  crowns  and  large  rough  trunks.  The  object 
of  forestry  is  not  to  produce  rough  trees,  but  rather  trees  with 
full,  vigorous  crowns  and  trunks  which  will  yield  satisfactory 
timber.  On  the  principle,  then,  that  by  thinnings  one  can  make 
the  majority  of  trees  grow  as  fast  as  the  best  found  in  an  unthinned 
stand,  the  largest  trees  which  have  satisfactory  stems  are  selected 
for  analysis.  Thus,  in  a  sprout  chestnut  stand  one  would  usually 
select  for  measurement  about  ten  of  the  largest  trees  (not  in- 
cluding abnormally  developed  trees).  In  this  way  a  large  num- 
ber of  maximum  trees  are  measured;  and  their  growth  meas- 
urements, when  averaged  together,  represent  the  average  rate 
of  growth  of  the  trees  which  reach  merchantable  size  in  a  sys- 
tematically thinned  forest.  The  trees  which  die  or  are  removed 
by  the  thinnings  are  not  considered.  The  determination  of 
the  possible  number  of  such  trees  per  acre,  which  could  be 
produced,  under  certain  methods  of  treatment,  is  described  in 
section  194. 

If  the  trees  are  selected,  as  described  under  (a)  or  {d)  of  the 
previous  section,  the  maximum  rate  of  growth  may  be  deter- 
mined by  means  of  a  maximum  diameter  curve.  Suppose  that 
the  growth  measurements  were  all  plotted  on  cross-section  paper, 
then  a  curve  is  drawn  through  the  highest  diameter  points.  If 
some  points  are  exceptionally  high,  and  evidendy  represent 
abnormal  growth,  they  are  excluded.  The  curve  forms  an  upper 
boundary  of  the  main  body  of  points  and  represents  the  average 
maximum  growth. 

154.  The  Measurement  of  the  Minimum  Diameter  Growth. — 
It  is  frequently  desired  to  know  what  the  diameter  of  the  small- 
est trees  will  be  at  different  ages,  and  especially  at  maturity. 
Suppose,  for  example,  a  study  of  growth  shows  that  the  average 
trees  in  an  even-aged  stand  of  oak  sprouts  will  reach  merchanta- 
ble size  at  50  years  of  age,  what  will  be  the  size  of  the  small- 
est trees  at  that  age  and  how  soon  will  they  be  merchantable? 
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The  minimum  diameter  growth  may  be  determined  by  drawing 
a  minimum  curve  in  the  same  way  as  the  maximum  curve;  that 
is,  a  curve  is  constructed  through  the  lowest  points  represented 
on  the  cross-section  paper,  taking  care  that  no  abnormally  low 
values  influence  its  shape  and  direction.  A  good  way  to  deter- 
mine the  minimum  rate  of  growth  in  a  thinned  forest  is  to  con- 
struct a  minimum  curve  for  a  group  of  maximum  trees  selected 
from  an  unthinned  stand  in  the  manner  described  in  the  previous 
section. 

155.  Stimulated  Growth  after  Thinning. — ^It  has  already 
been  explained,  on  page  272,  how  to  determine  the  growth  of 
even-aged  stands  in  which  the  thinnings  are  begun  at  the  proper 
time  and  repeated  at  proper  intervals.  Suppose,  however,  that 
the  thinnings  are  not  begun  at  the  proper  time,  but  still  it  is 
desired  to  know  what  the  rate  of  growth  will  be  after  the  thin- 
nings. Thus,  for  example,  a  volunteer  even-aged  stand  of 
white  pine  may  be  thinned  for  the  first  time  when  30  years 
old.  How  will  the  average  rate  of  growth  in  diameter  after 
thinning  compare  with  that  which  would  have  taken  place 
under  ordinary  treatment?  Thi^  question  is  difficult  to  answer 
because  it  is  very  difficult  to  find  stands  of  diflerent  ages 
which  have  been  properly  thinned.  In  the  absence  of  such 
stands  the  author  recommends  the  following  method  to  be 
used  until  the  growth  after  thinnings  can  be  determined  em- 
pirically. 

While  it  is  often  not  possible  to  find  a  whole  stand  which 
has  been  thinned  properly,  small  patches  occur  which  by  acci- 
dent have  been  given  exactly  the  right  treatment.  Thus  it  is 
possible  to  find  tnrifty  trees  about  which  poor  individuak  have 
been  removed  and  which  have  been  given  the  benefit  of  just 
the  right  amount  of  light  for  their  best  development.  Such  trees 
are  analyzed  to  determine  their  rate  of  growth.  The  analyses 
are  then  grouped  on  the  basis  of  diameter  and  age,  and  the  aver- 
age growth  of  trees  30  years  old  and  10  inches,  11  inches,  12 
inches,  etc.,  in  diameter,  is  computed.    In  the  same  way  one 
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determines  the  growth  of  the  40-year-old  trees  of  different  diam- 
eters, and  that  of  other  ages.  These  figures  are  then  applied 
to  correct  the  tables  of  average  diameter  growth.  Thus  if  the 
lo-inch  trees  in  the  above-mentioned  30-year-old  white  pine 
stand  were  growing  at  a  rate  of  2  inches  in  10  years,  and  the 
study  of  stimulated  increment  showed  an  increase  of  50  percent 
by  thinnings,  then  one  may  count  on  3  inches  in  the  ne:(t 
decade. 

It  may  then  be  assumed  that  after  a  decade  the  trees  will 
grow  at  the  rate  of  the  40-year-old  trees  and  a  decade  later  at 
the  rate  of  50-year-old  trees,  etc.,  presupposing,  of  course,  that 
thinnings  are  repeated  whenever  desirable.  In  studying  increased 
growth  after  thinnings  it  is  desirable  to  select  for  analysis  trees 
from  stands  where  thinnings  have  been  made  at  least  5  to  10 
years  before,  for  several  years  are  usually  required  by  the  tree 
to  adjust  itself  to  the  new  conditions,  and  the  growth  of  the 
first  year  or  two  after  thinning  may  not  represent  the  normal 
increase.  It  is  also  desirable  to  take  the  measurements  at  breast- 
height  because  the  increase  of  growth  at  the  stump  is  greater 
than  at  breast-height. 

156.  Rate  of  Growth  in  Uneven-aged  Stands. — ^The  condi- 
tions for  growth  in  uneven-aged  stands  are  much  less  uniform 
than  in  even-aged  stands.  In  many-aged  forests  the  rate  of 
growth  of  the  different  individuals  of  the  same  species  varies  so 
much  that  usually  no  attempt  is  made  to  average  their  growth 
at  different  ages.  Sometimes,  however,  studies  are  made  of  the 
average  mean  annual  growth  of  such  trees  at  maturity,  as  ex- 
plained in  the  next  section. 

Frequently  the  average  rate  of  growth  is  determined  for 
special  classes  of  trees  growing  in  uneven-aged  stands.  Thus 
one  might  wish  to  determine  the  average  diameter  growth  of  the 
advance  trees  of  a  certain  species  growing  upon  abandoned 
fields,  as,  for  example,  the  chestnut  trees  which  first  come  in  on 
open  fields  and  develop  large  crowns  and  short  trunks.  Special 
groups  might  be  made  of  red  cedar  growing  in  the  open,  red 
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cedar  growing  in  crowded  pure  stands,  and  red  cedar  starting 
in  the  open  and  later  being  overtopped;  of  hemlock  growing 
under  pine;  tamarack  growing  over  balsam  and  spruce;  white 
pine  among  spruce,  hemlock,  and  balsam.  A  great  number  of 
illustrations  could  be  given  of  special  classes  of  trees  which  would 
naturally  be  grouped  together  for  diameter  growth. 

Such  investigations  are  made  whenever  some  practical  question 
regarding  the  growth  of  a  particular  class  of  trees  has  to  be 
answered.  The  selection  of  the  trees  •  for  tree  analysis  is  not 
difficult  if  the  purpose  of  the  study  and  the  principle  of  classi- 
fication of  the  trees  is  understood  in  advance. 

The  method  of  studying  diameter  growth  most  commonly 
used  in  uneven-aged  stands  is  to  compare  and  average  the 
current  rate  of  growth  of  trees  of  different  diameters  without 
regard  to  their  ages.  This  method  of  study  is  described  on 
page  278. 

157.  Determination  of  the  Mean  Annual  Growth  of  Trees  in 
Uneven-aged  Stands. — It  was  explained  in  the  preceding  section 
that  trees  in  many-aged  stands  grow  under  such  variable  con- 
ditions that  a  comparison  of  their  growth  at  different  ages  has 
no  practical  value.  It  is  often  desirable  to  determine  how  long, 
on  an  average,  it  takes  certain  species  growing  in  certain  forest 
types  to  reach  maturity  or  merchantable  size.  Suppose  that, 
in  the  work  of  organizing  a  certain  forest  which  is  managed  on 
the  selection  system,  it  has  been  decided  to  cut  the  trees  to  an 
average  diameter  limit  of  12  inches.  It  is  of  interest  to  know 
what  rotation  this  diameter  limit  represents.  Therefore  one 
determines  how  long  it  takes,  on  an  average,  in  the  forest  under 
examination,  for  the  given  species  to  reach  12  inches.  This  is 
done  by  measuring  a  large  number  of  12-inch  trees  and  counting 
the  annual  rings  at  the  base.  The  average  age  of  the  12-inch 
trees  represents  the  rotation  on  which  the  forest  is  being  managed. 
In  many-aged  forests  it  is  customary  to  use  size  classes  rather 
than  age  classes,  since  the  former  roughly  correspond  to  the  latter. 
Suppose,  for  example,  that  1 2  inches  is  established  as  a  diameter 
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limit,  and  for  the  particular  purposes  of  organization  it  is  desirable 
to  use  3-inch  size  classes.  If  the  average  age  of  12 -inch  trees  were 
too  years,  then  each  size  class  roughly  corresponds  to  an  age  class 
of  25  years. 

It  is  customary  in  many  investigations  in  uneven-aged  stands 
to  make  tables  showing  the  average  age  of  trees  of  different  diam- 
eters. Sometimes  these  tables  are  used  to  indicate  the  current 
rate  of  growth  in  diameter.  More  satisfactory  results,  however, 
are  obtained  from  tables  based  on  the  measurement  of  the  growth 
for  the  last  10  years,  such  as  are  described  in  the  succeeding 
sections. 

158.  Prediction  of  Growth  for  Short  Periods.— There  are  two 
methods  of  determining  the  probable  growth  of  a  tree  for  the 
immediate  future:  first,  by  measuring  its  recent  growth  with  an 
increment  borer,  and,  second,  by  the  use  of  tables  showing  the 
average  rate  of  growth  of  trees  of  the  same  size  imder  similar 
conditions. 

It  may  be  assimied  that  a  tree  will  grow  in  the  immediate 
future  at  the  same  rate  as  during  the  last  year,  or  as  the  average 
during  the  last  5  or  10  years.  This  assumption  is  not  absolutely 
correct,  because  the  growth  may  be  decreasing  from  year  to  year, 
in  which  case  the  estimate  of  growth  would  be  too  large.  In  the 
same  way  the  result  would  be  too  small  if  the  annual  growth 
were  increasing.  As  a  rule,  however,  the  prediction  of  growth 
is  made  at  a  period  in  a  tree's  life  when  the  rate  of  growth  is 
not  changing  rapidly  from  year  to  year.  For  all  practical  pur- 
px)ses,  therefore,  the  recent  growth  may  be  used  to  predict 
the  future  growth  for  a  short  period,  as,  for  example,  a 
decade. 

The  measurements  of  growth  for  the  last  5  or  10  years  are 
taken  with  an  increment  borer,  at  breast-height.  It  is,  of  course, 
impossible  to  determine  exactly  where  the  average  radius  is, 
so  that  the  measurement  of  growth  is  not  so  acciurate  as  if  it 
were  taken  on  a  cross-section.  For  this  reason,  therefore,  one 
should  select  trees  which  are  round.    If  perfectly  round  trees 
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cannot  be  used,  two  borings  should  be  taken  from  a  single  tree. 
These  may  be  in  line  with  the  longest  and  shortest  axes,  or  at 
points  where  the  growtli  is  probably  about  average.  Three  or 
four  borings  from  the  same  tree  will,  of  course,  give  better  results 
than  only  one  or  two  borings. 

The  measurements  of  the  borings  should  always  be  taken 
immediately  after  their  extraction  from  the  tree.  One  should 
not  hold  borings  for  measurement  later  in  the  office,  because  of 
the  shrinkage  by  drying.  One  objection  often  advanced  to  the 
use  of  the  increment  borer  is  that  the  rings  are  apt  to  be  some- 
what jammed  together,  particularly  with  soft  wood.  With  a 
good  instrument  skilfully  handled  this  objection  is  not  serious. 

A.  second  method  of  predicting  the  growth  of  a  tree  is  by 
the  use  of  tables  of  growth  of  trees  of  different  diameters.  These 
tables  and  their  use  are  described  in  the  succeeding  section. 

159.  Tables  of  Growth  of  Trees  of  Different  Diameters.— 
Many  practical  investigations  require  the  current  rate  of  growth 
of  trees  of  certain  diameters,  but  do  not  require  the  age  of  the 
trees.  Thus,  in  many  of  our  irregular  forests,  it  is  customary 
to  cut  the  large  trees  and  leave  the  small  ones.  If  it  is  known  how 
fast  these  small  trees  grow,  the  owner  can  tell  how  soon  he  can 
return  for  a  second  crop. 

To  meet  these  conditions  tables  are  constructed  to  show  the 
rate  of  growth  of  trees  of  different  sizes,  instead  of  the  rate  of 
growth  of  trees  of  diflferent  ages,  as  described  in  the  previous 
sections.  Such  tables  show  how  fast  trees  5,  6,  7,  8,  9,  etc., 
inches  in  diameter  grow,  instead  of  how  fast  trees  20,  30,  40,  etc., 
years  old  grow.^  In  our  many-aged  virgin  forests,  trees  of  the 
same  size,  even  if  of  diflferent  age,  have  more  uniform  growth 
than  trees  of  the  same  age.  Thus,  a  spruce  tree  12  inches  in 
diameter  and  100  years  old  probably  grows  more  nearly  like 
the  average  of  12-inch  trees  of  the  forest  than  like  the  average 
of  the  100-year-old  trees.  It  is  assumed  that  12-inch  trees  grow 
at  the  rate  shown  for  that  diameter  in  the  table,  until  they  are  13 
inches,  when  they  grow  like  the  average  13-inch  trees. 
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To  construct  such  a  table,  one  first  analyzes  a  large  number 
of  trees.  As  a  rule  the  work  is  done  where  lumbering  is  being 
carried  on,  and  the  trees  are  analyzed  as  they  are  cut  by  the  saw- 
crews.  The  measurements  required  for  each  tree  are  the  diameter 
at  breast-height  and  the  measurement  of  the  growth  at  breast- 
Height  or  on  the  stump  for  the  last  5  or  lo  years.  The  total 
age  of  the  tree  is  not  determined  unless  required  for  some  other 
purpose.  The  trees  are  then  grouped  together  by  diameters, 
and  the  growth  of  the  trees  in  each  diameter  class  averaged 
together.  Thus  the  measurements  of  growth  of  the  10  inch 
trees  for  the  last  S  or  10  years  are  averaged  together;  then  that 
of  the  1 1 -inch  trees,  the  12-inch  trees,  the  13-inch  trees,  etc.,  is 
obtained  in  the  same  way  and  the  results  arranged  in  a  table. 
Usually  it  will  be  found  that  the  growth  increases  or  decreases 
more  or  less  regularly  from  the  small  to  the  large  diameters.  Any 
irregularities  which  may  occur  in  this  first  table  are  evened  oflf 
by  a  curve. 

Separate  tables  are  made  for  different  forest  types  and  classes 
of  soil. .  Usually  all  trees  analyzed  in  a  given  forest  type  are 
averaged  together  by  diameters  regardless  of  differences  in 
height  and  crown  development.  This  is  not  always  fair.  Thus, 
for  example,  it  is  hardly  fair  to  average  together  the  rate  of  growth 
of  a  lo-inch  tree  50  feet  high  and  having  a  thrifty  crown,  with  one 
which  is  25  feet  high  and  has  altogether  a  different  crown  de- 
velopment. Under  these  circumstances  a  much  more  accurate 
investigation  of  growth  is  made  if  the  different  classes  of  trees 
of  each  diameter  are  kept  separate.  Thus  spruce  growing  in  a 
virgin  forest  may  be  divided  into  three  tree  classes.  Class  one 
comprises  the  tall  thrifty  trees  with  full  crowns,  class  three 
the  short  trees  with  inferior  crowns,  and  class  two  the  inter- 
mediate trees.  This  classification  may  extend  to  trees  of  any 
specified  diameter.  Other  methods  of  classification  may  be  used, 
depending  on  the  species  and  character  of  the  forest.  The 
method  of  constructing  tables  of  growth  is  just  as  described 
above,  except  that   instead  of  one  figure  of  growth  for  each 
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diameter  there  are  three;  that  is,  one  for  each  class.  A  table  of 
growth,  made  on  this  principle,  can  be  expressed  in  the  follow- 
ing form: 


CURRENT   GROWTH    IN   DIAMETER  OF  TREES  OF  DIFFERENT 

DIAMETERS. 


Diameter, 

Breast-high, 

Inches. 

Annual  Growth  for  Last  Ten  Years,  Inches. 

Claws  I. 

aass  II. 

CUss  III. 

• 

The  number  of  trees  required  for  a  study  of  growth  of  trees 
of  different  diameters  depends  on  the  uniformity  of  the  forest. 
Where  there  are  a  number  of  forest  types,  one  usually  endeavors 
to  measure  at  least  looo  trees.  Where  the  growth  is  measured 
for  the  last  lo  years  and  at  one  cross-section,  it  should  be  pos- 
sible to  measure  looo  trees  within  two  weeks,  provided  that 
number  of  trees  is  available  for  measurement.  In  selecting  trees 
for  measurement,  one  naturally  must  see  to  it  that  each  diam- 
etei  is  about  equally  represented. 

It  will  be  noticed  that  in  the  discussion  of  this  method  no 
mention  has  been  made  of  stimulated  growth  after  cutting.  The 
assumption  has  been  made  that  the  growth  for  the  immediate 
future  will  remain  the  same  as  during  the  past  few  years.  Experi- 
ence has  shown  that  after  lumbering,  the  trees  whose  crowns  are 
freed  by  the  removal  of  the  old  trees  show  a  decided  increase  in 
growth.  If,  therefore,  the  lumbering  is  fairly  heavy,  figures 
taken  from  trees  growing  in  the  virgin  forests  do  not  give  a  cor- 
rect and  satisfactory  result.  If  the  lumbering  is  very  light — 
that  is,  a  few  trees  removed  per  acre — a  large  number  of  the  trees 
remaining  may  not  be  at  all  benefited  by  the  cutting.     An  average 
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cut  of  15  to  20  trees  per  acre  usually  affects  the  rate  of  growth  of  a 
large  number  of  those  remaining,  but  not  of  all.  The  spruce  forests 
of  the  Adirondacks  furnish  a  good  illustration  of  this  principle. 
When  the  merchantable  trees  are  cut,  there  usually  remain  some 
large  non-merchantable  trees,  such  as  unsound  or  crooked  birch, 
beech,  maple,  or  other  species  which  continue  to  shade  a  por- 
tion of  the  small  spruce  left  standing.  Only  a  portion  of  the 
young  trees,  therefore,  show  a  stimulated  growth.  A  study  of 
the  growth  of  trees  in  unthinned  forests  would  give  too  small 
results  and  measurements  of  trees  showing  stimulated  growth, 
too  large  results.  The  true  average  rate  of  growth  may, 
therefore,  be  obtained  by  making  two  tables  of  growth:  first, 
a  table  showing  the  rate  of  growth  of  trees  of  different  diam- 
eters in  the  virgin  forests,  where  no  cutting  has  taken  place; 
and  second,  a  table  showing  the  rate  of  growth  of  trees  of  differ- 
ent diameters,  all  of  which  have  had  their  crowns  more  or  less 
freed  by  the  lumbering.  The  second  table  is  made  up  in  the 
following  way:  The  forester  finds  cut-over  land  in  which  old 
trees  have  been  cut  and  small  ones  left  standing.  Near  the 
stumps  of  the  old  trees  may  be  found  younger  ones  whose  crowns 
have  been  more  or  less  released  by  the  cutting.  It  is  often 
possible  to  tell  at  a  glance  which  have  been  benefited  or  likely 
to  have  been  benefited  by  the  cutting.  These  are  selected  for 
measurement.  The  measurements  are  worked  up  in  the  same 
way  as  described  before.  By  a  separate  study  the  average  per- 
centage of  the  trees  which  will  probably  be  benefited  is  esti- 
mated. Sometimes  this  is  merely  estimated  by  inspection  of 
the  forest  where  the  figures  are  to  be  applied.  A  better  plan 
is  to  survey  a  few  plots  and  make  a  record  of  the  trees  which 
by  their  proximity  to  merchantable  trees  are  likely  to  be  bene 
fited  by  the  cutting.  From  this  enumeration  the  forester  is  able 
to  make  a  table  of  percentages  of  trees  of  different  sizes  which 
show  an  increased  rate  of  growth.  With  the  table  of  percent- 
ages he  combines  the  two  previous  tables  of  growth.  If  his 
table  of  percentages  show  that  20%  of  the  trees  will  probably 
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be  benefited  by  the  removal  of  the  old  timber  and  80% 
of  them  will  not,  then  his  combined  average  table  of  growth 
will  be  made  up  of  80%  from  the  first  and  20%  from  the  second 
table. 

This  average  table  can  then  be  applied  directly  to  the  growth 
of  trees  of  different  diameters.  The  following  table  was  con- 
structed in  this  way: 


AVERAGE  RATE  OF  GROWTH  IN  DIAMETER  AT  THE  STUMP 

OF  SPRUCE. 


[Based  on  1593  Trees  on  Cut-over  Land  at  Santa  Clara,  N.  Y.] 


Diameter. 
Breast- 
high. 
Inches. 

Number 
of  Trees 
Measured. 

Number 
of  Trees 
showing 
Increased 
Growth  after 
Cutting. 

Annual 
Diameter 

Growth 
of  Trees  not 
showing  an 

Increase. 

Inches. 

Annual 
Diameter 

Growth 

of  Trees 

showing  an 

Increase, 

Inches. 

Average 
Annual 
Diameter 
Growth, 
mcluding 
all  Trees. 
Inches. 

Number 
of  Years 
Required 
to  Grow 
One  Inch. 

5 
6 

7 
8 

9 
10 
11 
12 
13 
14 
15 
16 

8 
158 
329 
350 
277 
226 

135 
64 
30 
II 

I 
4 

I 
16 
63 
77 
59 
50 
18 

7 

2 
I 

■095 
.080 
.090 

.105 
.120 

.135 
.130 
.165 
.165 

\X 

.200 

.  100 
.180 
.185 
.205 
.205 

•215 
.210 
.240 
.170 
.200 

-09 

.10 

.109 

.125 

.140 

•>50 
.160 
.170 
.178 
.185 
.192 
.200 

II 
ID 

9 

8 

7 
7 
7 
6 
.     6 
6 
6 
5 

Average 

.  112 

.20 

.137 

7 

160.  study  of  the  Growth  of  Trees  in  Area. — By  growth  of  a 
tree  in  area  is  meant  the  increase  at  a  given  cross-section,  expressed 
in  square  feet  or  other  unit  of  square  measure. 

Tables  of  growth  in  area  are  not  commonly  made  in  this 
country,  not  having  been  required  in  many  of  our  practical  prob- 
lems. The  growth  in  area  for  short  periods  is,  however,  fre- 
quently used  in  predicting  the  increment  in  volume. 

In  reality  the  area  growth  shows  the  real  capacity  of  the  tfee 
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better  than  the  diameter  growth.  Diameter  growth  shows 
the  energy  of  radial  cell  division,  but  the  area  growth  gives  a 
measure  of  the  actual  amount  of  wood  produced  at  a  given  cross- 
section.  This  is  well  illustrated  in  a  comparative  study  of  the 
grow^th  at  different  parts  of  a  tree.  Thus  in  a  forest  tree  which 
is  growing  in  a  crowded  stand  the  growth  in  diameter  increases 
from  breast-height  up  to  the  base  of  the  crown,  whereas  the 
growth  in  area  remains  practically  the  same.  This  increase  in 
diameter  growth  is  due  to  the  fact  that  the  stem  tapers  and  a 
given  amount  of  material  produces  wider  rings  than  where  a 
greater  surface  must  be  covered.  The  amount  of  material  pro- 
duced at  different  f)oints  is,  then,  shown  better  by  the  increase 
in  area  than  by  that  in  diameter. 

A  study  of  the  rate  of  growth  in  area  involves  no  difficulties 
because  the  results  are  obtained  from  a  study  of  diameter  growth 
by  substituting  for  all  diameters  in  the  final  tables  the  areas  of 
corresponding  circles. 

161.  The  Growth  in  Height  of  Individual  Trees. — The  rate 
of  growth  in  height  is  used  in  computing  the  rate  of  growth  in 
volume.  There  are  many  occasions  when  one  desires  the  rate 
of  growth  of  a  specified  group  of  trees,  as,  for  example,  the  growth 
of  white  pine  over  spruce,  spruce  under  pine,  hemlock  under 
oak,  spruce  in  swamps  compared  with  that  on  slopes,  and 
so  on ;  an  immense  Ust  of  problems.  In  establishing  plantations 
the  forester  has  to  know  the  relative  rate  of  height  growth  of 
the  different  trees  in  order  to  mix  the  species  which  will  best 
thrive  together.  For  example,  a  slow-growing  intolerant  tree 
would  not  be  planted  with  a  more  rapid-growing  species.  Thus, 
if  pitch  pine  and  white  pine  were  planted  together,  the  former 
would  eventually  be  overtopped  and  die.  A  knowledge  of  the 
relative  height  growth  would  prevent  such  an  error.  The  forester 
requires  also  a  knowledge  of  height  growth  in  the  work  of  improve- 
ment cuttings.  There  are  many  occasions  when  the  selection 
of  a  tree  in  making  thinnings  depends  on  its  growth  in  height. 
This  is  particularly  true  in  young  growth,  for  example,  where 
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it  is  a  question  of  saving  a  slow-growing  tree  which  stands  among 
more  rapid-growing  ones.  Frequendy  one  has  to  make  a  heavy 
opening  of  the  stand  in  order  to  save  such  a  tree.  Again,  a 
forester,  ignorant  of  height  growth,  might  often  expend  labor 
in  trying  to  save  a  tree  growing  among  other  species,  when,  if 
left  alone,  it  is  capable  of  growing  rapidly  enough  to  hold  its 
own. 

Experiment  has  shown  that  under  ordinary  circumstances  the 
height  growth  of  trees  is  an  excellent  index  of  the  quality  of  a 
given  site;  that  is,  where  the  conditions  of  cUmate  and  soil  are 
most  favorable  for  the  life  of  a  species,  there  the  height  growth 
is  the  greatest,  unless  some  modif)ring  factor  checks  the  develop- 
ment of  the  trees.  The  average  growth  in  height  of  trees  is,  there- 
fore, determined  to  assist  in  judging  the  quality  of  the  site. 
(See  page  325.)  Care  should  be  exercised  in  constructing  and 
using  tables  of  height  growth  of  individual  trees  designed  to 
aid  in  judging  the  quality  of  the  site.  Where  trees  are  scattered 
individually  among  others  the  height  growth  may  vary  consider- 
ably, even  on  the  same  class  of  soil.  For  example,  a  red  oak 
in  mixture  with  pine  might  grow  differently  than  when  mixed 
with  white  oak  or  hard  maple,  or  a  pine  in  mixture  with  oak 
might  grow  in  height  differently  than  when  growing  in  pure  stands. 
It  is  well  known  that  trees  grow  in  height  somewhat  differently 
in  very  open  and  in  crowded  stands.  This  is  particularly  true 
in  early  youth  when  the  height  growth  is  frequendy  checked 
by  overcrowding.  A  too-open  stand  also  acts  as  a  check  to  height 
growth.  Separate  tables  must  therefore  be  made,  not  only  for 
different  soil  classes,  but  also  for  other  conditions  where  there 
is  a  characteristic  height  growth.  In  making  tables  of  height 
growth  of  individual  trees,  their  practical  purpose  must  always  .be 
kept  clearly  in  mind,  exacUy  as  in  the  study  of  diameter  growth. 
Haphazard  figures  of  height  growth  are  not  suited  to  general 
conclusions. 

162.  Determination  of  the  Rate  of  Growth  of  Trees  in  Height. 
— ^It  has  been  explained  that  the  age  at  a  given  cross-section  of 
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a  tree  represents  the  number  of  years  required  to  grow  from  that 
point  to  the  tip.  The  age  at  the  stump  may  not  be  the  age 
of  the  tree  from  the  seed,  but  only  the  age  of  the  portion  of  the 
tree  above  the  stump,  and  in  the  same  way  the  age  at  the  top 
of  the  first  log  is  less  than  at  the  stump.  The  ages  at  different 
cross-sections  from  the  base  toward  the  tip  are,  therefore,  sue- 
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Fig.  48. 


cessively  smaller,  and  the  difference  in  the  number  of  rings  at 
two  cross-sections  is  the  length  of  time  required  to  grow  the  dis- 
tance between  them. 

A  full  analysis  of  a  tree  furnishes  the  data  necessary  for 
a  study  of  its  height  growth.  Where  the  rate  of  growth  in 
height  alone  is  desired,  it  is  necessary  to  determine  the  number 
of  rings  at  each  cross-cut  and  the  length  of  each  log  or  piece, 
including  the  length  from  the  last  cross-cut  to  the  tip  of  the  tree 
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and  the  height  of  the  stump.  For  example,  on  the  tree  represented 
in  Fig.  48  the  following  measurements  are  taken: 

Height  of  stimip,  i  foot;  piece  above  last  cut,  5  feet;  lengths 
of  the  other  four  logs,  10  feet  each;  number  of  rings  at  the  stump, 
60;  at  the  second  cross-cut,  50;  at  the  third  cross-cut,  40;  at 
the  fourth  cross-cut,  24;  and  at  the  top  cross-cut,  8. 

These  are  the  data  necessary  to  make  a  table  of  height  growth 
for  the  tree,  except  that  it  is  not  known  how  long  it  took  to  grow 
the  first  I  foot;  that  is,  from  the  seed  to  the  height  of  the  stump. 
By  an  investigation  of  the  height  growth  of  seedlings,  like  that 
explained  on  page  245,  it  was  determined  that  the  average  time 
required  to  grow  i  foot  under  the  prevailing  conditions  was  3 
years.  The  total  age  of  the  tree  is,  therefore,  the  age  at  the 
stump  plus  3  years,  or  63  years.  From  these  data  the  conclusions 
which  are  shown  on  the  left  side  of  the  figure,  are  drawn,  namely 
that  the  tree  grew  i  foot  in  3  years;  that  it  grew  the  length  of 
the  first  log  in  60  —  50,  or  10  years,  making  the  tree  11  feet  high 
at  13  years  of  age;  that  it  grew  the  length  of  the  second  log  in 
50—40,  or  10  years,  making  the  tree  21  feet  high  at  23  years 
of  age;  that  it  grew  the  length  of  the  third  log  in  40  —  24,  or  16 
years,  making  the  tree  31  feet  high  at  39  years  of  age;  that  it 
grew  the  length  of  the  fourth  log  in  24—8,  or  16  years,  making 
the  tree  41  feet  high  at  55  years  of  age;  and  that  the  tree  grew 
the  last  5  feet  in  8  years.  The  rate  of  growth  of  the  tree  is  shown 
in  the  following  table: 


Age. 

Height. 

,Age, 

Height, 

Years. 

Feet. 

Years. 

Feet. 

3 

I 

39 

31 

13 

II 

55 

41 

23 

21 

63 

46 

This  table  is  not  in  a  convenient  form  because  it  is  based  on 
irregular  age  periods.    It  would  be  more  useful  if  it  showed 
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the  growth  in  height  for  even  decades.  Such  a  table  may  be 
constructed  by  graphic  interpolation.  The  values  in  the  above 
table  are  plotted  on  cross-section  paper  whose  abscissae  represent 
years  and  whose  ordinates  represent  feet.  A  curve  is  drawn 
through  the  points  and  new  values  read  from  it  for  even  decades 
as  follows: 


v"^ 

Height. 
Feet. 

Age. 
Years. 

Height. 
Feet. 

10 
20 

30 

9.5 
19.5 
26 

40 
60 

31.6 
37.8 
44.8 

If  a  large  number  of  trees  are  to  be  averaged  together,  the 
values  of  each  tree  are  plotted  on  the  same  sheet  of  cross-section 
paper  and  an  average  curve  drawn  through  the  points.  From 
this  curve  a  table  is  constructed  showing  the  average  height  of 
trees  of  diflFerent  ages. 

163.  Height  Growth  of  Even-aged  Stands. — ^Tables  of  height 
growth  of  stands  show  the  average  heights  at  different  ages. 
By  the  average  height  of  a  stand  is  usually  meant  the  arithmetic 
average  of  the  heights  of  the  trees  in  the  stand.  Most  investi- 
gations requiring  a  determination  of  the  height  growth  of  stands 
include  also  the  determination  of  the  volume  growth  based  on 
the  measurements  of  sample  plots.  If  the  volume  on  a  given 
sample  plot  is  to  be  determined  by  the  mean  sample-tree  method, 
Draudt,  or  similar  method,  the  average  height  of  the  test  trees  i*"^ 
used  as  the  average  height  of  the  stand.  If  the  arbitrary  group 
method  is  used,  the  average  height  is  obtained  by  the  formula 

Wi  XAj  -I-W2XA2+W3XA3-I-  •  •  • 


N 


in  which  N  is  the  total  number  of  trees  and  «i  and  Ai,  »2  and  A2, 
etc.,  are  the  number  of  trees  and  average  height  of  the  test  trees* 
respectively,  in  the  different  diameter  groups. 
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Sometimes  the  geometric  average  height  is  detennined,  such  a&  would 
result  from  the  fonnula 

^"^^  B  ' 

in  which  ^  is  the  average  height,  B  the  total  basal  area,  ^i  and  Ai,  h^  and  k^ 
etc.,  the  basal  area  and  the  average  height,  respectively,  of  the  different 
diameter  groups. 

After  the  average  heights  of  a  large  number  of  sample  plots 
taken  in  stands  of  different  ages  have  been  determined,  they  are 
averaged  together  by  a  height  curve  based  on  age. 

Another  method  is  first  to  construct  a  table  of  maximum  height  growth 
and  then  by  a  study  of  average  differences  between  the  maximum  and  average 
height  of  stand  different  ages  reduce  it  to  a  table  of  average  heights.  It 
has  been  found  by  experiment  that  the  trees  which  are  the  tallest  in  youth 
remain  so  through  the  life  of  an  even-aged  stand;  in  other  words,  that 
the  tallest  trees  in  a  mature  stand  have  always  been  the  tallest  trees  through- 
out the  life  of  the  stand.  Therefore,  if  a  small  number  of  trees  of  maximum 
height  in  a  merchantable  stand  be  felled  and  analyzed,  the  maximum -height 
growth  throughout  the  life  of  a  stand  may  be  determined.  It  has  been 
found,  also,  that  in  even-aged  stands  of  a  given  species  growing  in  a  site  of 
given  quality,  the  difference  between  the  average  and  maximum  height 
is  very  uniform  at  any  given  age.  This  principle  furnishes  a  simple  method 
of  determining  the  average  height  growth  of  stands.  One  requires  only 
to  measure  a  few  maximum  trees  in  the  old  stands  and  from  them 
make  a  curve  of  maximum -height  growtb;  then  by  a  few  measurements 
in  the  woods  or  from  test  trees,  determine  the  average  difference  between 
the  maximum  and  average  heights  of  stands  of  different  ages.  No  studies 
have  been  made  of  this  problem  in  this  country.  A  good  illustration  from 
Europe  b  the  relative  maximum-  and  average -height  growth  of  Scotch  Pine 
The  table  on  page  289  is  furnished  by  Weise's  study  of  the  Scotch  Pine  in 
Germany. 

164.  The  Growth  in  Height  of  Trees  of  Different  Diameters. 

— Sometimes  the  rate  of  growth  in  height  is  determined  for  trees 
of  different  diameters,  just  as  the  current  rate  of  growth  in  diam- 
eter is  determined  for  trees  of  different  sizes.  Thus,  for  example, 
one  may  desire  to  know  not  only  how  fast  the  lo-inch  trees  grow 
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in  diameter,  but  also  how  fast  they  grow  in  height.  Usually 
one  determines  the  periodic  annual  growth  for  the  last  5  or  10 
years.     To  determine  this,  one  either  counts  back  the  whorls 


DIFFERENCE  BETWEEN  THE  AVERAGE  AND  MAXIMUM 
HEIGHTS  OF  SCOTCH   PINE  STANDS.* 


Averse  Height, 

Excess  of  Maximum 

over  Average  Height, 

Meters. 

Average  Height, 

Meters. 

Excess  of  Maximum 

over  Average  Height 

Meters. 

4 

6 

8 

10 

12 

14 
16 

0.6 
0.8 
I.O 
1.3 
1.7 
1.7 
1.7 

18 
20 
22 

24 
26 

30 

1.8 
1.6 
1.6 
1.6 
1.6 
1.5 

at  the  tip  of  a  felled  'tree  which  is  being  analyzed,  or  if  the  recent 
growth  cannot  be  determined  by  the  recent  annual  shoots,  one 
cuts  off  as  much  from  the  tip  as  he  thinks  will  probably  represent 
the  growth  of  n  years.  The  count  of  rings  at  the  cross-section 
indicates  the  age  of  the  piece  cut  off.  The  mean  annual  growth 
in  length  of  this  piece  is  determined,  even  if  it  does  not  represent 
exactly  n  years.  Suppose,  for  example,  that  one  is  endeavoring 
to  determine  the  mean  annual  growth  for  the  last  10  years.  If 
some  of  the  tips  represent  a  growth  of  8  years,  others  11,  or 
other  ages  thereabouts,  the  mean  annual  growth  is  obtained 
in  each  case  and  averaged  together,  and  one  does  not  take  the 
time  and  trouble  to  find  the  point  where  the  age  is  exactly  10 
years. 

Another  study  which  has  not  been  often  undertaken,  but  which 
under  certain  circumstances  might  be  carried  on,  concerns  the 
rate  of  growth  of  trees  of  different  heights.  One  may  wish,  for 
instance,  to  know  the  current  rate  of  growth  in  height  of  30-foot 
trees,  35-foot  trees,  40-foot  trees,  etc. 

*  Ertragstafeln  fur  die  Kiefer,  W.  Weise,  Berlin,  1880. 
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165.  Study  of  the  Rate  of  Growth  of  Individual  Trees  in 
Volume. — ^The  ultimate  object  of  nearly  all  study  of  growth  is 
the  prediction  of  future  yield  in  volume,  whether  of  individual 
trees  or  of  whole  stands.  Studies  of  diameter  growth  usually 
give  incomplete  answers  to  given  problems.  Thus  one  may 
determine  from  an  investigation  of  diameter  growth  that  under 
a  given  set  of  conditions  a  specified  tree  or  stand  will  become 
merchantable  in  40  years.  Such  a  study,  how- 
ever, does  not  show  the  volume  of  the  tree  or 
stand  produced  in  the  given  period.  Studies  of 
diameter  growth  are  chiefly  valuable  as  a  step  in 
the  study  of  volume  growth  or  as  a  substitute 
for  volume  growth  when  it  is  imopssible  to  carry 
on  an  investigation  of  the  latter. 

A  full  tree  analysis  furnishes  the  data  re- 
quired to  determine  the  rate  of  growth  in  volume 
of  a  single  tree.  From  the  tree  analysis  one  may 
determine  the  dimensions  of  the  tree  10  years 
ago,  20  years  ago,  30  years  ago,  etc.,  and  from 
these  measurements  compute  the  volume  (with- 
out bark)  which  the  tree  had  at  these  different 
periods.  Suppose,  for  example,  that  the  vol- 
ume growth  of  the  tree  represented  in  the  tree 
analysis  shown  on  page  264  is  to  be  calculated, 
and  that  the  computation  is  to  include  the  growth 
10.  49.  jj^  cubic  feet  of  the  wood  (without  bark)  of 
the  entire  stem.  The  present  cubic  contents  are  first  computed, 
each  log  being  cubed  as  a  truncated  paraboloid,  the  stump  as  a 
cylinder,  and  the  tip  as  a  cone,  as  described  in  section  62.  The 
cubic  contents  of  the  tree  10  years  ago  are  then  determined. 
The  diameters  10  years  ago  at  the  various  cross-cuts  are  obtained 
by  multiplying  the  average  radii  of  10  years  ago  by  2.  Thus 
the  average  radius  on  the  stump  10  years  ago,  as  shown  in  the 
form  on  page  264,  is  3.95  inches  and  the  diameter  7.9  inches.  The 
stump-height  and  the  lengths  of  the  first  three  logs  are  the  same 
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COMPUTATION   OF  THE  VOLUME  GROWTH   OF  A  RED  OAK. 


Cros»-cut. 


Diameter 

Inside  Bark, 

Inches. 


Area. 
Sq.  Ft. 


Section. 


Lenffth, 
Feet. 


Volume, 
Cu.  Ft. 


I 
2 

3 

4 


I 

2 

3 


8.5 
7.6 
6.0 
4.0 
1.6 


7.9 

6.8 

4-6 
2.5 


6.9 
5.9 
3.1 
0.6 


5.7 
5.0 
1.8 


4.2 
2.0 


2.4 


Trbb  60  Years  Old. 


0.394 
0.315 
0.196 
0.087 
0.014 


stump 
I  St  log 
2d  log 
3d  log 
4th  log 
tip 


Trbb  50  Years  Old. 


0.340 
0.252 
0.115 
0.034 


stump 
I  St  log 
2d  log 
3d  Jog 
tip 


Tree  40  Years  Old. 

0.260 
0.190 
0.052 
0.002 


Tree  30  Years  Old. 


0.177 
0.136 
0.018 


stump 

I  St  log 

2d  log 

tip 


Tree  20  Years  Old. 


0,096 
0.022 


stump 

I  St  log 

tip 


Tree  10  years  Old. 

0.031  stump 

tip 


I 

10 
10 
10 
10 

5 


Total , 


I 
10 
10 

JO 

8.75 


Total. 


stump 

I 

ist  log 

10 

2d  log 

10 

3d  log 

10 

tip 

2.5 

Total . 


I 
10 
10 


Total, 


I 
10 


Total . 


0.39 
3.54 
2.56 
1. 41 
0.50 
0.02 


8.42 


0.34 

2.96 

1.83 

0.74 

O.IO 

5-97 

0.26 
2.25 

I. 21 
0.27 
0.00 


3-99 


I 

0 

.18 

10 

I 

.56 

10 

0 

77 

4.75 

0 

.03 

Total 

2 

.54 

O.IO 

0.59 

0.07 


0.76 


0.03 
0.10 


0.13 
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as  those  of  the  present  tree.  There  was  no  fourth  log  becatise 
the  tree  did  not  reach  up  to  the  last  cross-cut  of  the  present  tree, 
as  is  indicated  by  its  having  only  eight  rings.  The  length  of 
the  tip  of  the  tree  10  years  ago  is  obtained  by  proportion.  The 
age  at  the  fourth  and  fifth  cuts  of  the  present  tree  are  respec- 
tively 24  and  8  years;  that  is,  it  took  16  years  to  grow  the  length 

10 
of  the  log,  or  10  feet.    The  annual  growth  was,  then,  — ,  or  0.625 

feet.  The  age  at  the  fourth  cut,  a  decade  ago,  was  14  years;  that 
s,  the  tip  was  14  years  old  and  8.75  (that  is,  14X0.625)  feet  long. 
The  dimensions  of  the  tree  at  other  periods  are  determined  in 
the  same  way. 

The  dimensions  of  the  tree  in  question  now,  10  years  ago, 
20  years  ago,  etc.,  are  shown  in  the  table,  on  page  291  and 
are  represented  graphically  in  Fig.  49. 

The  computation  just  described  shows  the  volume  of  the 
tree  when  it  was  10,  20,  30,  40,  50,  and  60  years  old  on  the 
stump.  If,  as  explained  in  section  162,  it  is  assumed  that  the 
whole  age  of  the  tree  is  63  years,  that  is,  that  3  years  were 
required  to  grow  from  the  ground  to  the  stump-height,  then 
the  results  of  the  computation  would  show  the  volume  of  the 
tree  13,  23,  33,  43,  53,  and  63  years  of  age,  as  shown  in  the 
following  table: 


Age  at  the 
Stump. 

Age  at 
Ground. 

Volume  with- 
out Bark, 
Cu.  Ft. 

10 
20 
30 
40 
50 
60 

13 
23 
33 
43 
53 
63 

013 
0.76 

2.54 
3-99 
5.97 
8.42 

It  would  then  be  necessary  to  interpolate  the  volume  at 
even  decades  by  a  curve  just  as  described  for  heights  on  page  287, 
This  interpolation  gives  the  following  table: 
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Aseat 
Ground. ' 

Volume  with- 
out Bark. 
Cu.  Ft. 

10 
20 
30 
40 
50 
60 

0.12 
0.68 
2.26 
3.92 
5.70 
8.10 

If  the  average  volume  growth  of  a  number  of  trees  is  to  be 
determined,  the  volume  of  each  tree  at  different  periods  in  its 
life  is  computed  as  described  above  for  the  red  oak.  The  aver- 
age growth  of  all  the  trees  is  then  determined  by  means  of  a 
volume  curve  based  on  age.  This  method  gives  the  volume  of 
trees  without  bark  at  different  ages.  If  the  volume  with  bark 
is  desired,  it  is  necessary  to  make  separately  a  table  showing  the 
ratio  of  the  volume  of  bark  to  volume  of  wood  at  different  ages; 
and  then  to  increase  by  these  amounts  the  values  in  the  table  of 
volume  growth. 

In  the  illustration  of  a  computation  of  volume  growth,  the 
total  cubic  feet  of  the  stem  at  different  ages  have  been  deter- 
mined. The  method  could  be  used  perfectly  well  to  deter- 
mine the  volume  at  different  ages  in  board  feet,  cords,  standards, 
or  other  measure. 

166.  Graphic  Method  of  Determining  the  Average  Volume 
Growth  of  a  Group  of  Trees. — ^The  method  just  described,  of 
determining  the  volume  growth  of  individual  trees,  is  very  labori- 
ous and  time-consuming.  Suppose,  for  example,  that  1000  trees 
were  analyzed  and  that  they  are  on  an  average  100  years  old. 
This  would  mean  10  calculations  of  volume  for  each  tree,  or  10,000 
in  all,  in  addition  to  the  other  required  work  of  computation. 
On  account  of  this  long  and  expensive  work  relatively  few  studies 
of  volume  growth  of  individual  trees  have  been  made  in  this 
country. 

A  shorter  method  of  studying  the  volume  growth  of  a  group 
of  individual  trees  is  to  compare  and  average  their  rate  of  growth 
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in  diameter  at  diflFerent  points  on  the  trunk,  and  from  these  data 
determine  the  dimensions  of  the  trees  at  different  periods,  enabling 
the  calculation  of  the  growth  in  volume.  This  plan  was  described 
by  A.  J.  Mlodjiansky  in  Measuring  the  Forest  Crop,*  and 
used  by  him  in  the  study  of  white  pine  f,  and  in  several  other 
investigations  whose  results  were  never  published. 
Mlodjiansky's  method  is  as  follows: 

1.  Trees  are  selected  for  analysis  in  the  ordinary  way.  Where 
possible  the  logs  are  cut  in  equal  lengths. 

2.  The  rings  at  the  different  cross-sections  are  counted  and 
measured  by  decades  from  the  pith  outward. 

3.  A  table  of  height  growth  is  constructed  showing  the  aver- 
age time  required  for  the  trees  to  grow  from  the  ground  to  the 
various  cross-cuts. 

4.  Separate  curves  are  constructed  for  the  average  growth 
in  diameter  at  the  stump  and  at  all  other  cross-cuts.  Thus  a 
curve  for  diameter  growth  is  made  for  the  first  cross-cut  12  feet 
above  the  stump,  exactly  as  is  done  at  the  stump,  and  then  for 
the  other  cross-cuts  in  the  same  way. 

5.  From  these  curves  are  determined  the  average  dimensions 
of  the  trees  at  different  ages.  The  stump  curve  gives  the  aver- 
age stump  dimensions  throughout  the  life  of  the  trees.  From 
the  curve  for  the  next  cross-cut  may  be  determined  the  diam- 
eter, at  that  point  when  the  tree  was  10,  20,  30  years  old,  etc.; 
and  in  tiie  same  way  the  other  curves  contribute  to  the  deter- 
mination of  enough  additional  dimensions  for  the  computation 
of  the  average  volume  of  the  trees  at  different  ages. 

In  determining  from  the  curve  for  a  specified  cross-cut  (for 
example  12  feet  above  the  stump)  what  diameter  is  attained  at 
a  specified  age  of  the  tree,  one  finds  the  age  of  the  1 2-foot  cross- 
cut corresponding  to  the  specified  diameter,  and  to  this  age 
adds  the  time  required  to  grow  from  tjie  ground  to  the  cross-cut. 
Suppose,  for  example,  that  the  height-growth  table  shows  that 

*  Bull.  No.  20,  Div.  of  For.  U.  S.  Dept.  of  Agric. 
t  BulL  No.  22,  Div.  of  For.  U.  S.  Dept.  of  Agric 
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it  takes  15  years  to  grow  to  the  top  of  the  first  12-foot  log,  and 
suppose  that  the  diameter  curve  for  the  12-foot  cross-section 
shows  that  at  15  years  the  diameter  is  6  inches,  then  one  con- 
cludes that  it  takes  30  years  for  the  tree  to  attain  a  diameter 
of  6  inches  at  12  feet  above  the  stump.  In  this  same  way 
one  determines  the  diameter  at  all  cross-sections  at  different 
ages  (even  decades)  of  the  tree.  Mlodjiansky  represented  the 
average  growth  at  different  cross-cuts  graphically  by  diagrams. 

167.  Modification  of  the  Method  by  the  Author. — A  modifi- 
cation of  the  method  has  been  used  by  the  author  in  a  number 
of  investigations.  In  the  modified  method  the  procedure  is  prac- 
tically the  same  as  described  in  the  previous  section  up  to  the 
completion  of  the  separate  diameter  curves.  The  next  step  is 
to  enter  all  the  curves  on  the  same  cross-section  paper.  The  stump 
curve  has  its  zero-point  at  the  intersection  of  the  vertical  and 
horizontal  axes  of  the  rectangular  co-ordinates.  The  curve  for 
the  next  cross-cut  has  its  zero-point  to  the  right  of  the  zero-point 
of  the  stump  curve  at  the  age  (determined  from  the  height  curve) 
required  by  the  trees  to  grow  from  the  ground  to  that  cross-cut. 
The  curve  of  the  third  cross-section  has  its  zero-point  still  further 
along  the  horizontal  axis  at  the  age  representing  the  time  required 
by  the  trees  to  grow  to  that  height.  The  other  curves  are  entered 
on  the  sheet  in  the  same  way.* 

The  combining  of  all  curves  in  this  way  serves  as  a 
check  in  their  construction  and  shows  clearly  the  comparative 
growth  at  different  points  on  the  tree.  The  curves  have  the 
same  general  form,  particularly  above  the  stump.  The  stump 
curve  diverges  from  the  others,  as  a  rule,  because  the  current 
annual  growth  drops  off  more  gradually.  The  breast-height 
curve  has  the  form  of  the  curves  for  the  cross-cuts  above  the 
stump.  If  the  curves  (excepting  the  stump  curve)  are  found 
to  have  marked  differences,  it  usually  indicates  that  an  error 

*  In  the  study  of  the  white  pine,  Mlodjiansky  combined  the  diflferent 
curves  on  one  sheet,  but  all  were  started  at  a  common  zero-point  (see  Bull. 
No.  22,  Division  of  Forestry). 
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has  been  made  in  constructing  some  one  or  more  of  them  or 
that  the  data  are  unsatisfactory.  The  curves,  when  arranged 
on  the  same  sheet,  enable  a  ready  determination  of  the  dimen- 
sions of  different  cross-sections  at  various  ages,  and  by  inter- 
pokting  new  curves  one  may  obtain  the  dimensions  at  any  desired 
cross-sections  other  than  those  analyzed 


T- 


^^;-^.- ,]--_.-:,.  _,i^.. 


30  U) 

Age  in  Years 


50 


Fig.  50, — Curve,  Showing  the  Growth  of  Chestnut. 

Fig.  50  shows  a  set  of  curves  for  chestnut  based  on  lo-foot 
logs.  This  diagram  serves  as  a  convenient  picture  of  the  life- 
history  of  the  tree.  If  one  wishes  to  know  how  soon  a  30-foot 
pole  6  inches  in  diameter  at  the  top  will  be  produced,  he  follows 
by  the  eye  along  the  horizontal  line  running  from  the  6-inch 
J)oint  (on  the  vertical  line)  to  its  intersection  with  the  30-foot 
curve.  Project  this  point  on  the  horizontal  line  and  read  the 
age.  To  find  how  long  it  takes  to  produce  a  16-foot  log  12  inches 
in  diameter,  one  must  interpolate  a  16-foot  curve  between  the 
10-  and  20-foot  curves.  This  is  done  by  dividing  proportion- 
ately the  vertical  lines  separating  the  curves,  marking  off  on 
each  a  point  0.6  the  distance  from  the  10- foot  curve  and  con- 
necting these  points  by  a  curve.  From  this  16-foot  curve  may 
be  read  off  the  length  of  time  required  to  produce  the  12-inch 
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log,  or  one  may  determine  the  diameter  of  the  16-foot  log  at 
any  desired  age.  Usually  a  table  is  constructed  showing  the 
dimensions  at  specified  cross-sections  like  that  given  below. 
The  diagram  is,  however,  of  greater  practical  use,  because  it 
enables  the  quick  determination  of  values  not  indicated  in  the 
table. 

The  following  table  was  obtained  from  the  curves  in  Fig.  50: 

GROWTH   OF  CHESTNUT  SPROUTS. 

[Based  on  the  Measurement  of  39  Trees  near  New  Haven,  Conn.] 

Dominant  Trees  in  the  Forest. 


Diameter 

Diameter 

Diameter 

Diameter 

Diameter 

Diameter 

at  10  ft. 

at  ao  ft. 

at  30  ft. 

at  35  ft. 

Age. 
Years. 

on  Stump 

Breast-high 

Above 

Above 

Above 

Above 

Inside 

Outside 

Stump 

Stump 

Stump 

Stump 

Bark. 

Bark. 

Inside 

Inside 

Inside 

Inside 

Inches. 

Inches. 

Bark, 

Bark. 

Bark, 

Bark. 

Inches. 

Inches. 

Inches. 

Inches. 

10 

2.1 

2.1 

1-35 

0.3 



20 

5-4 

5.1 

4.3 

3.4 

0.9 

30 

8.7 

7.65 

6.9 

6.1 

^l 

2.9 

40 

11.45 

9.7 

8.9 

8.0 

5.8 

5.0 

50 

13.7 

".3 

10.6 

9.5 

7.25 

6.5 

60 



12.5 

II. 9 

10.7 

8.55 

7.6 

It  is  often  impractical  to  secure  logs  of  uniform  length. 
In  this  case  separate  curves  are  made  for  cross-sections  which 
are  at  the  same  distance  from  the  stump.  Thus  if  trees  cut 
by  lumbermen  are  analyzed,  one  would  probably  have  material 
for  curves  representing  the  growth  at  12,  14,  16,  24,  26,  28,  30, 
32,  36,  etc.,  feet  above  the  stump. 

In  the  method  just  described  the  rings  may  be  counted  and  measured  from 
the  pith  out  toward  the  bark,  and  the  diameter  measurements  at  any  given 
cross-cut  averaged  together  just  as  is  done  for  stump  measurements.  The 
author  has  usually  used  the  following  plan  in  constructing  the  curves 
for  the  cross-cuts  above  the  stump.  Suppose,  for  example,  that  a  curve  is  to 
be  constructed  for  the  cross -cuts,  10  feet  above  the  stump,  of  a  certain 
number  of  trees.  The  rings  are  counted  by  decades  from  the  bark  inward 
and  measured  as  described  on  page  262.  Then  the  measurements  of  each 
tree  at  the  lo-foot  cross  cut  are  plotted  on  cross-section  paper,  whose  abscissae 
represent  the  age  of  the  tree  (not  the  age  of  the  cross-section).     Suppose 
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that  a  cross-cut  has  40  rings  and  a  comparison  of  this  ag?  with  the  full  age 
of  the  tree  shows  that  20  years  have  been  used  in  growing  from  the  ground 
to  the  cross-cut,  then  the  zero- point  of  the  cross-cut  in  question  is  at  the 
20-year  point  on  the  horizontal  axis,  and  from  this  newly  established  zero- 
point  the  growth  measurements  are  plotted  as  ordinarily.  Every  other  tree 
has  its  independent  zero-point  for  the  lo-foot  cross-cut.  When  all  points 
have  been  platted,  a  curve  is  drawn  through  them,  which  crosses  the  hori- 
zontal axis  at  a  point  to  the  right  of  the  zero  of  the  whole  system  of  coordi- 
nates, a  point  which  represents  the  average  length  of  time  required  by  the 
tree  to  reach  the  lo-foot  cross-cut.  Other  curves  are  drawn  in  this  way 
and  finally  compared  as  described  on  page  296. 

The  method  of  studying  volume  growth  described  above  has 
the  advantage  of  being  much  shorter  than  that  described  on 
page  290.  If  the  work  is  not  done  by  a  skilled  hand*  the 
method  is  not  so  accurate  as  the  more  laborious  and  mechanical 
method  usually  advocated.  Any  method  involving  curve  draw- 
ing is  subject  to  inaccuracies  when  the  work  is  done  by  one  who 
is  careless  or  inexperienced. 

One  of  the  problems  in  which  the  method  is  used  to  advantage 
is  the  study  of  the  production  of  ties,  posts,  poles,  mine  timbers, 
or  other  material  requiring  special  dimensions.  In  studying 
the  yield  in  ties  at  different  ages  one  measures  the  diameter 
growth  at  8,  16,  24,  32,  etc.,  feet  above  the  stump  and  makes  a 
series  of  diameter-growth  curves  which  he  compares  on  a  sheet 
of  cross-section-paper,  whose  abscissae  represent  the  full  age 
of  the  trees.  If  9  inches  is  the  minimum  top  diameter  of  logs 
yielding  first-class  ties,  note  the  ages  at  which  the  abscissa  run- 
ning from  9  inches  cuts  the  8-foot,  the  16-foot,  and  24-foot  curves. 
They  are  the  ages  required  to  yield  one,  two,  and  three  ties 
respectively.    No  stump  curve  is  necessary. 

168.  Determination  of  Volume  Growth  for  Short  Periods. — ^It 
frequently  happens  that  one  wishes  to  determine  the  volume 
growth  of  individual  trees  for  the  last  5  or  10  years,  but  not 
during  their  whole  life.  The  method  described  in  section  165  may 
be  used  to  determine  the  volume  now  and  that  10  years  ago, 
the  difference   being   the   required   increment    To  avoid   the 
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labor  of  calculating  the  growth  in  'diameter  for  the  last  10  years 
at  a  number  of  cross-cuts  and  cubing  the  tree  by  sections,  the 
following  plan  has  been  proposed.  The  present  voliune  (with- 
out bark)  is  determined  by  multiplying  the  area  (outside  bark) 
at  the  middle  of  the  stem  by  the  length.  That  is  (Fig.  51), 
V=-BxH.  Then  10  years'  growth  is  cut  off  from  the  tip.  The 
length  of  10  years'  growth  is  determined  by  the  whorls  of  branches 
in  conifers,  or  if  the  annual  growth  cannot  be  distinguished  from 
the  outside,  short  pieces  are  cut  off  and  the  rings  counted  until 
the  cut  shows  exactly  10  years'  growth.  Then  the  middle  point 
of  the  reduced  stem  is  found  and  the  growth  in  diameter  at  that 
point  is  measured  either  on  a  cross-cut  or  by  means  of  the  incre- 
ment borer.  The  area  10  years  ago  (b  in  Fig.  51)  multiplied 
by  the  length  of  the  reduced  stem  h  gives  the  volume  10  years 
ago.  The  difference  between  the  two  volumes  is  the  increment 
for  the  last  10  years. 

This  method  assumes  that  the  tree  has  now,  and  had  a  decade 
ago,  the  form  of  a  paraboloid.  This  assumption  is  not  correct, 
but  the  trees  are  probably  so  nearly  equal  in  form  that  any 
error  in  computation  due  to  their  deviation  in  form  from  the 
paraboloid  is  the  same  in  each  and  hence  does  not  affect  the 
increment. 

169.  Pressler's  Hodification. — To  simplify  the  calculation  in 
volume  still  further,  Pressler  proposed  the  following  modifica- 


Fio.  51. 

tion  of  the  method  just  described:  The  tree  is  reduced  in  length 
by  n  years'  growth.  Then  the  middle  point  of  the  reduced  stem 
is  found  and  the  area  of  the  present  tree  (inside  bark)  at  that 
point  is  determined.  The  area  of  the  tree  n  years  ago  is  ascer- 
tained at  the  same  point  and  the  volume  of  the  present  tree  is 
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(Fig.  51)  F=S'XA;  the  volume  n  years  ago  is  v— 6xA;  and 
the  growth  in  volume  for  «  years  is  7-v=(5'-6)A.  Pressler 
assumed  that  the  loss  of  the  tip  in  computing  the  volume  of 
the  present  tree  is  compensated  by  taking  the  middle  point  on 
the  stem  lower  toward  the  butt,  where  the  diameter  is  lazger. 
This  method  is  less  accurate  than  the  previous  one. 

170.  Determination  of  the  Growth  in  Volume  by  Means  of  Form  Factors. — 
A  tree  is  felled  and  its  present  volume  determined  by  multiplying  the  length 
by  the  area  at  the  middle  point.  From  this  volume  is  determined  the  form 
factor.  The  basal  area  of  the  tree  at  breast-height  ten  years  ago  is  obtained 
by  deducting  the  growth  in  area  for  the  last  ten  years.  The  height  of  the 
tree  ten  years  ago  is  obtained  by  cutting  off  ten  years*  growth  from  the  lip 
of  the  tree  and  measuring  the  section  remaining.  The  volume  of  the  tree 
ten  years  ago  is  then  obtained  by  multiplying  the  product  of  the  basal  area 
and  height  by  the  form  factor  of  the  present  tree,  it  being  assumed  that  the 
form  factor  of  the  tree  now  is  the  same  as  that  ten  years  ago.  This  method 
is  accurate,  but  still  involves  considerable  calculation.  To  shorten  it  the 
following  plan  has  been  proposed :  Determine  the  area  at  the  base,  multiply 
by  the  length  and  then  by  a  form  factor  obtained  from  a  form -factor  table, 
such  as  those  in  the  Appendix;  then  deduct  from  the  present  diameter 
at  the  base  the  growth  for  the  last  ten  years  and  ascertain  the  basal  area 
ten  years  ago.  Cut  off  the  last  ten  years'  growth  from  the  tip  to  determine 
the  length  of  the  tree  ten  years  ago  and  multiply  the  product  of  the  basal 
area  and  height  ten  years  ago  by  a  corresponding  form  factor  taken  from 
the  form -factor  table.  The  difference  in  the  volumes  represents  the  growth 
for  the  last  ten  years.  This  method  may  be  applied  to  estimate  the  volume 
growth  of  standing  trees.  The  height  of  the  tree  is  measured  with  a  height 
measure,  the  diameter  at  breast -height  is  measured  with  calipers,  and  the 
form  factor  obtained  from  the  tabic.  With  the  Pressler  borer  one  deter- 
mines the  rate  of  growth  for  the  last  ten  years  and  calculates  the  basal  area 
ten  years  ago.  The  growth  in  height  for  the  last  ten  years  is  estimated  and 
deducted  from  the  present  height  for  the  length  of  the  tree  ten  years  ago 
and  the  form  factor  is  also  taken  from  a  table. 

In  all  of  these  methods  it  is  assumed  that  during  the  decade  there  is  no 
change  in  form  factor,  which  is  not  strictly  true,  particularly  during  the 
period  of  most  rapid  growth. 

171.  Estimate  of  Volume  Growth  in  the  Future. — Just  as  with 
diameter  growth,  one  may  assume  that  the  volume  growth  in 
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the  immediate  future  will  be  the  same  as  in  the  last  few  years. 
If  the  oxrreat  amiual  growth  has  not  yet  reached  its  maximum, 
an  underestimate  of  future  growth  results;  if  the  current  annual 
growth  is  falling  off,  an  overestimate  is  made.  The  estimate  is 
accurate  only  when  the  current  annual  growth  is  neither  falling 
nor  rising. 

Another  way  of  estimating  the  future  growth  in  volume  is 
to  determine  the  growth  in  diameter  at  different  parts  of  a  tree 
during  the  last  five  or  ten  years  and  assume  that  this  growth  in 
diameter  will  be  the  same  during  the  coming  five  or  ten  years. 
By  adding  this  growth  an  imaginary  tree  is  obtained  which  may 
be  cubed  and  compared  with  the  present  tree,  the  difference 
being  the  growth  in  volume  which  may  be  expected.  This  metliod 
gives  too  large  results  unless  the  volume  growth  is  increasing. 
If  the  volume  growth  were  the  same  as  during  the  previous  year, 
the  annual  ring  would  be  smaller  because  the  growth  is  necessarily 
spread  over  a  greater  surface. 

Still  another  plan  is  to  determine  the  growth  in  diameter 
for  n  years,  then  deduct  one-half  this  growth  from  all  cross- 
sections  and  cube  the  resulting  stem;  then  add  to  the  present 
dimensions  one-half  the  growth  for  the  last  n  years  and  cube 
the  resulting  stem.  The  difference  is  the  growth  in  volume 
which  may  be  predicted  for  the  next  n  years. 

This  last  method  is  the  most  accurate.  The  use  of  this 
method  in  predicting  the  growth  of  stands  is  explained  on 
page  311. 

172.  The  Rate  of  Growth  Percent. — ^The  growth  of  trees  in 
diameter,  area,  height,  or  volume  may  be  expressed  as  a  per- 
centage. In  practice,  however,  only  the  rate  of  growth  in  area 
and  volume  is  determined  in  percentage  terms.  The  growth 
percent  is  based  on  simple  interest,  except  when  the  increase  in 
value  is  expressed  in  money,  and  then  it  is  based  on  compound 
interest 

One  of  the  greatest  uses  of  the  growth  percent  is  in  predicting 
future  growth  of  a  tree  or  stand.    The  product  'of  the  present 
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volume,  determined  by  measurement  or  estimate,  by  the  current 
annual  growth  percent  gives  the  annual  growtti  in  volume.  Thus, 
for  example,  if  a  stand  has  40  cords  per  acre,  and  it  is  estimated 
that  it  is  growing  at  the  rate  of  2  percent  per  annum>  the  growth 
at  the  end  of  the  first  year  is  0.8  of  a  cord,  or  8  cords  in  10  years. 
Tables  of  growth  in  volume  are  often  expressed  in  percentage 
terms  like  the  following,  which  represents  the  growth  of  a  single 
red  oak: 

.  Volume.  ^"fSiJ^h** 

A«e.  Cubic  Feet.  <%2^l^^ 

^^ °-* 17.S 

20 2.2  '    ^ 

50.; II. 5  ^ 

There  are  several  methods  of  computing  the  growth  percent. 
In  the  table  given  above  the  periodic  growth  percent  for  10  years 
is  obtained  and  the  annual  growth  percent  obtained  by  dividing 
by  10.  Thus  if  V  is  the  present  volume,  v  that  n  years  ago, 
and  p  the  rate  percent,  then 

V-v                              V-v 
v: =100:^,    or    #= Xioo. 

In  predicting  growth  for  the  future,  this  formula  gives  too 
large  results  because  the  growth  percent  decreases  with  increase 
of  age.  On  the  other  hand,  if  the  present  volume  V  instead 
of  V  were  used  as  the  principal  in  the  formula,  an  underes- 
timate would  often  be  obtained  because  the  current  annual 
volume  growth  of  individual  trees  continues  to  increase  up  to 
an  old  age. 

As  a  compromise  it  is  customary  to  use  as  a  principal,  in 

the  interest  calculation,  not  the  present  volume  or  the  volume  n 

V+v 
years  ago,  but  the  average  of  the  two,  or  .    Substituting 

in  the  interest  formula, 

V+v  V—v                              V—v    200 
: =  ioo:#,    or    A=  j.  .     X . 
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This  method  of  calculating  the  rate  of  growth  percent  has 
}x*en  found  so  satisfactory  for  the  ordinary  problems  of  forestry 
I'.at  it  is  the  principal  method  used  in  the  preparation  and  re- 
vision of  Government  working  plans  in  Europe. 

Still  another  plan  is  to  compare  the  present  volume  with  that  one  year 

V-v 
ago.     Expressed  algebraically ^  the  volume  one  year  ago  is  V ,  and  the 

interest  formula  becomes,  by  substitution, 

/„    V-v\  V-v  V-v 

[V I: — loo:*,    or    #  — t77 r-r~Xioo. 

\  n   /      n  ^'  '^    F(»— i)+v 

Pressler  proposed  to  use  the  previous  formula  in  calculating 
the  current  rate  of  growth  percent  of  trees  which  have  been 
reduced  by  cutting  off  the  growth  in  length  for  the  last  n  years 
as  described  on  page  299.  To  simplify  the  work,  however,  he 
assumtxi  that  the  rate  of  growth  percent  in  area  (at  the  middle 
of  the  reduced  stem)  is  the  same  as  the  rate  of  growth  percent 
in  volume.  He  based  this  assmuption  on  the  following  reason- 
ing: In  the  formula  for  the  growth  percent  in  volume  one 
may  substitute  for  V  and  v  the  expressions  B'Xh  and  bxh 
(see  Fig.  51).    Then 


B'h-bh    200    B^-b     200 
^^B'h^bh^  n  "B'^b  ^  n  * 


German  foresters  have  investigated  the  accuracy  of  this  formula  and 
found  that  the  growth  percent  in  volume  of  the  reduced  tree  is  not  the  same 
as  the  rate  of  growth  percent  in  area  at  the  center,  but  on  an  average  the 
same  as  the  rate  of  growth  percent  in  area  at  0.4  to  0.45  of  the  length  (meas- 
ured from  the  butt).  Therefore  more  accurate  results  are  obtained  if  one 
cuts  from  the  tip  not  n  years*  growth,  but  1.3  »  to  1.5  «  years'  growth, 
and  in  very  old  trees  whose  height  yowth  is  extremely  small,  2  n  to  3  » 
years'  growth. 
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One  may  substitute  in  the  above  formula  the  values  D^  and 
for  B'  and  b. 
B'  and  6,  then 


^  for  B'  and  h.    If and  —  be  substituted  in  the  formula  for 

4  4 


niy^    ncP 
4        4      200    D^—d^    200 

4        4 


173.  Determination  of  Volume  Growth  Percent  of  Standing 
Trees. — ^The  rate  of  growth  percent  of  a  standing  tree  can  be 
determined  only  approximately.  A  number  of  methods  have, 
however,  been  devised  for  estimating  the  rate  of  growth  percent 
in  volume  of  standing  trees,  which  are  accurate  enough  for  most 
practical  purposes.  In  the  succeeding  sections  two  methods  are 
described  which  are  now  used  in  Europe. 

174.  _Pr^^r*s  Method. — Pressler  used  the  formula  described 
in  section  172  to  determine  the  growth  of  standing  trees. 
He  distinguished  between  three  classes  of  trees:  first,  those 
mature  or  nearly  so,  in  which  the  growth  in  height  and  change  in 
form  factor  are  so  small  as  to  be  negligible;  second,  those  which 
are  still  growing  more  or  less  vigorously  in  height,  but  are  not 
changing  in  form  factor;  and  third,  those  growing  in  height 
and  also  changing  in  form  factor.  In  the  first  case  he  assumed 
that  the  growth  percent  in  volume  is  equal  to  the  rate  of  growth 
percent  in  area  at  the  base;  that  is,  that  the  growth  percent  in 
volume  may  be  obtained  by  the  following  formula,  in  which 
D,  Hy  Fy  and  d,  A,  /  are  the  diameters,  heights,  and  form  factors, 
respectively,  of  the  tree  now  and  n  years  ago. 

_^4 4     '      200 

4  4     ' 


Digitized  by 


Google 


THE  GROIVTH  OF  TREES  AND  STANDS.  3^5 

But  it  is  assumed  that  H^h  and  -F==/;    therefore 

.D2-rf2    200 

To  determine  the  growth  percent  in  volume  of  a  standing 
tree  which  is  mature  or  nearly  so,  one  measures  the  diameter 
at  breast-height  and  then  by  the  increment  borer  determines 
the  diameter  n  years  ago  and  applies  the  formula 

D^-d:^    200 

In  order  to  shorten  the  work  of  calculation,  Pressler  constructed  con- 
venient tables  which  enable  the  quick  determination  of  the  growth  percent 

D 

in  the  following  way:   Let  D—d  be  designated  as  a,  and  — ,  which  Pressler 

called  the  relative  diameier,  be  designated  as  q^    Then  D^aq  and  d^D—a=^ 
aq—a^a{q—i). 

By  substitution  of  the  new  values  of  D  and  d  in  the  formula 


D^-d^    200 
P  = 

there  results 


^~D^^d^^'n 


_a}q^-a}(q-iy     200  ^q'^-iq-iY     200 
^    a}q^^-a\q-iy      n      q^  +  {q-iy      n  ' 

Pressler  constructed  a  table  showing  the  values  of  the  expression 
~rrr — (iX2oo 

q^  +  {q-iy 

for  every  value  of  q  from  2  to  300.  To  use  the  table,  one  measures  the  diam- 
eter of  a  tree  at  breast-height  and  the  growth  for  n  years.  He  then  divides 
the  present  diameter  D  by  the  diameter  growth  a,  which  gives  the  relative 
diameter,  or  q\   then  he  looks  up  in  the  table  the  value  of 

q'  +  {q-iy 
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corresponding  to  known  value  of  q;  this  divided  by  n  gives  the  desired  rate 
of  growth  percent  in  volume. 

This  method  is  applicable  only  to  mature  or  nearly  mature 
trees  whose  height  growth  has  practically  ceased.  With  such 
trees  it  gives  satisfactory  results.  In  the  fine  print  following  is 
described  Pressler's  method  of  determining  the  growth  per- 
cent of  trees  which  are  growing  in  height.  So  many  assumptions 
are  made,  however,  that  the  methods  are  considered  subject  to 
great  danger  of  inaccuracy. 

If  the  height  of  the  tree  changes  materially  in  n  years,  the  formula  shown 
above  gives  too  small  results.  Pressler  provided  for  this  contingency  in 
the  following  way: 

Let  Vy  H,  Fy  D,  and  v,  A,  /,  J  be  the  volumes,  heights,  form  factors,  and 
diameters  respectively  now  and  n  years  ago;    then 

4 

Assuming  that    F^/,    then    V:v=D^H:d^k.    Assuming,  further,  that  the 
growth  in  height  is  proportional  to  that  in  diameter,  that  is,  that 


D'.d'^'Hih    or    H-^^y 
a 


ihen  by  substitution 


^'•'^ ir''^^    ""^    ^"pi- 


Substituting  this  last  value  of  v  in  the  formula 

V—v    200 


?= 


there  results  the  formula 


P- 


D'-d*    200 
D*+d*^  n  ' 
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By  the  use  of  the  **  relative  diameter,"  that  is  —  or  ^,  this  fonnula  may 

be  expressed  as 

q^-{q-iy     200 

Pressler  also  prepared  a  table  showing  the  value  of  the  expression 

for  all  values  of  q  from  2  to  300. 

The  results  of  this  fonnula  differ  considerably  from  the  previous  one. 
As  there  are  many  trees  whose  growtli  would, be  greater  than  is  expressed 
by  the  formula  in  which  q  has  a  coefficient  of  2  and  less  than  by  the  fonnula 
just  described,  Pressler  constructed  tables  for  different  values  of  ^  in  the 
expressions 

3»i  + (5- !).*><  ^ 

He  went  even  further,  and  in  order  to  provide  for  trees  which  are  growing 
in  height,  and  also  changing  in  form  factor  from  year  to  year,  prepared  a 
table  giving  the  values  of  the  expression 

g3i-(^-l)3t 

for  different  values  of  q.  This  last  is  called  the  maximum  table,  and  that 
made  for  values  of  q^  is  called  the  minimum  table.  In  using  these  tables 
one  must  judge  by  the  eye  whether  the  tree  has  nearly  reached  maturity 
or  is  growing  more  or  less  rapidly  and  then  use  the  table  which  in  his  judg- 
ment most  nearly  fits  the  case. 

175.  Schneider's  Hetiiod. — ^The  following  simple  method  of 
determining  tfie  fate  of  growth  percent  of  standing  trees  was 


Digitized  by 


Google 


3o8  fORBST  MENSURj4T10!4, 

devised  by  Professor  Schneider  of  the  forest  school  at  Ebeis- 
walde  in  1853.  The  method  is  applicable  only  to  mature  or  nearly 
mature  trees  whose  height  growth  has  practically  ceased  and 
whose  form  factor  is  not  changing  from  year  to  year. 

The  diameter  at  breast-height  is  measured  outside  the  bark 
and  then  a  boring  is  made  with  the  increment  borer  to  determine 
the  number  of  rings  represented  in  the  last  inch  radius.    The 

rate  of  growth  percent  is  then  obtained  by  the  formula  ^= — ^, 

in  which  Z?  is  the  diameter  at  breast-height  and  n  the  number 
of  rings  in  the  last  inch  of  radius. 

Schneider's  formula  is  derived  in  the  following  way:  If  n  represents  the 
number  of  rings  in  the  last  inch  radius  at  breast -height,  then  the  periodic 

annual  growth  during  n  years  is  —  inches.    Let  the  present  diameter  be- 

2 

represented  by  £>,  then  the  diameter  last  year  was  D and  the  diameter 

2 

at  the  end  of  one  year  from  now  will  be  £>H — . 

r^  ....    ^^'^/     . 

The  present  volume  of  the  tree  is ,  that  one  year  ago  was 

4 


7(-:)*'- 


The  growth  for  the  last  year  is  then 


4         4\        n/    '      4\n      n*/ 


The  growth  percent  is: 


^/.^//4D     4V  ,^.. 


400     400 
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2                          2 
If  the  growth  be  calculated  on  the  basis  of  <i+ —  instead  oid ,  then 

w  II 

the  following  fonnula  will  result: 

400     400 

The  average  between  the  two  fonnulae  is  taken,  namely, 

.400 

Inasmuch  as  Schneider's  formula  assumes  that  there  is  no 
change  in  height  and  no  change  in  form  factor,  tlie  results  are 
very  conservative.  An  attempt  has  been  made  to  adopt  the 
formula  to  rapid-growing  trees  by  increasing  the  value  of  400, 
but  the  resulting  formulae  have  little  practical  value. 

The  methods  just  described  are  satisfactory  only  with  mature 
or  nearly  mature  trees.  There  is  no  good  method  of  determining 
the  rate  of  growth  percent  of  a  rapid-growing  tree  except  by 
cutting  it  down  and  analyzing  it.  Fully  as  good  results  are 
obtained  by  using  average-growth  tables  as  by  applying  Schneider's 
or  Pressler's  methods  to  fast-growing  trees. 

176.  The  Increment  of  Stands. — The  increment  of  individual 
trees  is  studied  chiefly  to  enable  the  determination  of  the 
increment  of  stands.  The  American  forester  is  now  confronted 
by  a  multitude  of  practical  problems  which  require  the  deter- 
mination of  the  future  yield  of  stands  in  timber  and  in  money 
returns. 

Three  main  groups  of  problems  may  be  distinguished:  first 
the  prediction  of  the  increment  of  even-aged  stands  for  short 
periods;  second,  the  prediction  of  the  yield  of  stands  established 
on  clearings  by  planting  or  by  natural  reproduction;  and  third, 
the  prediction  of  the  yield  after  lumbering  in  many-aged  forests. 
The  first  problem  is  discussed  in  the  following  sections  of  this 
chapter;  the  second  and  third  problems  are  considered  under  the 
head  of  Yield  Tables, 


Digitized  by 


Google 


5IO  FOREST  MENSURATION. 

177.  Prediction  of  the  Increment  of  Even-aged  Stands  for  a 
Short  Period. — Frequently  in  making  a  working-plan  it  is  necessary 
to  predict  the  increment  for  one  or  several  years  or  for  a  decade. 
One  of  the  most  common  problems  is  to  determine  whether  a 
stand  is  adding  increment  rapidly  enough  to  pay  to  leave  it  stand- 
ing. In  certain  European  countries,  for  example  in  Austria, 
the  policy  is  to  cut  and  reproduce  a  stand  as  soon  as  it  ceases  to 
yield  a  satisfactory  rate  of  interest.  This  is  called  the  financial 
maturity  of  the  stand.  To  ascertain  whether  a  stand  is  finan- 
cially mature,  one  determines  its  value  now  and  one  year  ago. 
If  the  difference  represents  a  rate  of  interest  less  than  what  the 
owner  demands,  the  stand  is  past  maturity.  If  the  interest  is 
equal  to  the  minimum  required  by  the  owner,  it  is  just  mature. 

Another  problem  is  where  a  stand  is  to  remain  for  a  certain 
number  of  years  and  the  owner  wishes  to  know  what  the  yield 
will  be  at  the  end  of  that  period.  In  organizing  a  forest  under  a 
working-plan  it  is  customary  to  predict  the  yield  of  certain  stands, 
which  are  to  remain  a  decade  or  more,  by  computing  their  present 
volume  and  adding  the  increment  for  the  period  in  question. 

In  the  working-plans  of  some  European  countries  it  is  cus- 
tomary to  predict  the  yield  at  maturity  of  every  portion  of  the 
forest.  The  final  yield  of  stands  which  are  young  or  middle- 
aged  are  estimated  by  the  help  of  yield  tables  (to  be  described 
later),  but  the  final  yield  of  the  nearly  mature  stands  is  deter- 
mined by  studying  their  present  current  increment. 

The  method  of  determining  the  current  increment  is  best 
explained  by  an  example.  Suppo.se  a  pure  stand  of  red  maple 
sprouts  covering  25  acres  is  to  be  cut  clear  in  12  years,  what 
will  be  the  final  yield  ?  If  the  stand  is  uniform  in  age  and  density 
over  the  whole  area,  one  sample  acre  is  selected  to  represent  the 
whole.  If  there  is  some  variation  in  the  character  of  the  tim- 
ber, enough  plots  are  taken  to  guarantee  a  good  average.  The 
plot  is  accurately  laid  off  and  the  trees  caUpered,  then  the  volume 
computed  by  one  of  the  methods  involving  the  felling  of  sample 
trees.     Suppose  that  the  mean  sample- tree  method  is  chosen 
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and  that  three  test  trees  are  cut  The  rate  of  growth  percent 
in  volume  is  determined  for  each  test  tree  by  the  fonnula 

V  —  V      2CO 

^     V-\-v      n 

The  average  growth  of  the  test  trees  is  assumed  to  be  the  aver- 
age growth  of  the  stand.  The  volume  growth  of  the  stand 
for  one  year  is,  therefore,  obtained  by  multiplying  the  stand  *s 
present  volume  by  the  growth  percent.  The  volume  growth  for 
12  years  added  to  the  present  volume  of  the  stand  gives  the 
yield  at  the  proposed  time  of  cutting. 

If  it  is  impractical  to  fell  test  trees  on  account  of  the  lack 
of  time  or  because  great  accuracy  is  not  necessary,  the  rate  of 
growth  percent  is  determined  from  standing  trees.  The  trees 
are  calipered  as  before  and  the  diameter  of  the  average  tree  com- 
puted. Volume  tables  are  used  to  compute  the  voliune  of  the 
whole  stand  (see  page  219).  Three  test  trees  are  selected  as 
before,  but  instead  of  felling  them  the  forester  determines  the 
rate  of  growth  of  each  for  the  last  few  years  with  an  increment 
borer,  and  after  measuring  the  diameter  computes  the  growth 

percent  by  the  formula  p=  — ^  or  by  Pressler's  method.    This 

plan  is,  however,  very  inaccurate  in  second-growth  hardwoods, 
as  the  trees  are  usually  growing  in  height  and  changing  in  form. 
It  is  therefore  better  to  determine  the  growth  percent  from 
sample  trees  whenever  possible,  unless  one  b  working  in  mature 
forests. 

If  a  stand  is  composed  of  several  species  the  growth  of  each 
is  computed  separately.  Thus  in  southern  New  England  the 
sprout  forests  are  nearly  always  mixed,  and  frequently  as  many  as 
10  species  are  represented  on  a  single  sample  plot.  The  survey 
shown  on  page  312  is  a  representative  plot  taken  in  Connecticut 
To  estimate  the  growth  of  such  a  stand  accurately  one  should  deter- 
mine separately  for  each  species  the  diameter  of  the  average  tree, 
then  fett  one  to  three  test  trees  of  each  kind  and  calculate  the 
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growth  as  described  above.  This  "would  give  a  very  good  esti^ 
mate  of  growth  for  the  particular  stand  in  question,  but  the 
accuracy  would  not  pay  for  the  time  required  by  such  a  long 
operation.  One  would  determine  the  growth  of  such  a  mixed 
stand  in  order  to  estimate  the  growth  of  a  larger  area,  using  the 
plot  as  an  average.    But  mixtures  of  trees  vary  so  much  that 

PLOT  SURVEY  IN  MIXED  HARDWOODS. 
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it  is  almost  impossible  to  select  a  stand  in  which  the  percentage 
of  each  species  in  mixture  is  exactly  an  average  of  the  whole 
area.  It  is  therefore  impractical  to  keep  all  the  species  sepa- 
rate in  the  estimate  of  growth  of  a  mixed  forest.  The  growth 
of  each  of  the  ruling  species  is  determined  separately  and  the 
rest  are  lumped  together  or  are  considered  a  part  of  the  rulmg  class. 
In  the  example  given  above  the  red  and  rock  oak  and  chestnut 
are  kept  separate.  Together  they  constitute  6$  percent  of  the 
stand.  The  other  species  are  lumped  together  as  a  single  species 
and  one  or  more  test  trees  used  of  a  species  which  represents, 
in  the  forester's  judgment,  about  an  average.  In  the  above 
example  red  maple  would  show  about  an  average  growth,  so 
that  after  determining  the  avers^e  diameter  of  the  various  species 
taken  together,  one  or  more  red  maples   are  cut  and  used  to 
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estimate  growth.  The  volume  of  the  several  species  which  are 
lumped  together  may  be  determined  from  the  maple  test  trees 
or  from  volume  tables  for  the  separate  species. 

In  most  cases  the  mean  sample-tree  method  is  the  simplest 
for  determining  the  growth  of  even-aged  stands.  Sometimes, 
however,  the  trees  are  not  sufficiently  uniform  in  growth  to  use 
this  method.  For  example,  one  may  wish  to  keep  separate  the 
dominant  and  suppressed  trees.  Then  two  or  more  groups  are 
made  instead  of  one.  If  a  stand  is  even-aged,  but  on  account 
of  its  broken  character  has  several  distinct  tree  classes,  then 
it  is  desirable  to  estimate  the  growth  of  each  class  separately. 
In  the  same  way,  if  a  stand  is  not  strictly  even-aged,  the  diflerent 
age  classes  may  be  kept  separate  and  by  felling  separate  test 
trees  for  each  class  the  growth  of  each  may  be  determined. 

An  illustration  of  stands  in  which  it  is  necessary  to  esti- 
mate the  growth  of  several  classes  separately  is  found  on  old 
pastures  in  New  England  which  have  grown  up  to  hardwoods. 
One  often  finds  old  chestnut  trees  which  started  in  the  open, 
and  in  the  same  stand  groups  of  younger  trees  whose  growth  is 
quite  different.  Usually  these  tree  cLisses  differ  in  diameter  so 
much  that  the  arbitrary  group  method  may  be  used  in  the  study 
of  their  growth.  But  if  the  diameters  overlap,  then  the  classes 
must  be  tallied  in  separate  columns  when  the  stand  is  calipered. 

Another  method  of  determining  the  future  growth  of  a  stand 
is  to  assume  that  it  will  grow  in  the  future  at  the  average  rate 
it  has  grown  during  its  entire  past  life;  that  is,  instead  of 
basing  the  future  growth  on  the  periodic  growth  for  the  past 
5  or  lo  years,  it  is  based  on  the  average  growth  during  the  whole 
past  life  of  the  tree.  In  other  words,  the  mean  annual  incre- 
ment of  the  stand  is  assumed  to  remain  the  same  for  a  specified 
number  of  years. 

To  determine  the  mean  annual  growth  of  a  stand  the  total 
volume  is  computed  and  then  divided  by  the  average  age.  This 
method  gives  only  approximate  results.  During  the  period  of 
rapid  giowA,  the  mean  annual  growth  is  less  dian  the  current 
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annual  growth,  and  in  later  life  it  is  greater.  The  method 
gives  accurate  results  only  at  the  period  when  the  mean  annual 
growth  is  equal  to  the  current  annual  growth.  Nevertheless  it 
serves  as  a  ready  way  of  estimating  increment  and  is  often 
used.  Thus  in  the  sprout  region  of  New  England  the  yield  of 
stands  is  sometimes  predicted  by  a  study  of  the  mean  annual 
growth.  More  often,  however,  yield  tables  are  used,  as  they 
are  much  easier  in  application,  and  if  applied  judiciously,  are 
fully  as  accurate  as  the  method  just  described. 

178.  To  Determine  the  Growth  in  Volume  of  an  Entire 
Forest. — One  of  the  important  problems  in  organizing  a  forest, 
which  is  to  be  managed  on  the  principles  of  forestry,  is  to  deter- 
mine its  annual  production.  Usually  two  questions  must  be 
answered,  namely,  what  is  the  rate  of  growth  in  volume  over 
the  whole  tract  ?  What  will  be  the  merchantable  yield  of  the  tract 
in  a  specified  period  ? 

The  rate  of  growth  in  volume  over  the  whole  forest  is  used 
in  determining  the  amount  of  timber  which  can  be  cut  annually 
or  periodically  without  reducing  the  productive  capacity  of  the 
forest.  In  practice  the  mean  annual  rather  than  the  current 
annual  growth  is  used.  If  the  forest  is  composed  of  even-aged 
stands,  as  in  the  mixed  hardwoods  of  Connecticut,  the  procedure 
is  as  follows:  The  tract  is  divided  and  subdivided  into  so-called 
compartments  and  subcompartments,"  enabling  the  study  of 
each  part  of  the  forest  separately.  The  final  yield  at  maturity 
of  each  subcompartment  is  estimated  and  the  mean  annual 
growth  computed  by  dividing  this  yield  by  the  final  age.  The 
mean  annual  production  of  all  subcompartments  taken  together 
constitutes  the  annual  production  of  the  forest.  In  a  many-aged 
forest,  managed  on  the  selection  system,  the  yield  of  each  division 
of  the  forest  at  the  end  of  a  specified  cutting  period  is  calculated. 
This  jdeld  divided  by  the  number  of  years  in  the  period  is  the 
mean  annual  growth.  The  total  annual  production  of  the  whole 
forest  is  the  sum  of  the  results  found  for  the  separate  divisions. 
The  method  of  determining  the  yield  in  many-aged  stands  at 
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the  end  of  a  specified  period  is  described  in  section  198.  The 
application  of  these  studies  of  growth  in  regulating  the  annual 
or  periodic  cut  constitutes  a  part  of  forest  management  and 
its  discussion  is  not  germane  to  the  present  work. 

The  other  question,  namely,  what  amount  of  timber  can 
be  cut  in  a  specified  period  ?  involves  the  prediction  of  future  yield 
for  separate  portions  of  a  forest  based  on  periodic  growth  for 
the  last  five  or  ten  years.  The  divisions  which  are  likely  to 
become  merchantable  within  the  specified  period  are  studied 
and  the  future  yield  predicted  by  the  methods  described  in  sec- 
tion 174  for  even-aged  stands  and  in  section  198  for  many-aged 
stands.  The  prediction  of  yield  in  different  parts  of  a  forest 
is  made  in  the  preparation  of  working  plans  and  is  discussed 
in  books  on  forest  management. 
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CHAPTER  XVn. 
YIELD  TABLES. 

179.  Definition  of  Yield  Tables. — A  yield  table  is  a  tabu- 
lar statement  of  the  yield  per  acre,  at  different  periods,  of  a  forest 
of  a  specified  character  growing  on  a  specified  class  of  soil  and 
treated  under  a  si>ecified  method  of  management.  Usually 
yield  tables  show  the  future  product  of  stands,  and  in  this  book 
the  term  when  used  alone  will  have  that  meaning.  The  Society 
of  American  Foresters  has  adopted  the  terms  future  yield  table 
for  one  showing  future  products,  and  present  yield  table  for  one 
showing  the  present  stand. 

In  this  country  we  also  distinguish  between  yield  tables  for 
even-aged  stands  and  yield  tables  jor  many-aged  staftds.  The 
first  show  the  product,  at  different  ages,  of  stands  which  have 
been  established  on  clearings,  and  which  are  even-aged  or  nearly 
so.  The  second  class  of  yield  tables  show  the  yield  per  acre 
of  many-aged  forests  after  the  large  trees  have  been  removed 
under  a  specified  system.  The  last  are  often  also  called  incre- 
ment or  growth  tables.  They  are,  however,  properly  called 
yield  tables  because  they  show  the  product  per  acre  at  diflerent 
periods  of  a  forest  treated  under  a  specified  system  of  manage- 
ment. 

180.  Yield  Tables  for  Even-aged  Stands.— As  yet  only  one  or 
two  attempts  have  been  made  in  this  countrj'  to  construct  yield 
tables  for  even-aged  stands.  On  the  other  hand,  the  yield  tables 
abroad  are  altogether  for  even-aged  forests,  because  the  bulk  of 
the  forests  are  the  result  of  planting  or  systematic  natural  repro- 
duction on  areas  cleared  at  one  time  or  within  a  short  period. 
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American  foresters  have  been  inclined  to  regard  such  tables  as 
less  important  than  the  yield  tables  for  many-aged  forests.  It 
should  be  remembered,  however,  that  there  is  in  the  aggregate 
an  enormous  area  of  second -growth  forest  throughout  the  country 
which  is  even-aged  or  approximately  even-aged,  and  that  this 
area  is  being  constantly  increased  through  fire,  cutting,  abandon- 
ment of  old  fields,  and  planting.  The  forester  is  handicapped 
on  all  sides  by  the  lack  of  yield  tables,  both  in  deciding  upon 
the  introduction  of  forestry  on  given  tracts  and  also  in  the  work 
of  making  thinnings  and  in  making  working-plans.  The  first 
yield  tables  of  this  character  in  this  country  were  made  in  1894 
for  the  white  pine  by  GiflFord  Pinchot  and  the  present  writer. 
Since  that  time  conditions  of  lumbering  have  changed,  and  the 
tables  should  be  replaced  by  a  more  exhaustive  study. 

The  list  of  instances  in  which  trees  are  growing  in  even-aged 
stands  would  include  not  only  ^ill  plantations,  but  the  old  clear- 
ings made  by  fire,  windfall,  clear-cutting,  and  the  abandoned 
fields.  Nearly  every  species  which  has  light  seed  may  be  found 
in  even -aged  stands  of  greater  or  less  extent,  and  many  of  the 
heavy-seeded  trees  occur  as  even-aged  sprout  stands  after  clear- 
cuttings,  as,  for  example,  in  southern  New  England. 

The  methods  used  in  making  yield  tables  for  such  stands  will 
necessarily  be  very  similar  to  those  used  in  Europe.  The  Ameri- 
can should,  therefore,  understand  European  methods,  and  it  is 
then  a  simple  matter  to  make  such  modifications  as  are  required 
by  the  circumstances. 

i8i,  European  Yield  Tables. — It  is  customary  to  distinguish 
between  Normal  or  Index  and  Empirical  Yield  Tables.  By  a 
Normal  or  Index  Yield  Table  is  understood  a  table  showing 
the  yield,  at  different  ages,  of  fully  stocked  stands.  Empirical 
Yield  Tables  are  based  on  stands  which  represent  an  average 
of  the  whole  forest,  including  the  poorly  stocked  as  well  as  the 
best  areas. 

Yield  tables  are  further  distinguished  as  local  and  general. 
Local  yield  tables  are  based  upon  data  gathered  in  a  restricted 
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locality,  and  have  only  a  local  value.  General  yield  tables  are 
based  upon  data  from  a  large  area,  such  as  a  State  or  whole 
country.  For  example,  Wm.  Weise's  yield  table  for  Scotch 
pine  is  a  general  yield  table  based  on  data  from  all  over  Ger- 
many and  designed  for  general  use.  On  the  other  hand,  Lan- 
dolt's  yield  tables  for  the  Zihlwald  are  based  on  Zihlwald  figures 
and  are  not  strictly  applicable  elsewhere. 

In  Germany  the  question  of  the  correctness  of  general  yield 
tables  has  been  frequently  discussed.  The  general  yield  tables 
for  entire  Germany  are  now  distrusted,  and  the  tables  for  more 
restricted  regions  are  substituted  for  them.  It  is  sometimes 
difficult  to  decide  whether  the  results  of  studies  in  different  regions 
differ  because  of  the  different  factors  of  growth  or  because  of 
the  difference  in  silvicultural  treatment  or  difference  in  methods 
of  investigation.  It  is  almost  without  doubt,  however,  that 
even  in  Germany  the  conditions  for  growth  differ  enough  to 
make  separate  yield  tables  advisable.  For  example,  the  yield  of 
spruce  in  central  and  southern  Germany  differ  by  a  considerable 
amount;  and  Schwappach  found  marked  differences  in  the  growth 
of  pine  in  different  parts  of  Germany.  If  this  is  true  for  Ger- 
many, it  must  be  doubly  important  in  the  United  States,  where 
there  are  wide  climatic  and  geological  differences  which  cause 
a  variation  in  yield  of  a  given  species.  It  is  a  good  rule  in 
this  country  to  make  separate  yield  tables  for  different  forest 
regions.  Thus  normal  yield  tables  for  white  pine  should  be 
made  separately  for  New  England,  the  Appalachian  region,  and 
the  Lake  States;  and  investigation  may  show  a  still  further  re- 
stricting  of   the  localities  to  be  necessary. 

182.  Normal  Yield  Tables. — Normal  yield  tables  show  the 
product  of  fully  stocked  stands.  By  a  normal  or  fully  stocked 
stand  is  meant  one  with  the  average  maximum  yield  actually 
obtainable  with  a  given  species  under  a  given  method  of  treat- 
ment in  a  given  quality  of  site.  Normal  yield  tables  show  the 
average  maximum  yield  which  results  on  an  area  fully  stocked 
by  planting  or  natural  seeding,  and  undisturbed  during  the  stand's 
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Kfe  by  fire,  wind,  cutting,  insects,  or  other  causes.  It  is  there- 
fore a  yield  actually  obtainable  if  the  forest  be  successfully  pro- 
tected from  disturbing  factors,  instead  of  a  theoretical  yield, 
which  can  seldom  be  secured. 

It  is  very  difficult  to  determine  by  the  eye  whether  a  stand 
is  normal  or  not.  One  who  has  had  experience  with  the  species 
in  question  can,  however,  judge  of  the  normality  of  a  stand  with 
sufficient  degree  of  accuracy  for  purposes  of  general  description, 
and  in  order  to  use  normal  yield  tables. 

In  gathering  data  for  yield  tables,  it  is  not  always  possible 
to  determine  in  the  field  whether  a  stand  is  normal  or  not.  There- 
fore the  forester  measures  such  stands  as  seem  to  him  as  jully 
slocked  as  possible.  These  stands  are  later  compared  at  the 
office,  and  those  which  deviate  too  far  from  the  average  are  dis- 
carded as  not  normal.  The  rule  given  by  Professor  Baur  to 
determine  whether  stands  are  normal  is  as  follows:  Stands  which 
have  the  same  age  and  average  height  are  compared,  and  all  are 
considered  normal  whose  total  basal  area  lies  within  a  range  of 
15  percent;  that  is,  the  basal  area  of  the  best-  and  poorest- 
stocked  stands  must  not  differ  more  than  15  percent.  Nearly 
always  there  are  some  stands  whose  total  basal  area  is  too  great; 
that  is,  which  are  abnormally  well  stocked.  These  are  considered 
abnormal,  just  as  those  which  are  not  sufficiently  stocked.  This 
rule  is  based  on  the  assumption  that  a  comparison  of  the  basal 
areas  of  the  stands  is  equivalent  to  a  comparison  of  the  volumes. 
As  explained  in  section  127,  the  volumes  of  trees  in  even-aged  stands 
vary  so  nearly  as  their  basal  areas  that  errors  due  to  deviations 
from  this  law  are  negligible.  The  actual  number  of  trees  per 
acre  cannot  be  taken  as  a  measure  of  normality,  because  two 
stands  of  the  same  height  and  the  same  age  may  be  normal, 
but  have  a  different  number  of  trees.  On  the  other  hand,  if 
normal,  they  would  have  approximately  the  same  basal  area, 
at  least  within  15  percent. 

The  standard  normality  represents  the  best  that  actually 
exists  and  not  the  best  that  might  exist  under  ideal  conditions. 
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Normality  of  stand  is,  therefore,  relative  rather  than  absolute, 
and  as  the  yield  of  forests  is  improved  by  scientific  management, 
the  conception  of  normality  of  a  given  species  changes.  Thus 
the  normal  yield  of  plantations  which  are  to  be  thinned  through 
life  is  larger  than  the  normal  yield  of  stands  which  will  not  be 
thinned  at  all  or  not  often  enough. 

In  preparing  normal  yield  tables,  one  presupposes  a  specified 
system  of  management  and  aims  to  show  the  average  maximum 
yield  of  fully  stocked  forests  under  those  conditions.  It  is, 
therefore,  entirely  proper  that  there  should  be  two  sels  of  normal 
yield  tables  in  this  country:  first,  for  fully  stocked  stands  which 
are  correctly  thinned,  and  second,  for  stands  not  thinned. 

183.  Contents  of  Normal  Yield  Tables. — The  most  important 
part  of  the  tables  is  the  yield  in  timber  at  different  ages.  In 
addition,  the  tables  contain  the  average  number  of  trees  per 
acre,  the  total  basal  area,  the  average  height,  and  diameter  of 
the  average  tree.  Generally  they  contain  also  the  growth  per- 
cent and  the  forest  form  factors.  Most  European  yield  tables 
give  the  total  cubic  contents  of  the  main  crop,  including  all  wood 
7  centimeters  and  over  in  diameter,  and  also  the  volume  of  the 
subordinate  trees  which  may  be  removed  by  thinnings. 

The  average  height  is  included  chiefly  as  a  guide  to  the  forester 
in  judging  the  quality  of  the  site  of  given  stands.  It  has 
been  found  that  the  best  qualities  give  the  greatest  height,  and, 
vice  versa,  the  poorest  qualities  give  the  poorest  height  growth. 
The  only  cases  where  this  is  not  true  are  where  a  stand  is  too  much 
crowded  or  is  too  open.  If  a  forest  has  been  thinned  like  those 
in  Europe,  this  stagnation  of  height  growth  by  overcrowding 
does  not  occur. 

The  average  diameter  is  given  as  an  indication  of  the  class 
of  timber  produced.  It  differs  so  much  with  different  stands 
that  it  cannot  be  used  as  an  index  of  the  quality  of  the  site. 

It  is  of  value  to  know  the  number  of  trees  required  to  secure 
the  total  product,  and  it  is  a  help  in  estimating  the  probable  cost 
of  cutting  the  timber.    The  number  of  trees  per  acre  enables  a 
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comparison  of  the  relative  tolerance  of  side  shade  of  different  species 
and  rapidity  of  the  reduction  of  trees  from  period  to  period. 

The  total  basal  area  is  used  in  practice  to  test  the  normality 
of  stands.  If  a  wind  has  entered  a  stand  and  it  is  found  by 
calipering  that  the  basal  area  is  only  40  percent  of  the  yield 
table,  the  volume  will  also  be  about  40  percent  of  the  volume  in 
the  yield  table,  on  the  principle  that  the  volumes  of  stands  vary 
approximately  as  the  basal  areas. 

The  forest  form  factor  is  used  to  estimate  volume  of  stands. 
The  contends  of  a  specified  stand  is  found  by  multiplying  the 
total  basal  area  by  the  product  of  the  height  and  the  form  factor 
(taken  from  the  yield  table). 

In  the  Appendix  several  yield  tables  for  European  species  are 
given.  A  number  of  columns  have,  however,  been  omitted  as 
unnecessary  for  the  purposes  in  hand,  namely,  the  yield  of 
material  below  7  centimeters  in  diameter  and  the  annual  growth 
in  height  and  volume. 

184.  Uses  of  Normal  inield  Tables. — ^The  practical  uses  of 
normal  yield  tables  are  as  follows: 

1.  The  prediction  of  the  future  returns  on  an  investment  in 
planting.  The  tables  show  what  may  be  expected  at  different 
ages,  provided  no  damage  is  suffered  from  fire  or  other  adverse 
causes.  They  show  how  soon  merchantable  timber  may  be 
obtained,  and  by  allowing  a  reasonable  amount  for  damages, 
one  may  make  a  conservative  estimate  of  the  money  returns 
on  an  investment. 

2.  The  prediction  of  the  future  yield  of  young  or  middle-aged 
stands.  The  value  of  immature  stands  lies  chiefly  in  their  pos- 
sibility for  future  returns.  Yield  tables  enable  the  prediction 
of  the  future  returns  and  hence  the  correct  valuation  of  such 
stands.  This  is  of  great  use  in  the  purchase  and  sale  of  second 
growth,  and  in  damage  suits  where  young  growth  has  been  injured 
or  destroyed.  In  applying  the  tables  a  discount  must  be  made 
if  the  immature  stands  are  obviously  not  fully  stocked.  The 
forester  estimates  the  degree  of  stocking  and  assumes  that  the 
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ratio  of  the  stocking  to  the  normal  will  be  the  same  at  maturity 
as  now. 

3.  An  estimate  of  the  contents  of  stands.  This  is  done  by 
estimating  the  age  and  the  degree  of  stocking  and  then  taking 
the  yield  per  acre  from  a  yield  table.  If  an  even-aged  stand 
of  loblolly  pine  is  0.8  stocked  and  is  30  years  old,  the  yitld  per 
acre  is  80  percent  of  that  shown  in  the  yield  table  for  30-year- 
old  stands. 

4.  The  determination  of  the  quality  of  a  specified  site  for 
the  growth  of  timber.  The  volume,  basal  area,  or  height  of 
normal  stands  indicate  the  quality  of  the  site.  Suppose  one 
owns  a  forest  and  wishes  to  determine  the  quality  of  site, 
as  is  often  necessary  in  making  a  detailed  working-plan.  The 
height  and  age  of  a  portion  of  the  stand  which  is  fully  stocked 
is  compared  with  the  heights  for  the  age  in  question  in  the  yield 
tables,  and  the  quality  which  has  the  nearest  height  ascertained. 
The  total  basal  area  or  volume  of  a  sample  plot  would  serve 
still  better  than  the  height  to  determine  quality  of  locality,  but 
this  would  take  too  much  time  unless  sample  plots  were  taken 
for  some  other  purpose. 

5-  The  determination  of  the  financial  rotation  of  forests,  their 
expectation  value,  and  their  normal  yield  and  growing  stock, 
and  the  solution  of  many  other  problems  of  forest  management. 

185.  Collection  of  Data  to  Construct  Yield  Tables. — Normal 
yield  tables  are  based  on  the  measurement  of  a  lai^ge  number 
of  sample  acres  in  fully  stocked  stands  of  different  ages,  grow- 
ing in  different  sites.  The  most  satisfactory  results  are  obtained 
by  taking  repeated  measurements,  at  intervals  of  about  five 
years,  of  permanent  sample  plots.  We  require,  however,  yield 
tables  at  once,  and  cannot  wait  for  10  to  30  years  for  the  results 
of  the  periodic  measurements.  Therefore  a  large  number  of 
sample  plots  are  measured  in  normal  stands,  as  they  are  to-day, 
and  from  them  the  yield  tables  are  constructed.  This  method 
is  described  in  the  following  pages  with  particular  reference  to 
the  European  practice.    The  plan  of  work  is  as  follows: 


Digitized  by 


Google 


YIELD  TABLES.  323 

First,  to  select  a  large  number  of  sample  plots  of  different 
ages  which  are  normally  stocked. 

Second,  to  determine  accurately  the  contents  of  these  sample 
plots. 

Third,  to  determine  tlie  quality  of  the  site  to  which  each  plot 
belongs. 

Fourth,  to  construct  curves  for  the  contents  per  acre  of  stands 
of  different  ages  in  sites  of  diflferent  quality. 

Fifth,  to  construct  curves  for  height,  basal  area,  and  num- 
ber of  trees  per  acre,  and  to  compute  any  other  information 
desirable  for  the  table,  such  as  the  forest  percent  and  the  form 
factor. 

Sixth,  to  tabulate  all  results  in  the  final  yield  table. 

186.  Selection  of  the  Sample  Plots. — ^The  plots  are  located 
in  fully  stocked  stands  of  different  ages  and  sites  of  different 
quality.  As  explained  in  section  182,  it  is  difficult  to  determine 
by  the  eye  whether  a  stand  is  fully  stocked  or  not.  Two  trained 
investigators  would  often  differ  in  their  judgment  of  the  nor- 
mality of  a  stand,  and  sometimes  a  plot  which  appears  at  first 
fully  stocked  proves  defective  upon  further  examination.  There- 
fore the  fieldmen  select  for  measurement  plots  which  appear 
to  them  fully  stocked.  The  final  decision  as  to  the  normality 
of  the  stands  is  reserved  until  their  total  basal  areas  can  be  com- 
pared. In  Europe  it  is  easy  to  find  normally  stocked  stands, 
for  most  of  the  state  forests  have  been  under  management  for 
many  years,  and  even  the  mature  forests  were  in  most  cases 
established  under  a  forester's  care. 

The  plots  are  distributed  among  stands  of  different  ages 
from  10  years  up  to  maturity.  The  greatest  proportion  of  plots 
is  located  among  the  old  and  middle-aged  stands.  Those  under 
30  years  old  are  less  important,  because,  even  in  intensively 
managed  forests,  the  product  of  thinnings  is  small  before  that 
time  and  the  final  yield  is  seldom  used  in  practice. 

The  plots  are  located  in  sites  of  different  quality.  The  forester 
cannot  always  determine  by  the  eye  the  quality  of  a  given  site, 
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but  he  can  estimate  it  closely  enough  to  enable  him  to  include 
all  qualities  in  the  valuation  areas. 

187.  Necessary  Number  of  Sample  Plots. — ^In  general  150  plots 
are  considered  a  minimum  number,  when  five  qualities  of  site 
are  distinguished,  and  where  the  tables  are  designed  for  a  rela- 
tively small  State  or  county.  For  general  yield  tables  more  must 
be  used.  Modem  European  yield  tables  are  based  on  150  to 
450  valuation  surveys,  a  part  being  repeated  surveys  of  permanent 
sample  plots. 

188.  Thinning  of  the  Stand  before  Measurement,'  --European 
yield  tables  show  the  product  of  thinnings  as  well  ajs  of  the  yield 
of  the  main  stand.  Before  the  trees  are  calipered,  a  thinning 
is  marked,  so  that  the  two  classes  of  trees  may  be  kept  separate 
in  the  tally  and  their  volumes  computed  separately. 

189.  Measurement  of  the  Plots. — ^The  rule  in  Europe  is  to 
lay  off  whole  hectares,  but  in  practice  a  portion  of  the  plots  used 
are  \  and  \  hectare.  The  plots  are  usually  square,  and  are 
surveyed  out  with  accuracy,  with  boundaries  distinctly  marked. 
The  calipering  is  done  with  great  care,  each  tree  being  measured 
two  ways  or  half  the  trees  measured  east  and  west  and  the  other 
half  north  and  south.  After  the  calipering,  test  trees  are  felled 
for  the  computation  of  volume.  Usually  the  Urich  method  is 
used,  but  recently  the  volume  curve  method  has  been  introduced, 
notably  in  Austria.  The  number  of  test  trees  ranges  from  9  to 
over  20. 

190.  Description  of  the  Sample  Plots. — As  a  rule  in  Europe 
the  description  is  considered  subordinate.  This  is  because  pure 
stands  are  chosen  which  are  even-aged,  normally  stocked,  and 
in  good  thrifty  normal  condition.  There  is,  then,  really  nothing 
to  describe  except  the  soil.  And  since  the  quality  of  the  site  is 
judged  entirely  by  the  product,'  and  not  by  the  soiPs  appearance, 
the  description  is  not  absolutely  necessary.  It  is  only  where  one 
is  trying  to  separate  regions  of  growth  that  this  becomes  neces- 
sary. In  Schappach's  tables  for  the  Scotch  pine,  there  is  no 
description  whatever.     Other  tables  generally  contain  the  follow- 


Digitized  by 


Google 


YIELD  TABLES.  3^5 

ing  points:  Elevation,  aspect,  degree  of  slope,  geological  formation, 
kind  of  soil,  its  depth,  consistency,  and  degree  of  moisture.  When 
tables  are  published  the  results  of  the  measurements  and  also 
the  description  are  given  in  a  tabulated  form,  so  that  the  results 
from  the  figures  can  be  traced  back  by  students  and  experts  if 
desired. 

191.  Construction  of  the  Tables. — ^The  first  work  in  the 
office  after  collecting  the  field  data  is  to  compute  for  each  plot 
(in  whole  hectare  or  acre  terms)  the  total  yield,  basal  area,  num- 
ber of  trees,  average  age,  height,  diameter,  and  form  factor. 
The  next  step  is  to  assign  the  different  plots  to  their  proper  quali- 
ties of  site.  And  it  is  exactly  this  point  about  which  many 
authors  disagree. 

The  simplest  method  is  that  of  Baur,  called  the  method  of 
bands.  The  total  yield  in  cubic  measure  of  each  stand  is  plotted 
on  cross-section  paper,  whose  ordinates  represent  final  yield  of 
the  main  crop  in  cubic  measure  and  whose  abscissae  represent 
the  average  age  of  the  stands.  As  each  point  is  plotted,  the 
number  of  the  valuation  survey  is  also  entered  near  it.  Then 
regular  curves  are  drawn  through  the  maximum  and  minimum 
points,  confining  all  the  points  in  a  comet-shaped  band  whose 
outer  edges  represent  the  maximum  and  minimum  yield.  Then 
the  ordinates  at  each  decade  lying  between  these  curves  are 
divided  into  five  equal  parts,  and  the  dividing  points  arc  connected 
by  curves  which  separate  the  points  representing  the  yield  of  the 
different  plots  into  five  divisions.  The  points  lying  in  a  single 
band  indicate  plots  which  belong  to  the  same  quality  of  site. 

A  modification  of  the  method  just  described  is  to  use 
heights  instead  of  volumes  to  determine  the  quality  of  the  site. 
After  the  heights  on  all  the  plots  have  been  determined  they  are 
entered  on  cross-section  paper  whose  abscissae  represent  age 
and  ordinates  height.  A  maximum  and  minimum  curve  are 
drawn  and  then  intermediate  curves  are  interpolated  just  as  in  the 
other  method.  All  plots  whose  heights  lie  in  a  given  narrow  band 
are  assumed  to  have  the  same  quality  of  site.    This  method  is 
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based  on  the  principle  that  the  height  of  an  even-aged  stand  is  a 
reliable  index  of  the  quality  of  site.  It  has  been  proved  by 
repeated  experiment  that  the  classification  of  sample  plots  by 
this  method  and  by  that  just  described  in  the  preceding  para- 
graph leads  to  practically  the  same  result. 

Sometimes  the  average  height  of  the  stand  is  used,  but  some 
authors  advocate  the  determination  of  the  quality  of  site  by  means 
of  the  maximum  height.  Still  another  plan  is  to  judge  the  quality 
of  site  by  the  volume  or  height  of  a  specified  number  of  the  largest 
trees  instead  of  by  the  total  volume  or  the  height  of  the  stand. 
Thus  one  might  use  the  volume  or  height  of  the  200  or  300  largest 
trees  on  each  plot.  The  purpose  of  this  plan  is  to  eliminate 
all  possible  errors  arising  from  differences  in  thinning,  that  is, 
from  the  presence  of  more  or  less  small  suppressed  trees.  Still 
another  plan  sometimes  suggested  is  to  base  the  quality  of  site 
not  on  the  largest  trees  but  on  the  second  100  trees,  in  order  to 
eliminate  errors  due  to  the  presence  of  abnormally  large  trees, 
such  as  occur  in  most  stands  which  have  been  established  by 
natural  reproduction. 

The  plots  which  are  of  the  same  quality  of  site  are  then 
grouped  together  and  average  curves  constructed  for  volume, 
height,  diameter,  basal  area,  number  of  trees,  and  so  on,  and  the 
results  tabulated  as  a  part  of  the  yield  table. 

192.  Normal  Yield  Tables  in  this  Country. — Some  maintain 
that  it  is  not  feasible  to  construct  normal  yield  tables  in  this 
country,  because  of  the  irregularity  of  our  even-aged  stands, 
most  of  which  have  originated  from  natural  reproduction  and 
are  generally  composed  of  a  number  of  species  in  mixture.  This 
claim  is  due  to  a  false  idea  of  what  constitutes  a  normal  stand. 
It  is  entirely  possible  to  make  tables  of  the  3deld  of  fully  stocked 
stands  which  have  started  under  a  specified  set  of  conditions  and 
have  been  managed  in  a  specified  way.  Such  tables  show  the 
maximum  yield  under  certain  conditions  and  serve  as  an  index 
or  standard  of  comparison.  They  are,  therefore,  true  index 
or  normal  yield  tables,  although  their  results  are  not  so  high 
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as  the  European  tables.  In  other  words,  the  standard  of  the 
highest  average  yield  actually  obtainable  in  many  of  our  forests 
is  not  so  high  as  that  in  Europe,  because  the  systems  of  manage- 
ment are  not  so  intensive. 

There  are  three  problems  of  )deld  tables  for  even-aged  foiests 
in  this  country:  •  i.  Yield  tables  for  unthinned  pure  stands. 
2.  Yield  tables  for  unthinned  mixed  stands.  3.  Yield  tables  for 
thinned  stands. 

193.  Normal  Yield  Tables  for  Unthinned  Pure  Stands.— 
These  tables  are  required  now  in  many  sections  of  the  country 
where  clearings  made  by  fire,  cuttings,  wind,  or  otherwise,  come 
up  to  pure  stands  approximately  even-aged,  and  where  it  is 
impractical  to  make  improvement  thinnings  at  present  and 
probably  not  for  a  considerable  length  of  time. 

The  method  of  constructing  the  tables  is,  in  general,  to  take 
a  large  number  of  plot  surveys  in  pure,  fully  stocked  stands  of 
different  ages  occurring  in  different  situations,  and  average  them 
together  as  explained  for  the  European  forests.  The  chief  diffi- 
culty in  this  country  is  to  find  plots  which  are  pure  and  fully 
stocked.  If  none  exist,  then  it  is  unnecessary  to  make  yield 
tables  for  pure  forests,  but  tables  for  mixed  forests  are  made 
instead.  With  many  species  such  plots  do  occur  and  in  suffi- 
cient amounts  to  make  tables  which  will  meet  the  requirements 
of  our  present  problems.  It  is  often  difficult  to  find  whole  acres 
which  are  in  every  way  satisfactory.  In  this  case  irregular  plots, 
if  necessary  less  than  one  acre  in  size,  may  be  taken.  The  adjust- 
able staff-head,  adjustable  angle-mirror,  or  staff-compass  may 
be  used  to  lay  out  irregular  plots,  which  give  satisfactory  results 
provided  the  angles  are  not  acute. 

The  plots  should  be  pure  and  fully  stocked.  It  is  an  unsat- 
isfactory method  to  use  plots  which  are  not  pure  or  fully  stocked, 
and  by  estimating  the  degree  of  density  convert  the  measure- 
ments into  terras  of  full  stocking.  This  was  done  by  the  author 
in  an  investigation  of  the  white  pine,  with  results  which  have 
proved  unsatisfactory. 
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The  trees  on  the  plots  are  carefully  calipered  in  the  ordinary 
way  and  then  test  trees  cut  to  enable  the  accurate  determination 
of  volume.  One  of  the  diameter  grouj)  methods,  like  the  arbitrary 
group  or  volume  curve  method,  should  be  used,  and  6  to  lo  test 
trees  used  for  each  plot,  except  in  the  young  stands,  where  3  to  5 
test  trees  ordinarily  suffice.  If  it  is  impractical  to  take  test 
trees  on  account  of  the  necessity  of  buying  the  trees  or  for  other 
reasons,  volume  tables  are  used.  The  test-tree  method  is,  how- 
ever, to  be  used  when  possible. 

In  many  investigations  it  is  desirable  to  keep  separate  the 
main  stand  and  the  trees  which  ought  to  be  removed  by  thinning. 
This  necessitates  marking  for  an  improvement  thinning  before, 
the  calipering  is  done.  The  diameters  of  the  marked  trees  are 
recorded  in  a  separate  column  and  test  trees  cut  to  enable  a 
separate  computation  of  volume.  The  yield  tables  will  then 
show  how  much  would  be  obtained  if  thinnings  were  made  and 
enable  the  owner  to  judge  of  their  practicability. 

The  yield  tables  should  show  for  the  whole  stand  (or  in  some 
instances  for  the  main  and  subordinate  stands  separately)  the 
number  of  trees  per  acre,  the  basal  area,  average  minimum  and 
maximum  diameters,  the  average  height,  the  total  cubic  volume, 
the  merchantable  volume  in  board  feet  or  cords  or  both.  Other 
information,  such  as  the  forest  form  factor,  growth  percent,  etc., 
may  be  added  if  needed  by  the  investigation  in  question. 

194.  Yield  Tables  for  Thinned  Stands. — The  method  described 
above  cannot  be  used  for  stands  which  are  thinned,  because  by 
proper  thinning  much  larger  trees  can  be  producer!  in  a  given 
time,  and  the  total  merchantable  timber  will  be  considerably 
greater.  By  thinning,  the  period  from  the  establishment  of  a 
stand  to  merchantable  size  can  be  often  reduced  by  10  to  20  years. 
In  this  country  there  are  practically  no  stands  which  have  been 
thinned  from  youth  to  maturity,  so  that  the  estimate  of  yield 
must  be  made  by  a  different  method  from  that  described  in  the 
previous  section. 

As  explained  in  section  153,  it  is  fair  to  assume  that  by  thin- 


Digitized  by 


Google 


YIELD  TABLES,  3^9 

nings  the  growth  of  the  trees  may 'be  so  much  increased  that  all 
will  be  as  large  as  the  average  maximum  obtained  in  an  unthinned 
stand.  That  is,  if  a  stand  is  fully  stocked  at  the  beginning,  the 
forester  can,  by  thinnings,  govern  the  development  of  the  crowns 
of  the  leading  trees  and  produce  timber  of  such  a  size  as  he  desires 
up  to  the  maximum  capacity  of  the  species,  as  represented  by 
those  standing  in  the  open  with  entirely  free  crowns.  The  develop- 
ment which  the  forester  usually  desires  is  that  of  the  maximum 
trees  in  an  unthinned  stand,  for  these  represent  rapid  growth 
combined  with  good  quality.  This  is  particularly  true  in  this 
country,  where  the  stands  are  seldom  so  overcrowded  as  to  make 
the  maximum  trees  too  small  for  use  in  this  method. 

The  forester  studies  the  diameter  and  volume  growth  of 
the  maximum  trees  in  stands  of  different  ages,  and  studies  the 
development  of  crown,  in  length  and  width,  necessary  to  pro- 
duce such  trees.  He  first  deterrnines  the  size  of  trees  which 
can  be  produced  at  maturity.  Suppose,  for  example,  that  this 
size  is  at  60  years  15  inches  at  breast-height,  70  feet  high,  19 
cubic  feet  in  volume,  with  a  crown  30  feet  long  and  20  feet  wide. 
The  growth  of  the  trees  on  which  these  data  are  based  show  the 
dimensions  at  previous  periods.  These  dimensions  are  com- 
pared with  those  of  maximum  trees  in  younger  stands,  and  the 
probable  dimensions  of  the  crowns  at  different  ages,  which  are 
necessary  for  the  production  of  the  trees  15  inches  in  diameter 
in  60  years,  are  determined. 

The  next  step  is  to  determine  how  many  trees  can  stand  on 
an  acre  at  different  ages.  This  cannot  be  done  merely  by  squar- 
ing the  diameter  of  the  crown,  as,  for  example,  20  feet,  and 
dividing  the  area  of  an  acre  by  the  result,  for  it  may  happen 
that  a  greater  amount  of  space  is  required  for  the  development 
of  a  crown  of  the  size  in  question,  or  that  the  crowns  may  inter- 
lace to  some  extent  and  fit  together  more  compactly  than  would 
be  represented  by  this  method.  A  silvical  study  is  necessary  to 
determine  how  close  together  trees  may  stand  at  different  ages 
to  produce   crowns   of   certain   sizes.     Direct   observation   and 
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measurements  of  small  groupS  of  trees  will  answer  this  question. 
The  required  average  crown  space  is  determined  for  all  ages 
and  not  merely  at  maturity,  so  that  the  number  of  trees  and 
volume  per  acre  may  be  shown  from  decade  to  decade  up  to  the 
merchantable  period.  Such  a  table  shows  the  yield  of  the  lead- 
ing trees,  it  being  assumed  that  the  subordinate  ones  are  removed 
by  the  thinnings.  The  tables  are  not  so  complete  as  the  regular 
normal  yield  tables.  But  they  furnish  the  important  information 
required  in  our  present  problems,  and  will  serve  until  there  are 
forests  which  have  been  under  treatment  long  enough  to  be 
used  as  a  basis  for  the  tables. 

The  product  of  thinnings  and  their  cost  and  returns  must  be 
estimated.  The  cost  of  the  first  thinnings  can  be  definitely 
determined  by  sample  plots.  The  later  thinnings  would,  usually 
at  least,  pay  for  .themselves,  and  may  often  be  disregarded  for 
the  sake  of  conservatism.  The  study  furnishes,  in  any  case, 
sufficient  information  to  make  a  conservative  estimate  of  the 
returns  in  thinnings. 

Inasmuch  as  the  tables  show  the  crown  development  and 
space  required  for  the  leading  trees  at  difi^erent  ages,  they  serve 
as  an  aid  in  making  the  thinnings,  for  the  forester  can  see  that 
as  soon  as  the  required  crown  space  is  reduced  by  the  closing 
together  of  the  branches  and  the  necessary  length  of  crown  is 
falling  oflf,  by  too  heavy  shade,  a  thinning  is  needed. 

In  making  such  a  yield  table,  it  must  be  borne  in  mind  that 
too  heavy  thinnings  may  be  injurious  by  drying  out  the  roots 
or  allowing  the  ground  to  run  wild  with  forest  weeds.  The 
present  method,  however,  is  based  on  the  maximum  trees  of  a 
forest,  and  therefore  represents  a  condition  which  does  not 
require  excessive  thinnings. 

This  method  may  be  used  also  to  determine  the  )deld  of 
mixed  stands  which  are  thinned.  It  is  more  difficult  to  deter- 
mine the  number  of  trees  per  acre  than  in  pure  stands.  The  mu- 
tual effect  of  the  mixture  must  be  studied,  a  delicate  silvical  ques- 
tion, but  one  which  may  be  worked  out  by  a  skilled  investigator. 


Digitized  by 


Google 


YIELD  TABLES.  331 

One  problem  is  met  that  is  not  answered  by  any  of  the  )deld 
tables  described  above,  namely,  What  will  be  the  yield  of  stands 
thinned  in  middle  or  late  life?  The  previoils  methods  assume 
that  thinnings  are  begun  in  eariy  youth  and  are  repeated  at 
proper  intervals.  Thinnings  are  just  being  introduced  into  this 
country,  and  many  unthinned  stands  40,  50,  60  years  and  over, 
occur  for  which  thinnings  are  advocated  and  a  knowledge  of 
whose  future  .yield  is  desired.  In  the  absence  of  available  stands 
of  this  kind  which  have  been  thinned,  the  following  plan  is  recom- 
mended: A  study  of  volume  growth  of  individual  trees  is  made 
in  stands  which  are  thinned,  as  described  for  diameter  growth 
in  section  155.  Thus  the  volume  growth  is  determined  for 
stands  which  are  thinned  for  the  first  time  at  30,  40,  50  years, 
etc.  This  growth  is  expressed  as  a  percentage  and  is  compared 
with  that  in  stands  imthinned,  the  difference  representing  per- 
centage of  increase  in  growth.  Assuming  that  thinnings  will 
be  made  later,  sufficient  to  maintain  the  growth,  the  yield  tables 
for  unthinned  stands  may  be  corrected  in  the  following  way: 
Suppose  that  by  thinning,  the  current  rate  of  growth  of  a  30-year- 
old  stand  is  increased  20  percent,  the  volume  curve  for  the  yield 
tables  of  the  species  and  quality  of  site  in  question  is  at  the 
30- year  point  raised  to  show  an  increase  in  volume  of  20  percent. 
A  curve  is  then  drawn  from  this  new  point  parallel  to  the  old 
curve  and  a  new  set  of  values  introduced  into  the  yield  table. 
This  same  thing  is  done  for  stands  thinned  for  the  first  time  in 
40  years,  50  years,  etc.  It  is  probable  that  the  successive  thin- 
nings will  cause  an  increase  in  each  case,  which  would  really 
cause  the  new  curves  to  diverge  from  the  old.  The  present 
assumption  is,  however,  conservative,  and  serves  the  immediate 
needs  of  investigation. 

195.  Normal  meld  Tables  for  Mixed  Forests. — As  far  as  the 

author  is  informed,  practically  no  studies  have  been  made  of  the 

\    yield  of  mixed  forests.    A  few  local  yield  tables  for  mixed  stands 

have  been  made  in  Europe,  but  most  authors  avoid  mentioning 

flie  subject,  or  state  that  it  is  impractical  to  construct  them. 


Digitized  by 


Google 


332  FOREST  MENSUR/iTlON. 

Nevertheless,  European  foresters  advocate  the  estabSshment  of 
mixed  stands  for  the  reason,  among  others,  that  the  yield  is 
greater  than  in  pure  forests;  and  yet  no  information  is  available 
as  to  what  may  be  expected  from  sucli  mixed  stands.  This  lack 
is  due  to  the  difficulty  of  constructing  yield  tables  for  mixed 
forests.  One  perplexing  question  is  whether  a  mixed  stand 
30  years  old  had  the  same  percentage  of  mixture  when  estab- 
lished, and  whether  the  mixture  can  be  maintained- as  now  until 
maturity.  Another  difficulty  is  to  find  stands  with  a  uniform 
percentage  of  the  species  in  mixture.  Other  problems,  such 
as  the  manner  of  mixture,  whether  by  groups  or  singly,  and  how 
the  data  are  to  be  arranged  to  be  of  practical  value,  add  to  the 
difficulties,  and  have  probably  prevented  investigators  from 
attempting  to  construct  such  yield  tables.  Therefore  to  esti- 
mate the  yield  of  a  mixed  forest  in  Europe  one  has  to  use  yield 
tables  for  pure  forests,  allowing  the  correct  percentage  for  each 
species  in  mixture.  But  mixed  forests  often  yield  more  than 
pure  forests.  One  example  is  quoted  of  the  growth  of  a  mixed 
spruce  and  pine  forest  in  Silesia  which  in  80  years  had  a  mean 
annual  growth  18  percent  greater  than  pure  spruce  and  28  per- 
cent greater  than  pure  pine,  on  the  same  class  of  soil.  By  using 
yield  tables  for  pure  forests,  and  supposing  each  species  to  consti- 
tute 50  percent,  the  mixture  would  be  assumed  to  have  a  yield 
less  than  pure  spruce,  whereas  really  it  would  be  greater. 

It  is  probable  that  normal  yield  tables  for  mixed  stands  can- 
not be  made  so  complete  as  those  for  pure  stands.  The  infor- 
mation of  practical  importance  can,  however,  be  furnished. 
Although  the  author  has  had  no  opportunity  to  use  the  method 
proposed  below,  he  believes  that  it  can  be  employed  in  a  prac- 
tical way  in  this  country.  To  simplify  the  description,  a  speci- 
fied problem  will  be  assumed.  Suppose  that  it  is  desired  to 
make  a  yield  table  for  white  pine  mixed  with  oaks.  This  is  a 
common  forest  type  in  eastern  Massachusetts,  and  the  yield  at 
different  periods  is  of  practical  importance  to  the  forester.  Yield 
tables  would  show  first  the  product  of  white  pine  in  this  type 
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of  forest  when  it  forms  25%,  50%,  and  75%,  respectively,  of 
the  mixture.  The  ordinary  yield  table  shows  the  product  of 
pure  stands.  Then  the  table  should  show  the  product  of  the 
other  ruling  species  of  the  type  for  certain  percentages  in  the 
mixture,  and  finally  the  yield  of  the  miscellaneous  species  taken 
together.  The  mode  of  procedure  is  as  follows:  A  large  num- 
ber of  sample  plots  are  taken  in  the  specified  type,  comprising 
a  variety  of  ages  from  20  years  to  maturity.  If  the  same  per- 
centage of  mixture  occurs  in  more  than  one  quahty  of  site, 
separate  tables  are  made  for  each  site.  To  take  white  pine  first, 
its  volume  in  each  plot  is  determined,  and  also  the  percentage 
in  mixture  based  on  the  total  volume  of  the  main  crop.  Then  all 
values  are  entered  on  cross-section  paper  whose  abscissae  represent 
age  and  ordinates  volume.  As  each  volume  is  entered,  the  per- 
centage of  white  pine  in  mixture  is  entered  above  the  point. 
When  all  points  are  plotted,  there  will  naturally  be  an  immense 
number  of  different  percentages  represented.  Points  having 
the  same  percentages  are  joined  together  by  light  pencil  lines 
as  far  as  possible,  to  show  the  trend  of  the  curves.  Then,  guided 
by  these  lines,  a  curve  is  drawn  for  the  yield,  when  the  percentage 
of  white  pine  in  mixture  is  25%,  50%,  and  75%. 

The  same  operation  is  repeated  for  other  ruling  species  and 
finally  for  the  miscellaneous  species  taken  together. 

The  form  of  the  table  would  be  as  follows: 


YIELD  PER  ACRE   OF   MIXED 

SPECIES. 

White  Pine. 

Red  Oak. 

Black  Oak. 

Miscel.  Species. 

Si 

Percentage  in 
Mixture. 

Percentage  in 
Mixture 

Percentage  in 
Mixture. 

Percentage  in 
Mixture. 

^ 

25% 

So% 

75% 

25% 

50% 

75% 

25% 

50% 

75% 

25% 

50% 

75% 

Yield  in 
Board  Feet. 

Yield  in 
Board  Feet. 

Yield  in 
Board  Feet. 

Yield  in 
Board  Feet. 
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Suppose  one  owns  a  stand  of  pine  and  oak  15  yeais  old, 
what  will  the  yield  be  in  30  years?  Suppose,  further,  the  per- 
centage of  mixture  is  estimated  to  be  pine  $0%,  red  oak  30%, 
miscellaneous  trees  20%.  The  yield  of  pine  is  taken  directly 
from  the  table;  the  yield  of  red  oak  is  taken  by  proportion  as 
one-fifth  the  difference  between  the  yields  from  25%  and  50%. 
So  also  the  yield  for  the  miscellaneous  trees  may  be  obtained 
by  proportion. 

196.  Yield  Tables  for  Hany-aged  Stands.  —  These  tables 
show  the  future  yield  of  many-aged  stands  at  different  periods 
after  a  portion  of  the  trees  have  been  cut  under  a  specified  method 
of  selection.  The  tables  under  consideration  contain  the  mer- 
chantable yield  per  acre  of  a  given  species  before  the  selection 
cuttings  and  the  predicted  future  yield  in  10,  20,  and  30  years 
after  cutting.  Other  information  may  also  be  given,  such  as 
the  number  of  trees  per  acre,  the  number  of  years  required  to 
obtain  the  original  yield,  and  the  mean  annual  increment.  The 
tables  are  based  on  the  assumption  that  the  timber  will  be  cut 
to  a  specified  diameter  limit.  This  does  not  mean  that  the  method 
is  applicable  only  where  a  rigid  diameter  limit  is  used  in  the 
selection  cuttings.  On  the  other  hand,  in  using  the  selection 
system  it  is  often  necessary  to  leave  some  large  trees  for  seed 
and  to  remove  some  which  have  not  reached  maturity.  It  is, 
however,  generally  customary,  at  least  in  this  country,  to  use  a 
certain  diameter  limit  as  a  guide  in  making  the  selection  cuttings, 
leaving  where  necessary  trees  above  the  limit  and  cutting  certain 
others  below  that  size,  the  amount  of  timber  above  and  below 
the  limit  being  about  equal.  Therefore,  in  speaking  of  cutting 
to  a  certain  diameter  limit,  one  means  an  average  limit,  and 
does  not  mean  that  the  selection  cuttings  are  made  by,  rule  of 
thumb  and  without  reference  to  the  silvical  requirements  of 
the  forest. 

The  form  and  contents  of  yield  tables  for  many-aged  stands 
are  illustrated  in  the  Appendix. 

The  uses  of  yield  tables  for  many-aged  stands  are  as  follows: 
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1 .  They  enable  the  prediction  of  the  growth  of  the  trees  left 
after  lumbering,  and  the  yield  in  merchantable  timber  in  the 
future. 

2.  They  enable  the  valuation  of  cut-over  lands,  and  of  imma- 
ture timber  which  has  been  destroyed  by  fire. 

3.  They  are  used  to  determine  the  diameter  limit  which 
will  in  the  long  run  be  most  profitable  in  lumbering. 

4.  They  enable  an  owner  to  determine  whether  it  will  pay 
to  hold  his  land  for  a  second  cut  and  whether  he  has  sufficient 
land  to  supply  his  mills  indefinitely  with  timber. 

5.  They  replace  the  ordinary  yield  tables,  described  in  sec- 
tions 182  to  191,  in  all  work  of  forest  management  in  many-aged 
forests. 

197.  Necessary  Field  Work. — Yield  tables  for  many-aged 
stands  are  based  on  three  separate  lines  of  field  work,  namely, 
valuation  surveys,  preparation  of  volume  tables,  and  a  study 
of  diameter  growth. 

The  valuation  surveys  are  taken  to  determine  the  average 
number  of  trees  per  acre  of  different  sizes  which  will  be  cut  and 
the  number  which  will  be  left  standing  to  accumulate  growth 
for  a  succeeding  crop.  The  tables,  so  far  made  in  this  country, 
have  been  based  on  strip  surveys  which  were  also  used  in  esti- 
mating merchantable  timber,  in  making  forest  maj)s,  etc.  In 
these  surve)rs  it  is  customary  to  caliper  the  trees  down  to  about 
three  inches  and  on  an  occasional  acre  to  count  the  saplings 
and  seedlings.  In  calif)ering  the  trees,  only  those  are  included 
which  are  either  of  merchantable  character  or  likely  to  be  mer- 
chantable later  on.  Small  trees  must  be  scrutinized  carefully, 
and  if  they  are  unsound,  crippled,  or  otherwise  obviously  defect- 
tive  and  unlikely  to  live  until  the  next  cutting,  they  are  discarded 
or  recorded  in  a  separate  colunm.  All  of  the  small  trees  now 
standing  will,  however,  not  live  until  the  next  cut  even  if  per- 
fectly sound  and  thrifty,  because  many  will  be  killed  in  the 
struggle  for  light  and  space,  just  as  iw  an  even-aged  stand,  and 
many  will  be  destroyed  in  felling  and  removing  the  larger  trees. 
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The  valuation  surveys  are  taken  under  the  assumption  that  all 
the  sound  thrifty  trees  below  the  given  diameter  limit  will  later 
become  merchantable,  while  the  loss  through  shading  and  through 
lumbering  is  determined  in  a  separate  study. 

The  following  method  may  be  used  to  determine  the  loss 
to  young  trees  through  lumbering:  Plot  surveys  are  taken  in 
.  different  forest  types,  so  located  and  in  such  numbers  as  to  give 
a  good  average  of  the  prevailing  conditions.  The  trees  are 
calipcrcd  and  those  which  will  probably  be  destroyed  in  lumber- 
ing are  recorded  separately.  One  who  has  a  knowledge  of 
logging  can  determine  what  trees  will  be  cut,  how  they  will  be 
felled  and  how  hauled  out;  and  he  can  determine  just  what 
small  trees  will  probably  be  destroyed  in  this  operation. 

It  is  sometimes  possible  to  determine  on  the  ground  what 
trees  will  probably  die  through  shading.  More  often  this  loss 
must  be  estimated  from  a  silvical  study  of  the  tolerance  of  the 
species  with  special  reference  to  the  new  conditions  of  light 
after  lumbering.  This  is  usually  a  matter  of  judgment  and  obser- 
vation rather  than  of  actual  measurement.* 

The  death  of  small  trees  through  various  causes  is  best  ex- 
pressed as  a  percentage  of  the  number  of  trees  of  different  sizes. 
Thus  the  reduction  of  the  trees  4  to  6  inches  in  diameter  might 
be  estimated  at  15%,  7  to  8  inches  10%,  and  9  to  11  inches  5%. 
The  loss  due  to  shading  would  naturally  be  greater  in  thirty  years 
than  in  shorter  periods,  a  fact  which  must  be  taken  into  con- 
sideration. In  all  cases  the  loss  should  be  made  large  enough 
to  include  the  destruction  of  small  trees  for  making  skids,  roads, 
bridges,  and  for  other  lumbering  purposes. 

*  Some  have  recommended  the  calculation  of  the  reduction  in  the  num- 
ber of  trees  with  increase  of  age  by  the  use  of  valuation  surveys.  It  may 
be  seen  from  the  valuation  surveys  that  the  number  of  trees  in  the  diam- 
eter classes  falls  off  with  increase  of  size.  Suppose,  for  example,  that  there 
are  on  an  average  fourteen  trees  8  inches  and  twelve  trees  9  inches  in  diameter, 
and  that  it  takes  ten  years  to  grow  i.  inch  in  diameter.  The  loss,  by  shading, 
would  then  be  14.3%  in  ten  years.  The  assumption  is,  however,  not  fair 
because  new  and  more  favorable  conditions  are  established  after  lumbering 
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A  careful  forest  descriptioa  accompanies  all  valuation  surveys. 
Special  attention  must  be  given  in  these  descriptions  to  the  prob- 
able silvical  effect  of  cutting  to  different  diameter  limits,  to  repro- 
duction, and  to  the  question  whether  it  is  necessary  to  leave 
seed  trees  above  the  diameter  limit  or  to  remove  any  below  it. 
This  information  is  of  value  in  deciding  on  the  diameter  limit. 

Further  field  work  consists  in  a  local  study  of  growth  of  trees 
of  different  diameters.  The  method  of  making  this  study  is 
fully  described  in  section  159  and  need  not  be  further  discussed 
at  this  point. 

Local  volume  tables,  for  trees  of  different  diameters,  are  also 
made,  the  data  being  usually  collected  at  the  same  time  as  the 
measurements  of  growth. 

198.  Construction  of  TReld  Tables.— The  first  steps  in  the 
preparation  of  the  yield  tables  is  to  construct,  for  each  forest 
type,  a  table  giving  the  average  number  of  trees  of  different 
diameters  on  the  valuation  areas.  This  table  is  sometimes 
called  the  model  acre,  for  it  represents  an  average  of  all  the 
acres  surveyed  in  a  given  type.  Naturally  the  average  number 
of  trees  of  a  given  diameter  may  be  a  fraction,  as  shown  in  the 
table  on  pag^  339.  The  model  acre  enables  the  computation  of 
the  volume  of  the  merchantable  trees  above  any  desired  average 
diameter  limit,  by  the  use  of  volume  tables. 

The  next  step  is  to  determine  the  future  yield  of  the  trees 
left  after  lumbering.  The  model  acre  shows  the  number  of 
trees  now  standing  below  the  diameter  limit.  This  portion  of 
the  model  acre  is  corrected  to  show  the  number  of  trees  which 
probably  will  be  standing  at  the  time  of  the  second  cut.  This 
is  done  by  using  the  reducing  factors  for  loss  in  lumbering  and 
death  by  shade,  determined  as  shown  in  the  preceding  section. 

The  table  of  growth  of  trees  of  different  diameters  is  then 
used  to  determine  the  size  of  the  trees  in  to,  20,  and  30  years 
after  the  cutting.  In  using  the  growth  table  it  is  assumed  that  a 
tree  of  a  specified  diameter  will  grow  at  the  rate  shown  in  the 
growth  table  for  that  diameter  until  it  becomes  one  inch  larger, 
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and  that  it  will  then  grow  at  the  rate  shown  in  the  table  for  that 
larger  size.  Thus  a  tree  now  ii  inches  in  diameter  will  grow 
at  the  rate  of  an  ii-inch  tree  until  it  becomes  a  12-inch  tree,  when 
it  will  grow  at  the  rate  given  for  that  diameter  in  the  growth 
table. 

Another  assumption  is  made,  that  as  soon  as  a  tree  of  a  speci- 
fied diameter,  say  1 1  inches,  has  grown  i  inch  it  will  have  the 
volume  shown  for  a  12 -inch  tree  in  the  local  volume  table.  Sup- 
pose it  takes  five  years  for  an  11 -inch  tree  to  grow  an  inch,  at  the 
end  of  five  years  it  has  grown  to  have  a  volume  equal  to  the  aver- 
age of  the  1 2 -inch  trees  now  standing  in  the  forest.  The  volume 
growth  for  five  years  is  assumed  to  be  the  same  as  the  diflference 
in  volume  of  an  11-  and  a  12 -inch  tree  in  the  volume  table.  This 
is  an  assumption  that  has  never  been  verified.  A  better  method 
would  be  to  use  a  table  of  volume  growth  of  trees  of  different 
diameters  instead  of  a  table  of  diameter  growth. 

With  the  above  principles  in  mind  a  table  is  made  showing 
the  condition  of  the  stand  now,  in  10  years,  20  years,  and  30 
years  after  lumbering.  An  illustration  of  such  a  table  is  shown 
on  the  next  page.  From  it  the  yield  table  in  its  final  form  may 
readily  be  constructed. 

In  this  computation  an  allowance  has  been  made  for  death 
during  and  after  the  first  cutting,  of  5%  in  10  years,  7%  in  20 
years,  and  10%  in  30  years.  The  original  cut  of  1979.5  board 
feet  could  be  obtained  in  28  years.  To  obtain  this  result,  sub- 
tract 1289.1  from  2143.2,  divide  by  10  to  determine  the  mean 
annual  growth  between  20  and  30  years  after  cutting,  then  add 
enough  years'  growth  to  approximately  equal  1979.5.  Fractions 
of  feet  would  be  dropped  in  the  final  table. 

In  our  illustration  the  computation  has  been  made  for  a 
1 2 -inch-diameter  limit.  Most  yield  tables  show  the  yield  for 
other  diameter  limits  to  enable  the  determination  of  the  method 
of  cutting  which  in  the  long  run  will  be  most  profitable. 

199-  Indian  Yield  Tables  for  Hany-aged  Stands.  —  The 
foresters  in  British  India  use  a  method  similar  to  that  just  described. 
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to  predict  the  future  yield  of  many-aged  stands  of  teak,  sal, 
and  other  species  cut  under  the  selection  system.  These  studies 
of  yield  are  made  in  connection  with  the  preparation  of  working 
plans  for  specified  working  areas,  and  the  resulting  tables  of 
yield  are  applicable  only  to  the  tracts  studied.  Valuation  sur- 
veys, in  the  form  of  strips,  are  taken  to  determine  the  number 
of  trees  of  different  sizes.  The  trees  on  the  valuation  areas  are 
calipered  and  recorded  in  broad  diameter  or  circumference 
classes.  Thus  Class  I  may  include  all  trees  over  two  feet  in  diam- 
eter, Class  II  trees  i8  inches  to  2  feet.  Class  III  trees  12  to  18 
inches.  Class  IV  trees  6  to  12  inches,  and  Class  V  those  below 
6  inches  in  diameter.  The  forests  are  so  irregular  that  20-30%  of 
the  area  must  often  be  covered  by  the  sur\'eys,  and  some  maintain 
that,  in  order  to  obtain  satisfactory  data  for  the  prediction  of 
future  yield,  this  should  be  extended  to  50%  in  sal  and  similar 
forests. 

The  valuation  surveys  are  used  to  construct  tables  showing 
number  of  trees,  by  classes,  standing  on  the  tract  in  question. 
The  following  table,  taken  from  a  working  plan  for  the  Pozaun- 
daung  Reserve  in  Burmah,  illustrates  the  procedure. 

ESTIMATED   NUMBER   OF  TEAK  STANDING,    IN    1901,    ON   THE 
TOTAL  AREA  OF  51,728  ACRES. 


Class  I. 
Above  7  Feet  in  Circum- 
ference. 

Class  IIJ 
6  to  7  Feet  in  Circum- 
ference. 

Class  III. 
4i  to  6  Peet  in  Circum- 
ference. 

13,100 

9»300 

21,068 

The  allowance  of  loss  by  de^th  is,  for  Class  I  5%,  Class  11 
15%,  Class  III  30%. 

A  study  of  growth  of  the  species  in  question  is  made  to  deter- 
mine how  long  it  takes  for  the  trees  to  grow  from  one  diameter 
class  to  the  next  higher.  In  the  Pozaundaung  working  plan 
above  referred  to,  the  growth  was  based  on  the  measurement 
of  rings  on  121  stumps,  and  the  results  arranged  in  the  fol- 
lowing table: 
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NUMBER  OF  YEARS  REQUIRED  TO  PASS  FROM  A  GIRTH  OF: 


o  to  3  Feet. 

3  to  4i  Feet. 

4i  to  6  Feet. 

6  to  7  Feet. 

Number  of 

Years  to  Reach 

Maturity. 

64.5 

53.7 

42.7 

32 

193 

The  annual  production  of  the  forest  is  represented  by  the 
average  number  of  trees  which  reach  merchantable  size  each 
year.  Thus  in  the  above  example  the  minimum  circumference 
limit  IS  7  feet.  The  growth  table  shows  that  32  years  are  re- 
quired for  the  second-class  trees  to  become  first-class,  that  is, 
in  32  years  all  the  second-class  trees  will  be  7  feet  or  over  in 
circumference.  The  annual  production  may  then  be  considered 
9300,  less  15%,  divided  by  32,  or  247  trees.  The  method  of 
using  these  data  to  determine  the  number  of  trees  which  should 
be  cut  annually  is  described  in  D'Arcy's  Preparation  of  Working 
Plans.  The  discussion  of  that  problem  belongs  to  forest  manage- 
ment and  is  beyond  the  scope  of  this  book. 

200  Empirical  Yield  Tables. — ^This  term  has  been  adopted 
by  the  author  to  designate  tables  showing  the  yield  per  acre, 
at  different  ages,  of  even-aged  stands  having  an  average  degree 
0}  stockingy  in  contrast  to  normal  yield  tables,  which  represent 
fully  stocked  stands.  The  expression  "empirical"  has  been 
chosen  because  the  tables  are  based  on  the  average  yield  actually 
found  on  areas  of  considerable  extent.  The  tables  are  useful 
in  many  investigations  in  even-aged  or  approximately  even- 
aged  stands  where  it  is  not  feasible  or  not  necessary  to  construct 
normal  yield  tables.  Such  tables  necessarily  have  only  a  tem- 
porary value,  for,  as  the  forests  improve  or  deteriorate,  the  yield 
will  later  on  be  different  from  that  now  found  on  the  areas  under 
consideration. 

Empirical  yield  tables  are  used  to  determine  the  value  of 
second  growth,  to  predict  future  yield,  and  to  serve  as  a  guide 
and  check  in  estimating  standing  tunber.  If  they  truly  represent 
the  average  degree  of  stocking  of  a  given  tract  or  region,  they  are 


Digitized  by 


Google 


342  FOREST  MENSURATION. 

of  greater  use  in  the  work  just  mentioned  than  normal  yield  tables, 
as  their  values  may  be  used  directly  without  discount  If,  how- 
ever, a  forest  is  more  or  less  fully  stocked  than  the  average  showp. 
in  the  yield  tables,  it  is  not  so  easy  to  make  the  proper  corrections 
as  is  the  case  with  the  normal  tables. 

Empirical  yield  tables  will  doubtless  be  constructed  in  con- 
nection with  working  plans  for  areas  which  are  managed  under 
one  of  the  methods  of  clear  cutting.  In  many  cases  the  tables 
will  have  to  be  made  for  mixed  stands.  Where  fuel  alone  is  the 
product,  all  species  could  be  lumped  together  with  no  further 
separation  than  an  indication  of  the  percentage  of  hard  and 
soft  wood,  body-wood  and  limb-wood,  etc.  Such  a  table  would 
enable  the  prediction  of  the  future  value  of  the  crop.  If  logs, 
ties,  etc.,  were  to  form  a  part  of  the  crop,  the  results  could  still 
be  expressed  in  cords,  but  there  should  also  be  shown  the  per- 
centage of  timber  suitable  for  logs,  poles,  ties,  or  other  products. 
In  predicting  future  values  a  diflferent  price  per  cord  would  be 
used  for  the  different  products. 

The  work  of  constructing  empirical  yield  tables  is  similar 
to  that  required  for  normal  yield  tables,  the  chief  difference  being 
in  the  selection  of  the  sample  plots  and  in  the  grouping  and 
classifying  the  plots  in  the  office.  In  general  the  following 
method  may  be  used  to  construct  the  tables: 

A  series  of  plot  surveys  is  made  in  the  different  forest  types. 
The  plots  are  distributed  in  each  type  so  as  to  include  different 
age  classes  up  to  the  maximum  required  in  the  investigation. 
The  plots  are  located  so  as  to  represent  average  conditions,  with 
respect  to  density  of  stocking,  development  of  trees,  etc.  Each 
survey  comprises  calipering  of  the  trees,  measurement  of  test 
trees  for  the  computation  of  volume,  and  a  detailed  forest  descrip- 
tion. The  first  work  in  the  office  is  to  separate  the  surveys 
into  groups  according  to  the  forest  types  they  represent,  the 
assignment  of  a  survey  to  a  given  type  being  based  on  the  forest 
description.  The  next  step  is  to  determine  the  volume  and 
average  age  of  each  stand.  A  table  is  then  constructed  showing 
the  average  volume  of  stands  of  different  ages.    This  is  done  by 
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means  of  a  volume  curve  based  on  age.  The  volume  of  each 
survey  is  plotted  on  cross-section  paper  whose  horizontal  lines 
represent  age,  and  vertical  lines  volume.  An  average  curve 
is  then  drawn  through  the  points  and  the  values  for  every  ten 
years  are  read  off  and  tabulated.  Sometimes  the  volimies  of 
stands  of  the  same  age  vary  so  widely  that  it  is  difficult  to  draw 
an  average  curve.  If  the  variation  is  too  great,  a  satisfactory 
table  cannot  be  made.  Usually  the  forester  can  judge  in  the 
field  whether  the  conditions  in  a  single  forest  type  are  uniform 
enough  to  construct  a  useful  empirical  yield  table. 

If  the  volumes  of  the  different  surveys  differ  very  widely, 
a  table  may  often  be  constructed  by  using  the  mean  annual  incre- 
ment. The  table  shown  below  was  constructed  in  this  way. 
There  were  not  enough  surveys  to  construct  volume  curves 
in  the  ordinary  manner.  Therefore  the  mean  annual  growth 
in  volume  was  determined  for  each  survey  and  the  average 
obtained  for  all  stands  lo  to  20,  20  to  30,  30  to  40  years  old, 
etc.  An  average  table  showing  the  mean  annual  growth  in 
volume  was  constructed,  irregularities  being  evened  off  by  inter- 
polation. The  total  yield  in  cords  was  then  computed  by  mul- 
tiplication. The  following  table  was  constructed  by  this  method, 
for  use  in  a  working  plan  for  12000  acres  in  southern  New  York. 

EMPIRICAL  YIELD  TABLE  FOR  DIFFERENT  FOREST  TYPES  ON 

A  TRACT  OF  12,000  ACRES  IN  SOUTHERN   NEW  YORK. 

[Based  on  167  Plot  Surveys.] 


Mixed  Hardwood 

Type. 

Quality  I. 

Mixed  Hardwood 
Ouaiity'll. 

Mixed  Hardwood 

Type, 

Quality  ill. 

Chestnut  Tvpe 
Quality  I. 

Y^ri. 

Yield 

per  Acre, 

Cords. 

Mean 
Annual 
Growth 
per  Acre, 

Cords. 

Yield 

per  Acre. 

Cords. 

Mean 

Annual 

Growth 

per  Acre. 

Cords. 

Yield 

per  Acre, 

Cords. 

Mean 
Annual 
Growth 
per  Acre, 

Cords. 

Yield 

per  Acre, 

Cords. 

Mean 
Annual 
Growth 
per  Acre, 

Cords. 

10  to  20 

8.7 
20.0 

25-9 
29.3 
30.8 

30.5 

0.58 
0.80 

0.74 
0.65 
0.56 
0.47 

4-2 
1 1. 5 
17.8 
17. 1 
17.0 
16.9 

0.28 
0.46 
0.51 
0.38 
0.31 
0.26 

10.6 
25.0 
36.7 
40.5 
40.7 

38.3 

0.  71 

20  to  30 

301040 

40  to  50 
50  to  60 
60  to  70 

7.0 
12.9 
II. 7 
II. 0 
10.4 

0.28 

0.37 
0.26 
0.20 
0.16 

1. 00 
1.05 
0.90 
0.74 
0.59 
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20 1.  Periodic  Measurement  of  Permanent  Sample  Trees  and 
Plots. — There  are  a  large  number  of  problems  in  forest  mensura- 
tion which  cannot  be  satisfactorily  solved  by  the  methods  described 
in  the  previous  pages,  but  which  require  repeated  measurements 
and  observation  cf  specified  trees  or  stands.  The  yield  tables 
in  Europe  are  now  based  in  part,  and  will  eventually  be  based 
almost  entirely,  on  repeated  measurements  of  permanent  sample 
plots.  The  German  government  has  established  a  very  large 
number  of  plots  throughout  the  State  forests  which  are  visited 
annually  or  every  few  years,  and  the  necessary  observations  and 
measurements  are  taken  for  the  study  of  the  development  of  the 
stands.  The  method  is  briefly  as  follows:  Stands  are  chosen 
which  are  fully  stocked,  and  ordinarily  only  those  which  are 
composed  of  a  single  species.  The  plots  are  not  smaller  than  a 
quarter  hectare  each.  Permanent  posts  are  set  at  the  corners 
and  the  boundary-lines  are  marked  by  shallow  ditches  or  by 
painting  the  boundary  trees.  Surrounding  each  plot  is  a  so-called 
"isolation-strip,"  50  to  100  feet  wide,  which  is  under  the  same 
treatment  as  the  plot.  Before  calipering  the  trees  a  uniform 
thinning  is  made  on  the  plot  and  isolation-strip.  The  trees  are 
then  calipered,  and  are  usually  numbered  so  that  the  diameter 
of  each  tree  at  the  present  time  may  be  compared  with  that  found 
later  on.  After  calipering,  the  volume  of  the  stand  is  computed 
by  the  use  of  the  Urich  or  a  similar  method.  The  test  trees  are 
cut  from  the  isolation-strip  and  not  from  the  plot.  After  from 
3  to  5  years  the  trees  are  again  calipered  and  the  volume  deter- 
mined as  at  first.  When  three  to  five  periodic  measurements 
covering  15  to  20  years  have  been  taken  on  each  plot,  the  con- 
struction of  yield  tables  becomes  much  simpler  and  the  results 
are  much  more  reliable  than  when  they  are  based  on  one  measure- 
ment of  each  plot. 

The  study  of  permanent  sample  plots  was  begun  in  Ger- 
many in  i860  and  since  then  enough  time  has  elapsed  to 
enable  the  construction  of  accurate  yield  tables  for  a,  number 
of  species. 
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202.  Permanent  Sample  Plots  in  this  Country.  —  At  the 
present  time  in  this  country  foresters  are  handicapped  by  the  lack 
of  results  derived  from  experience.  Many  of  our  operations  in 
silviculture  are  based  on  the  judgment  of  the  forester  as  to  vrhat 
probably  will  happen,  rather  than  on  what  has  been  known  to 
occur  in  some  specific  instances.  In  order  to  secure  definite  data 
of  the  results  of  diflFerent  kinds  of  treatment  in  different  types  of 
forest,  the  United  States  Government  is  now  establishing  a  large 
number  of  sample  plots  for  repeated  observation.*  The  purpose 
of  these  plots  is  not  only  to  study  the  rate  of  growth  of  individual 
trees  and  of  whole  stands  after  cutting,  but  also  to  study  the 
reproduction  of  various  species  under  different  conditions,  their 
tolerance  in  youth,  and  other  silvical  characteristics.  In  general 
the  following  class  of  plots  have  so  far  been  established: 

I.  Plots  of  one-half  acre  or  more  in  even-aged  stands,  estab- 
lished to  determine  the  results  of  different  degrees  of  thinning. 
These  plots  are  similar  to  those  established  in  Europe.  Permanent 
stakes  are  set  at  the  corners,  the  boundaries  permanently  desig- 
nated, and  the  trees  numbered.  The  numbering  is  first  done  with 
chalk  when  the  trees  are  calipered,  and  later  the  permanent  numbers 
are  put  on  in  paint.  Each  tree  is  calipered  two  ways  and  a  small 
paint  spot  is  made  at  the  point  where  the  beam  of  the  caUper 
touches  the  tree.  This  enables  the  forester  to  calif)er  the  tree 
at  exactly  the  same  place  when  measurements  are  taken  in  later 
years.  The  diameters  are  recorded  in  the  form  shown  below> 
and  when  a  tree  is  recorded  the  caliper  man  gives  also  the  estimate 
of  the  height  and  tree-class.  A  very  careful  description  is  made 
of  each  plot  which  is  indicated  on  a  map  in  order  that  it  may 
later  on  be  readily  located.  The  records  thus  show  the  con- 
dition of  each  tree.  A  later  measurement  in  3  to  5  years  will 
show  the  increase  in  diameter  of  each  tree,  its  estimated  height, 
and  whether  or  not  it  belongs  to  the  same  class  as  previously. 
The  results  of  different  degrees  of  thinnings  may  be  determined 

•  This  work  was  organized  for  the  Governmeot  in  1904  by  Mr.  G.  H. 
Myers  and  the  author. 
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by  such  plots  in  a  way  that  would  be  impossible  with  the  ordinary 
means  of  observation. 


Experiment  No.. 
Location 


Tallied  by.  . . 
Measured  by. 


Date, , 


Tree  No. 


Species. 


Diameter,  Breast-high.         Chtss. 


Heifirht. 


2.  Plots  of  one  acre  in  many-aged  stands,  to  test  the  effect 
of  the  removal  of  the  old  trees  on  those  left  standing.  In  many- 
aged  forests,  like  those  in  the  spruce  region  of  the  northeast,  there 
is  a  lack  of  definite  information  as  to  how  the  small  trees  will 
develop  after  the  older  ones  have  been  removed  under  different 
methods  of  selection.  Sample  plots  of  one  acre  each  are  laid  off 
in  selected  places,  and  enough  are  established  to  include  the 
different  local  problems  of  silviculture.  In  addition  to  the  records 
of  diameter,  height,  tree-class,  and  the  forest  description  described 
in  the  previous  paragraphs,  an  accurate  map  is  made  locating  each 
tree.  This  is  done  in  the  following  way:  A  traverse  board  is 
set  up  in  the  middle  of  the  plot,  and  the  locq.tion  of  each  tree  is 
determined  by  means  of  a  small  alidade  and  by  measuring  the 
distance  with  a  tape.  The  number  of  each  is  also  entered  on 
the  map.  A  horizontal  sketch  representing  the  projection  of 
the  crown  is  made  in  the  case  of  the  trees  whose  development  is 
to  be  specially  observed. 

3.  Reproduction  plots  of  about  a  square  rod  each,  to  study 
the  natural  reproduction  and  the  development  of  the  young  trees 
under  given  conditions.  These  small  plots  are  laid  out  in  great 
number  where  reproduction  cuttings  are  to  be  made  or  have  been, 
made.     Permanent   posts  are  set  at  the   corners  and  then   all 
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growth  on  the  plot  is  counted.  Seedlings  and  other  small  growth 
are  recorded  in  the  form  shown  below.  A  sketch  is  prepared 
showing  the  projection  of  crowns  of  all  trees,  above  the  seedling 
stage,  which  shade  the  plot.  A  careful  forest  description  is  made 
as  in  the  previous  cases. 


Experiment  No. 

Date 

Location 


Tallied  by.  . 
Counted  by 


Species. 

0-3  In. 

Age. 

^-6  In. 

Age. 

6-12  In. 

Age. 

ia-i8  In. 

Age. 

Species. 

18-24  In. 

Age. 

2-3  Ft. 

Age. 

3-4  Ft. 

Age. 

4-5  Ft. 

Age. 

4.  Single-tree  plots,  comprising  single  trees  or  small  groups 
of  trees  definitely  located  and  numbered,  for  the  observation  of 
their  behavior  under  specified  conditions.  There  are  many 
cases  where  American  foresters  are  in  doubt  as  to  the  exact  effect 
on  a  given  tree  of  the  removal  of  one  or  more  of  its  neighbors. 
The  repeated  observation  and  measurement  of  individual  trees 
or  groups  of  trees  growing  under  certain  conditions  would  answer 
many  of  these  questions.  Such  trees  are  designated  by  one  or 
several  permanent  posts  and  their  location  indicated  on  the 
map.  The  trees  are  numbered  and  the  point  of  measurement 
marked  as  described  for  the  other  plots.  Vertical  and  horizontal 
sketches  are  made  of  the  trees  under  observation,  as  well  as  of 
the  neighboring  trees,  which  may  influence  their  development. 
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Single-tree  plots  are  required  in  the  study  of  tropical  trees  whose 
growth  cannot  be  determined  by  annual  rings, 

5.  Description  plots,  comprising  areas  of  different  sizes 
chiefly  located  in  the  lumber  woods,  to  observe  the  results  of 
different  kinds  of  lumbering.  These  areas  are  usually  from  10 
to  100  acres  each.  No  measurements  of  trees  are  taken  as  in 
the  preceding  plots,  but  a  very  detailed  description  is  made  of 
the  woods  before  and  immediately  after  the  lumbering.  The 
areas  are  inspected  every  two  or  three  years  and  the  changes 
which  occur  on  them  are  noted.  On  these  plots  there  are 
usually  located  a  considerable  number  of  reproduction  plots. 
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CHAPTER  XVni. 
GRAPHIC  METHODS  USED  IN  FOREST  MENSURATION. 

203.  The  Use  of  Graphic  Methods. — The  results  of  scientific 
work  in  forest  mensuration  are  expressed  in  tables  of  averages, 
based  on  widely  varying  values.  These  tables  are  constructed 
by  the  use  of  the  simplest  statistical  method,  namely,  graphic 
interpolation.  This  method  consists  in  representing  graphically 
on  cross-section  paper  a  series  of  variable  values  and  correlating 
them  by  a  curve. 

The  advantages  of  the  graphic  method  of  compiling  statistics 
obtained  in  forest  mensuration  are  as  follows: 

Firsts  it  presents  clearly  to  the  eye  the  proper  relationship 
of  the  quantities  concerned,  showing  results  in  a  way  that  a 
set  of  numerical  figures  in  tables  only  indicate  by  prolonged 
study  or  fail  entirely  to  indicate. 

Second,  it  offers  a  means  of  averaging  data  much  more  quickly 
than  by  ordinary  mathematical  calculations. 

Third,  the  results  are  accurate,  errors  which  might  otherwise 
escape  detection  being  visible  to  the  eye.  For  the  same  reason 
it  gives  the  best  means  of  culling  out  data  which  maybe  abnormal. 

Fourth,  it  is  an  excellent  method  of  determining  a  general 
law  of  variation  of  quantities.  In  work  of  forest  mensuration 
it  is  difficult  to  secure  enough  field  data  to  arrive  at  the  law  of 
variation  of  values  without  some  interpolation.  It  is  usually  the 
average  values  which  are  sought,  rather  than  the  actual  values 
as  obtained  in  the  field.  Suppose,  for  example,  that  a  thousand 
trees  are  measured  in  the  field  to  show  the  relation  between 
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height  and  diameter  in  a  specified  forest.  If  these  are  grouped 
by  diameters,  and  the  average  height  of  each  group  is  determined 
arithmetically,  the  heights  of  different  diameters  will  follow  each 
other  more  or  less  irregularly  in  the  table,  which  evidently  is  not 
true  of  the  natural  law  sought  after.  But  the  results  will  approach 
nearer  to  this  law  and  the  irregularities  be  correspondingly  less, 
the.  greater  the  number  of  trees  measured.  It  is  not  feasible  in 
praak;c  to  secure  enough  data  to  construct  a  perfecdy  regular 
table  byN^nerely  averaging  together  the  figures  taken  in  the  field, 
and  there  "must  be  some  interpolation  to  obtain  the  natural  law 
of  variation  of  heights  with  diameters.  Therefore,  the  numerical 
averages  are  plotted  on  cross-section  paper  and  the  various  values 
corollated  by  means  of  a  regular  curve.  The  points  on  this  curve 
will  approach  nearer  to  the  natural  law  than  any  of  the  original 
points  plotted,  except  as  far  as  the  latter  happen  to  be  on  the 
curve.  Then  the  value  of  any  point  upon  the  curve  is  not  based 
merely  on  the  field  measurements  which  it  represents,  but  is 
dependent  for  its  value  upon  all  of  the  original  data.  If 
I  coo  trees  were  measured  in  the  field,  each  point  on  the  curve 
depends  for  its  value  on  looo  trees;  whereas  each  original 
point  on  the  cross-section  paper  may  have  depended  only  on  a 
few  trees. 

204.  Plotting  of  Values  on  Cross-section  Paper. — Cross-section 
paper,  with  its  series  of  perpendicular  lines,  represents  a  system 
of  rectangular  co-ordinates.  Any  two  lines  perpendicular  to  each 
other,  as  two  of  the  heavy  lines  on  the  paper,  may  be  taken 
as  co-ordinate  axes.  Any  two  other  lines,  parallel  respectively 
to  these  axes  and  at  known  distances  from  them,  will  intersect 
in  a  point  whose  position  is  definitely  fixed.  The  horizontal 
distance  of  this  point  from  the  vertical  axis  is  called  the  abscissa 
of  the  point  and  the  vertical  distance  from  the  horizontal  axis 
is  called  the  ordinate.  A  given  value  may  be  graphically  repre- 
sented as  a  point,  if  its  ordinate  and  abscissa  are  known.  Sup- 
pose, for  example,  that  it  is  desired  to  represent  on  cross-section 
paper  the  height  of  a  tree  of  a  given  diameter.    Let  the  horizontal 
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lines  or  abscissae  represent  diameters  and  the  vertical  lines  or 
ordinates  represent  heights.  Then  one  measures  ofif  on  the 
horizontal  axis  a  distance  corresponding  to  the  diameter,  accord- 
ing to  an  arbitrary  scale,  and  on  the  vertical  axis,  a  distance 
corresponding  to  the  height.  The  intersection  of  the  perpen- 
dicular lines  erected  at  these  two  points  fixes  the  position  of  the 
point  which  represents  the  height  in  question.  Suppose  that  a 
large  number  of  trees  have  been  measured  and  a  regular  table 
is  required,  showing  the  average  heights  of  trees  of  different 
diameters.  This  may  be  made  by  plotting  the  heights  on  cross- 
section  paper  as  just  explained,  and  correlating  the  values  by  a 
curve.  The  measured  trees  are  classified  by  diameters  and  the 
heights  of  trees  of  the  same  diameter  averaged.  The  results 
are  arranged  in  a  table  like  the  following: 


AVERAGE    HEIGHTS    OF 

TREES    OF 

DIFFERENT 

DIAMETERS. 

Diameter  Class, 
Inches. 

Average 

Diameter  of 

Trees  Measuied, 

Inches. 

Average  Height 
Measured,  Feet. 

^5umbe^  of  Trees 
Measured. 

Average  Height 

from  Curve. 

Feet. 

6 

7 
8 

9 

lO 

11 

12 

13 
14 
15 

7 
8.05 

9 

10.2 
II 

13 

13.8 

14.9 

54.5 
60 

66.5 
68 

73 

79.5 
80 

84 

4 
3 

2 

3 

4 

4 
3 

I 

49.5 

54.5 

59-75 

64.5 

69 

73 

76.5 

79.5 

81.5 

83.4 

Examination  of  this  table  (column  3)  shows  that  the  heights 
increase  with  the  diameters  by  irregular  differences.  If  the  heights 
are  plotted  on  cross-section  paper,  these  irregularities  are  very 
apparent.  In  plotting  the  points  one  lays  off  the  diameters  on 
the  horizontal  lines  and  the  heights  on  the  vertical  lines,  the 
scales  being  chosen  arbitrarily.  (Fig.  52.)  In  general  the  aim 
should  be  to  choose  such  scales  that  the  cur\'e  will  be  neither 
very  flat  nor  very  steep.    This  is  accomplished  if  the  largest 
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ordinate  is  not  less  than  one-half  or  greater  than  one  and  one- 
half  of  the  greatest  abscissa.  This  arrangement  of  scales  makes 
the  construction  of  the  curve  easier  and  more  accurate.  In  the 
illustration  given  above  one  large  square  subdivided  into  tenths 
is  given  the  value  of  one  inch  on  the  abscissae  and  ten  feet  on 
the  ordinates.  The  basis  of  the  table  in  our  illustration  is  diameter. 
The  diameters  are,  therefore,  the  independent  variable  quantities 
and  the  heights  are  dependent  variable  quantities.  It  is  custom- 
ary to  lay  off  the  independent  quantities  on  the  abscissae^  so  in  the 
present  case  the  latter  represent  diameters.  The  points  are 
marked  by  a  sharp  pencil  or  draughtsman's  pin-point.  Beside 
each  point  is  indicated,  in  light  pencil,  the  number  of  trees  on 
which  the  value  is  based.  This  is  given  because  in  locating  the 
curve  the  consideration  given  to  a  single  point  is  in  direct  pro- 
portion to  the  number  of  trees  on  which  its  value  is  based. 


OA 
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^ 
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0      1 
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1      1 
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3      1 
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5 

Fig.  52. — Carve  showing  Height  of  Trees  of  Different  Diameters. 

205.  Construction  of  Curves.— After  plotting  the  points,  they 
are  joined  by  straight  lines  in  light  pencil.  This  shows  the  trend 
of  the  curve  and  assists  in  its  location.  After  careful  inspection 
of  the  series  of  points,  the  curve  is  drawn  free  hand  through  the 
points,  or  as  near  them  as  possible.  In  locating  the  curve  the 
weights  of  the  various  points  are  considered,  and  it  is  draw^n 
through  or  nearest  to  those  representing  the  largest  number  of 
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measurements.    The  curve  must  be  regular  and  smooth  as  dis- 
tinguished from  wavy  and  broken. 

The  curve  should  be  located  by  the  eye  and  first  drawn  free 
hand.  Then  the  irregularities  of  the  free-hand  curve  may  be 
smoothed  off  by  a  spline  or  similar  device.  The  resulting  curve 
represents  the  heights  of  trees  of  all  diameters,  in  their  proper 
relation  to  each  other,  and  from  it  the  height,  corresponding  to 
any  diameter,  may  be  determined.  Thus,  to  find  the  height  of  a 
6-inch  tree,  measure,  to  scale,  the  vertical  distance  from  the  6-inch 
mark  on  the  horizontal  axis  to  the  curve.  The  heights,  correspond- 
ing to  each  inch  diameter,  may  thus  be  determined  and  a  table  of 
averages  constructed,  as  shown  in  column  5  in  the  table  on  page 

351- 

When  the  data  are  based  on  a  large  amount  of  field  measure- 
ments, it  is  a  simple  matter  to  draw  such  a  curve,  for  the  values 
are  so  regular  that  a  curve  may  readily  be  drawn  through  or  near 
most  of  the  points.  But  when  the  data  are  rather  meagre,  more 
interpolation  is  necessary,  and  the  construction  of  the  curve 
requires  a  high  degree  of  skill. 

In  the  illustration  given  above,  the  trees  were  grouped  accord- 
ing to  diameter,  and  the  heights  of  all  trees  of  a  single-inch  diam- 
eter class  averaged  together.  Theoretically  in  this  problem  it 
would  be  possible  also  to  work  out  a  table  of  the  variation  of 
diameters  based  on  height.  In  that  case  the  trees  would  have 
been  grouped  by  heights  and  the  diameters  of  all  trees  of  the 
same  height  averaged  together.  At  first  thought  it  would  seem 
that  two  curves  representing  values  worked  in  the  two  principles 
would  coincide.  They  are,  however,  quite  different.  This  will 
be  clear  from  a  graphic  illustration,  using  height  and  age  as  the 
variables.  Suppose,  in  Fig.  53,  curves  A  and  B  represent  the 
growth  in  diameter  of  two  trees.  In  averaging  the  values  of  these 
cur\'es,  it  makes  a  difference  whether  the  average  age  of  trees 
of  different  diameters  or  the  average  diameter  of  trees  of  different 
ages  is  sought.  In  the  first  case,  ages  are  the  dependent  variables, 
and  therefore  are  averaged    together.      Graphically,  points  on 
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the  same  abscissae  are  averaged  and  curve  C  results.  In  the  second 
case,  diameter  is  the  dependent  variable  and  points  on  the  same 
ordinates  are  averaged,  giving  curve  {D)  In  finding  the  average 
of  two  curves,  that  is,  to  interpolate  a  curve  exactly  between  them, 
one  should  not  bisect  the  angle,  but  divide  the  vertical  lines  between 
the  curves  and  draw  the  average  curve  through  these  dividing 
marks. 

The  explanation  in  the  foregoing  pages  shows  how  to  con- 
struct a  table  giving  the  relation  between  two  series  of  variable 
quantities.  In  many  problems,  however,  there  are  three  vari- 
ables. Thus,  for  example,  in  constructing  a  log  rule,  one  has  to 
deal  with  three  variables,  diameter,  length,  and  volume.  Suppose 
that  looo  logs  have  been  sawed  at  a  mill,  and  the  diameter,  length, 
and  actual  volume  of  each  determined.  The  average  contents 
of  all  logs  having  a  common  diameter  and  length  are  then  deter- 
mined and  the  results  tabulated  in  a  form  like  the  following: 

TABLE  A. 
AvKRAGB  Contents  op  Logs. 


Length  in  Feet 

Diameter 
Inches. 

8 

10 

12 

14 

16 

Contents  in   Board   Feet. 

8 

I6 

18 

23 

27 

34 

9 

19 

24 

33 

36 

44 

lO 

24 

26 

43 

48 

56 

II 

30 

36 

53 

57 

66 

12 

38 

45 

67 

70 

81 

13 

47 

55 

76 

86 

94 

14 

56 

64 

96 

102 

118 

15 

67 

80 

114 

124 

135 

i6 

67 

92 

X26 

140 

159 

17 

93 

no 

146 

160 

184 

i8 

106 

122 

164 

188 

215 

The  values  in  this  table  are  then  correlated  by  a  series  of 
harmonized  curves.     Separate  curves  are  first  made  to  correlate 
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the  values  in  the  vertical  columns  of  the  table.  These  curves 
may  be  best  constructed  on  a  single  sheet  of  cross-section  paper, 
for  this  enables  a  certain  harmonizing  of  their  forms.  If  a  table 
(Table  B)  is  constructed  from  these  curves,  the  values  in  the 

TABLE  B. 

Average  Contents  op  Logs. 

(Vertical  columns  made  regular  by  a  series  of  curves.) 


Length  in  Feet. 

Diameter 
inches. 

8 

10 

IS 

14 

16 

Contents  in  Board  Feet. 

8 

16 

18 

23 

27 

34 

9 

19 

23 

33 

36 

44 

10 

24 

29 

43 

47 

55 

TI 

30 

36 

55 

58 

67 

12 

38 

45 

67 

71 

81 

13 

47 

55 

80 

86 

97 

14 

57 

66 

94 

102 

115 

15 

68 

79 

xxo 

120 

135 
«59 

16 

80 

92 

127 

140 

17 

93 

107 

146 

162 

186 

18 

ko6 

122 

166 

188 

215 

vertical  columns  will  be  regular;  but  the  table  may  be  irregular 
when  read  across,  that  is,  the  volumes  of  logs  of  the  same  diameter 
will  increase  with  length  by  irregular  differences.  Expressed  in 
another  way,  the  curves  in  Fig.  54  are  all  perfect  in  themselves, 
but  they  are  not  at  proper  distances  apart.  Therefore  it  is 
necessary  to  construct  a  second  series  of  curves  on  another  sheet 
of  cross-section  paper,  showing  the  contents  of  logs  of  diflferent 
lengths  for  given  diameters.  For  this  series  of  curves,  the  second 
and  not  the  first  table  is  used.  Fig.  55  shows  the  manner  of 
constructing  such  a  series  of  curves.  A  table  is  then  constructed 
from  this  second  set  of  curves.  This  table  will  generally  be  found 
regular  when  read  in  any  direction  (Table  C).  If,  however, 
there  are  still  any  irregularities,  a  third  series  of  harmonized 
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curves  may  be  constructed  to  even  off  any  irregularities  in  the 
vertical  columns  caused  in  the  construction  of  the  second  series. 
Such  a  table  is  more  accurate  for  use  in  scaling  a  large  number 
of  logs  than  the  original  table  representing  the  arithmetical 
average  of  the  field  measurements.  The  reason  is,  that  individual 
variations  and  accidental  features  are  thrown  out  and  the  values 
are  all  brought  into  proper  relation  to  each  other.  Each  value 
in  the  final  table  depends  on  every  log  measured,  while  in  the 
first  table  each  value  depended  only  on  the  average  of  a  few 
logs. 

TABLE  C. 

AvBRAGB  Contents  oif  Logs. 

(Obtained  by  evening  off  the  horizontal  lines  in  Table  B  by  a  series  of 

curves.) 


Length  in  Feet. 

Diameter. 

8 

10 

12 

14 

16 

Inches. 

Contents  in  Board 

Feet. 

8 

l6 

19 

22 

27 

32 

9 

19 

25 

31 

37 

43 

lO 

24 

32 

40 

47 

55 

II 

30 

40 

50 

58 

67 

12 

38 

50 

62 

72 

81 

13 

47 

61 

74 

86 

97 

'4 

57 

72 

88 

102 

115 

15 

68 

86 

103 

120 

135 

i6 

80 

100 

120 

140 

»59 

17 

93 

115 

138 

162 

186 

i8 

106 

133 

160 

188 

215 
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Fig.  53. — Method  of  Averaging  Two  Curves. 
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Fio.  54. — Series  of  Volume  Curves  of  Logs  of  Different  Lengths.  Based 

on  Diameter. 
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FiQ.  55. — Series  of  Voitsme  Curves  of  Logs  of  Different  Diameters, 
Based  on  Length. 
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LEGISLATION     REGARDING     THE     MEASUREMENT 

OF   LOGS.* 

The  laws  discussed  in  the  following  pages  are  those  of  most 
interest  and  importance  to  the  student  of  forest  mensuration. 
There  are  included  laws  regarding  log  rules  and  also  those  relating 
to  the  appointment  of  official  scalers  and  lumber  or  timber 
surveyors.  The  states  are  treated  alphabetically,  without  regard 
to  the  importance  of  the  legislation. 

Arkansas.  The  most  important  statute  in  Arkansas,  with 
regard  to  the  measurement  of  timber,  relates  to  the  establishment 
of  a  standard  log  rule.  It  is  of  interest  to  note  that  the  old  Scrib- 
ner  rule,  which  was  at  first  the  statute  rule,  was  replaced  1901  by 
the  Doyle  rule. 

Revised  Statutes,  1894.  Chap.  85.  Sec.  3876.  The  commis- 
sioner of  state  lands  shall  be  ex  officio  state  lumber  inspector. 

Act  of  May  23,  1901. 

Sec.  I.  That  the  Doyle  stick  or  standard  of  log  measurement 
be  and  the  same  is  hereby  declared  to  be  the  standard  by  which 
all  sawlogs,  bought  sold,  cut  or  hauled  in  this  state  shall  be  scaled 
or  estimated. 

Sec.  2.  That  any  person  using  other  than  this  stick  shall  be 
fined  not  less  than  $50  nor  more  than  $200. 

*  This  chapter  was  compiled  by  Mr.  J.  O.  Hopwood. 
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36o  FOREST  MENSURATION. 

California.  The  Spaulding  bg  table  was  established  as  the 
statute  log  rule  by  the  following  law: 

Act  of  1878.  Chap.  415.  Sec.  i.  There  shall  be  but  one 
standard  for  the  measurement  of  logs  throughout  this  state. 

Sec.  2.  The  following  table,  known  as  Spaulding's  Table  for 
the  Measurement  of  Logs,  is  hereby  made  the  standard  and  table 
for  the  measurement  of  logs  throughout  this  state,  to  wit:  Table 
given  in  full. 

Colorado.  There  is  no  statute  log  rule.  The  only  law  of 
special  interest  to  foresters  is  that  which  delegates  to  towns  and 
cities  the  power  to  r^ulate  inspection  and  the  measurement  of 
timber. 

Florida.  Revised  Statutes,  1892.  Sec.  888.  Chap.  XIII. 
Doyle's  Rule  and  Log  Book  for  the  Measurement  of  Saw  Logs  is 
the  standard  measurement  for  both  round  and  square  logs  which 
are  required  to  be  scaled  or  measured  within  the  limits  of  the 
state. 

Inspectors  of  lumber  and  timber  are  appointed  by  the  governor 
for  each  county.  They  are  required  on  summons  to  measure 
and  give  report  of  quantity  and  quality  of  lumber  to  interested 
parties. 

Georgia.  The  inspection  of  timber  is  provided  for  by  the  towns. 
No  statute  log  rule  has  ever  been  adopted. 

Iowa.  The  Board  of  Supervisors  of  each  county  appoints  an 
inspector  of  lumber  and  shingles.    There  is  no  statute  log  rule. 

Idaho.  In  the  Session  Laws  of  Idaho  of  March  6,  1903,  it  is 
provided  that  the  State  be  divided  into  five  districts.  The 
governor  appoints  an  inspector  for  each  district,  who  shall  reside 
within  his  district  and  holds  office  two  years.  The  inspector  scales 
logs  and  makes  bills  to  persons  interested  and  records  these  in 
his  office;  and  he  records  log  marks  of  individuals. 

The  law  states  that  unless  otherwise  agreed  upon  the  Scribncr 
decimal  rule  shall  be  the  standard  rule  for  scaling  or  measuring 
logs  in  the  said  districts,  but  in  all  cases  the  bill  of  the  inspector 
shall  state  by  what  rule  the  logs  were  scaled  or  measured. 
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Louisiana.  The  laws  of  Louisiana  of  interest  to  the  student 
of  bg  rules  are  the  following: 

Act  147,  1900,  p.  231.  Sec.  I.  That  what  is  known  as  the 
Doyle  Rule,  or  scale,  shall  be  the  standard  rule  for  the  measure- 
ment of  sawlogs  in  this  state;  provided  that  this  act  shall  not 
prevent  the  use  of  a  different  rule  or  scale  when  both  the  seller 
and  the  buyer  prefer  to  use  a  different  scale. 

Maine.  The  statutes  of  Maine  which  deal  with  the  appoint- 
ment and  the  duties  of  timber  inspectors  are  of  special  interest. 
They  are  quoted  in  full,  as  follows: 

Revised  Statutes,  1883.  Chap.  41.  Sec.  i.  Towns  may  by 
ordinance  regulate  the  measure  and  scale  of  wood,  coal,  and 
bark  therein,  and  the  location  of  teams  hauling  the  same;  and 
may  enforce  it  by  reasonable  penalties.  All  cord-wood  exposed 
for  sale  shall  be  four  feet  long,  including  half  the  scarf,  and  well 
and  closely  laid  together;  a  cord  of  wood  or  bark  shall  measure 
eight  feet  in  length,  four  feet  in  width,  and  four  feet  in  height,  or 
otherwise  contain  one  hundred  and  twenty-eight  cubic  feet,  and 
the  measurer  shall  make  the  aUowance  for  refuse  or  defective 
wood  and  bad  stowage. 

Sec.  14.  Every  town,  at  its  annual  meeting,  shall  elect  one  or 
more  surveyors  of  boards,  plank,  timber,  and  joist;  one  or  more 
surveyors  of  shingles,  clapboards,  staves,  and  hoops;  and  every 
town  containing  a  port  of  delivery  whence  staves  and  hoops  are 
usually  exported,  shall  also  elect  two  or  more  viewers  and  cullers 
of  staves  and  hoops;  and  the  municipal  officers  of  a  town  may, 
if  they  deem  it  necessary,  appoint  not  exceeding  seven  surveyors 
of  logs;  and  all  said  officers  shall  be  sworn. 

Sec.  25.  Surveyors  of  logs  may  inspect,  survey,  and  measure 
all  mill  logs  floated  or  brought  to  market  or  offered  for  sale  in 
their  towns,  and  divide  them  into  several  classes,  corresponding 
to  the  different  quality  of  boards  and  other  sawed  lumber  which 
may  be  manufactured  from  them;  and  they  shall  give  certificates 
under  their  hands  of  the  quality  and  quantity  thereof  to  the  per- 
son at  whose  request  they  are  surveyed. 
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MassachuseUs.  The  statutes  delegate  to  the  governor  the 
power  to  appoint,  with  consent  of  council,  a  surveyor -general 
whose  duties  are  to  survey  lumber.  Hewn  timber  and  round 
timber  used  for  masts  and  ship-building  are  surveyed  and  sold 
as  ton  timber  at  the  rate  of  forty  cubic  feet  to  the  ton.  There 
is  no  statute  log  rule. 

Minnesota.  The  Scribner  Rule  is  the  oflScial  log  rule  of  Min- 
nesota. The  foUowing  quotations  from  the  statutes  contain  the 
most  important  points  regarding  the  official  scale  and  also  the 
appointment  of  timber  scalers. 

Revised  Statutes,  1891.  Sec.  2245.  There  are  established  seven 
districts  for  the  survey  and  measurement  of  logs  and  lumber 
within  this  state. 

Sec.  2247.  Surveyors  appointed  biennially  by  the  governor 
with  advice  and  consent  of  the  senate — a  surveyor-general  for. 
each  of  the  districts  aforesaid,  who  shall  hold  office  for  two  years. 

Sec.  2254.  It  shall  be  the  duty  of  the  surveyor-general  of  the 
first  district  to  scale  or  cause  to  be  scaled  all  rafts,  briUs,  or  lots 
of  logs  which  may  pass  down  or  through  Lake  St.  Croix,  before 
passing  out  of  the  said  Lake  St.  Croix;  also  all  rafts,  brills,  or 
lots  of  logs  run  through  or  gathered  into  any  side  towns  or  lake 
towns  for  sawing  or  other  use  within  the  limits  of  the  said  dis- 
trict, subsequent  to  the  scale  at  the  St.  Croix  Boom  Corporation 
boom.  All  logs  thus  scaled  shall  be  entered  on  the  surveyor's 
books  in  their  proper  place. 

Sec.  2257.  Scale  rule  for  survey  of  logs.  The  surveyor- 
general  shaU  keep  posted  in  his  office  a  written  rule  or  scale  of 
logs  of  all  sizes  and  lengths,  which  shall  govern  him  in  his  sur- 
veys, and  the  scale  rule  known  as  Scribner's  rule  is  hereby 
adopted  as  the  only  legal  rule  for  the  survey  of  logs  in  this  State; 
provided  that  every  log  shaU  be  surveyed  by  the  largest  number 
of  even  feet  which  it  contains  in  length  over  ten  feet  and  under 
twenty-four  feet,  and  all  logs  of  twenty-four  feet  in  length  or 
more  shall  be  surveyed  as  two  logs  or  more. 

New  Hampshire.    The  statutes  of  New  Hampshire  relating 
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to  the  measurement  of  timber  are  especially  complete  and  definite. 
They  are  given  in  full,  as  follows: 

Revised  Statutes,  Jan.  i,  1901.  Chap.  128.  Sec.  i.  Surveyors 
of  lumber  shall  survey  all  plank,  boards,  spars,  slit  work,  shingles, 
clapboards,  and  timber  previous  to  the  sale  thereof,  and  shall 
measure  the  same  if  necessary,  having  due  consideration  for  drying 
and  shrinking,  making  reasonable  allowance  for  rot,  knots,  and 
splits.  They  shall  mark  the  same  anew  according  to  the  just  con- 
tent thereof,  if  requested  by  the  seller  or  purchaser,  and  give  a  cer- 
tificate of  the  quantity  and  sorts,  if  required,  on  payment  therefor. 

Sec.  3.  The  standard  of  thickness  of  merchantable  plank 
shall  be  two  inches,  and  when  any  plank  of  a  different  thickness 
shall  be  purchasedi  it  shall  be  admeasured  and  calculated  by 
that  standard. 

»  Sec.  4.  All  round  ship  timber  shall  be  measured  according  to 
the  following  rule:  A  stick  of  timber  sixteen  inches  in  diameter 
and  twelve  inches  in  length  shaU  constitute  one  cubic  foot,  and 
in  the  same  ratio  for  any  other  size  and  quantity,  forty  feet  shall 
constitute  one  ton. 

Sec.  5.  All  round  timber  the  quantity  of  which  is  estimated 
by  the  thousand  shall  be  measured  according  to  the  following 
rule:  A  stick  sixteen  inches  in  diameter  and  twelve  inches  in 
length  shall  constitute  one  cubic  foot,  and  the  same  ratio  shall 
apply  to  any  other  size  and  quantity.  Each  cubic  foot  shall 
constitute  ten  feet  of  a  thousand. 

Sec.  6.  Any  person  measuring  round  timber  the  quantity  of 
which  is  estimated  by  the  thousand  shall  mark  upon  each  log 
surveyed  by  him  the  contents  thereof,  unless  it  is  otherwise  agreed 
by  the  parties  contracting. 

North  Carolina.  There  is  no  law  prescribing  a  log  scale. 
G)mmissioners  of  counties  appoint  an  inspector  for  each  of  the 
towns  to  measure  lumber  by  board  measure,  but  no  special  rule 
is  prescribed. 

Oregon.  There  are  no  statutes  regarding  log  measurement 
except  in  Coos  County,  where  Scribner's  is  the  statute  rule. 


Digitized  by 


Google 


3^4  FOREST  MENURATION. 

Laws  of  1887.  Sec.  4220.  There  is  hereby  created  the  office  of 
surveyor  of  lumber  in  the  log  for  the  county  of  Coos  in  said  state. 

Sec.  4222.  It  shall  be  the  duty  of  the  said  surveyor  or  his 
deputy  to  ascertain  by  actual  survey  and  measurement  the  quan- 
tity of  lumber  contained  in  each  and  every  sawlog,  boom,  or  raft 
of  logs  or  timber  to  be  sawed  or  manufactured  into  lumber. 

Sec.  4223.  For  the  purpose  of  ascertaining  the  quantity  of 
lumber  in  any  log,  boom,  and  raft  of  logs  that  he  may  be  called 
upon  to  measure  or  survey,  he  shall  use  the  scale  of  measurement 
known  and  designated  as  Scribner's  scale,  or  such  other  standard 
scale  as  may  be  in  general  use  in  his  county  by  dealers  in  logs. 
He  gives  certificates  of  measurement  and  keeps  the  same  registered 
in  his  office. 

Rhode  Island,  This  state  has  a  surveyor  of  lumber  who  is 
elected  by  the  councils  at  Providence. 

Vermont,  The  state  rule  is  the  so-called  Vermont  or  Hum- 
phrey's rule.  This  rule  is  being  abandoned  by  many  lumber- 
men. An  attempt  is  being  made  to  substitute  for  it  a  new  statute 
rule.    The  present  law  is  as  follows: 

Revised  Statutes,  1894.  Sec.  4301.  In  all  bargains  for  or 
sales  of  sawlogs  or  round  timber  by  measure  the  number  of 
feet,  unless  otherwise  stipulated  by  the  parties,  shall  be  ascertained 
as  follows:  Multiply  the  average  diameter  of  the  top  of  the  log, 
inside  the  bark,  in  inches,  by  half  such  diameter  in  inches,  dis- 
regarding fractions  of  an  inch  less  than  one-half,  and  regarding 
fractions  greater  than  one-half  as  a  full  inch,  and  the  number 
obtained  as  a  product  will  represent  the  contents  in  feet  of  a  log 
of  that  diameter  twelve  feet  long.  If  the  log  is  less  than  twelve 
feet  long,  the  actual  contents  will  be  the  same  fraction  of  the 
above  product  as  the  actual  length  of  the  log  is  of  twelve  feet. 
If  the  log  is  more  than  twelve  feet  long,  commence  at  the  upper 
end  and  measure  it  into  sections  of  twelve  feet;  then  find,  accord- 
ing to  the  above  rule,  the  contents  of  each  section  and  fractional 
section.  The  aggregate  of  the  contents  of  the  sections  will  be 
the  contents  of  the  whole  log. 
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Sec.  2980.  Af  the  annual  meeting  towns  shall  choose  from 
among  the  inhabitants  thereof  the  following  town  officers,  who 
shall  serve  until  the  next  annual  meeting,  and  until  others  are 
chosen,  unless  otherwise  provided  for  by  law. 

Sec.  3064.  The  inspector  of  lumber  and  shingles  shall,  at  the 
request  of  any  party  interested,  examine  and  classify  the  quality 
of  lumber  and  shingles  and  measure  lumber  and  give  certificates 
thereof;  ajid  for  such  services  shall  receive  reasonable  compen- 
sation from  the  party  requiring  the  same. 

Washington.  The  laws  of  Washington  relating  to  the  meas- 
urement of  logs  are  more  complete  than  in  most  states.  They 
are  as  follows: 

Revised  Statutes.  Sec.  3103.  That  there  shall  be  established 
within  this  state  two  districts  for  the  survey  and  measurement  of 
logs,  and  that  counties  of  Whatcom,  Skagis,  San  Juan,  Island, 
Snohomish,  King,  Pierce,  Mason,  Lewis,  Skamania,  Clark, 
Cowlitz,  Wahkiakum,  Pacific,  Chehalis,  Thurston,  Kitsap,  JeflFer- 
son,  and  Challam  shall  constitute  district  number  one,  and  that 
Seattle,  Washington,  shall  be  the  principal  place  of  business  of 
district  number  one;  and  that  the  counties  of  Okanogan,  Stevens, 
Spokane,  Lincoln,  Douglas,  Kittitas,  Yakima,  Franklin,  Adams, 
Whitman,  Garfield,  Asotin,  Columbia,  Walla  Walla,  and  Klickitat 
shall  constitute  district  number  two,  and  that  Spokane,  Washing- 
ton, shaD  be  the  principal  place  of  business  for  district  number 
two. 

Sec.  3104.  There  shall  be  biennially  appointed  by  the  governor, 
with  the  advice  and  consent  of  the  senate,  a  state  log-sealer  for 
each  of  the  dktricts  aforesaid,  who  shall  .  .  .  hold  office  for 
two  years  and  until  his  successor  is  appointed.  .  .  .  Provided, 
that  it  shall  be  the  duty  of  the  state  log-sealer  ...  to  make 
scale  bills  and  record  them  in  the  books  of  the  log-sealer's  office. 
.  .  .  Each  of  the  said  log-sealers  shall  have  a  seal  of  office. 

Sec.  3107.  The  state  log-sealer,  by  himself  or  his  deputy,  at 
the  request  of  the  owner  of  any  logs  or  timber  or  any  sheriff, 
coroner,  or  constable  who  has  replevied,  attached,  or  levied  on 
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any  logs  or  timber,  .  .  .  shall  repair  to  any  part  of  his  district 
and  survey  such  logs  or  lumber  and  .  .  .  make  out  .  .  .  true 
and  correct  scale  bill  thereof  .  .  .  and  record  such  in  the  books  of 
his  office.  .  .  .  The  rule  known  as  the  Drew  rule  is  hereby  adopted 
as  the  ordy  rule  for  the  survey  of  logs  in  this  state. 

Sec.  3109.  It  shall  be  the  duty  of  the  state  log-sealer  or  his 
deputy  to  scale  all  lots  or  booms  of  logs  containing  fifty  thousand 
feet  or  more  which  may  be  offered  for  sale,  whether  requested  to 
do  so  or  not,  if  the  same  has  not  been  scaled,  and  it  shall  also  be 
the  duty  of  the  owner  or  purchaser  of  any  logs  to  notify  the  state 
log-sealer  of  any  logs  in  his  possession  that  have  not  been  scaled, 
and  any  person  or  association  of  persons  who  shall  sell  or  remove 
any  such  logs  from  the  state,  that  have  been  cut  in  the  state, 
before  the  same  shall  have  been  scaled,  shall  be  liable  to  the  state 
log-scaler  for  one-half  the  value  of  such  logs  so  sold  or  removed 
from  the  state  without  having  been  scaled,  which  sum  shall  be 
recovered  by  the  state  log-scaler  in  a  civil  action,  and  when  so 
recovered,  one-half  thereof  shall  be  paid  by  the  state  log-scaler 
into  the  general  school  fund. 

West  Virginia,  Revised  Statutes,  1899.  The  law  requires: 
That  Scribner's  rule  for  the  measurement  of  logs,  lumber,  and 
timber  of  all  kinds  is  hereby  established  as  the  lawful  rule  in 
this  state  for  the  measurement  of  all  kinds  of  lumber,  logs,  and 
timber,  unless  some  other  rule  be  agreed  to. 

Wisconsin.  In  Wisconsin  the  law  is  similar  to  that  of  Min- 
nesota already  quoted.  Extracts  from  the  statutes  are  given 
below : 

Revised  Statutes,  1901.  Chap.  LXXXIV.  Sec.  1730.  The 
state  is  divided  into  sixteen  districts. 

Sec.  1 73 1.  The  governor  shall  appoint  an  inspector  for  each 
of  the  said  lumber  districts,  who  shall  be  styled  as  inspector  of 
district  No.  — .    His  term  of  office  shall  be  two  years. 

Sec.  1735.  He  shall  make  out  scale  bills  to  parties  concerned 
and  record  the  same  in  his  office. 

Sec.  1737.  The  standard  rule  for  scaling  or  measuring  logs 
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in  said  districts  shall  be  in  accordance  with  the  following  table, 
showing  the  length  of  the  log  in  feet,  the  diameter  in  inches 
and  the  number  of  feet  of  lumber,  board  measure,  contained  in 
each  log,  to  wit: 


Diam. 

Length  of  Log  in  Peet. 

Diam. 
ofW 
Inches. 

Length  of  Log  in  Peet. 

of  Log. 
Inches. 

12 

14 

16 

12 

14 

16 

6 

7 

8 

9 

lO 

II 

12 

I3....'.. 

M 

15 

i6 

17 

i8 

19 

20 

21 

22 

23 

lO 
20 
20 
30 
30 
40 
60 
70 
90 

no 
120 
140 
160 
180 
210 
230 
250 
280 

10 
20 
20 
30 

40 

50 
70 
80 
100 
120 
140 
160 
190 
210 
240 
270 
290 
330 

20 

30 

30 

40 

60 

70 

80 

100 

no 

140 

160 

180 

210 

240 

280 

300 

33" 
380 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

300 
340 
370 
410 
440 
460 
490 
530 
550 

^ 
600 

660 

690 

770 

800 

840 

900 

350 
400 

X 

510 
530 
570 

620 
640 

690 
700 
770 

810 
900 
930 

980 
1050 

400 

460 

500 

550 

580 

610 

660 

710 

740 

780 

800 

880 

920 

1030 

1070 

1 1 20 

1200 

Other  rules  may  be  used  at  the  request  of  the  owner  of  logs, 
but  in  all  such  cases  the  bill  of  the  inspector  shall  state  by  what 
rule  the  logs  were  scaled  or  measured* 
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LIST  OF  THE  MOST  IMPORTANT  WORKS  DEALING 
WITH  FOREST  MENSURATION. 

The  following  list  contains  the  works  which  seem  to  the 
author  most  useful  to  American  foresters.  The  list  is  designed 
for  teachers  of  forestry  and  those  engaged  in  research  work,  as 
well  as  for  practical  foresters. 

SPECIAL  WORKS  ON  FOREST  MENSURATION. 

Baur,  Franz.    Die  Holzmesskunde.    Beriin,  4th  ed.,  1891. 

Brehmann,  Karl.    Anieitung  zur  Aufnahme  der  Holzmasse.    Beriin,  1857. 

Aoleitung  zur  Holzmesskunst    Berlin,  1868. 

Carter,  P.  J.    Mensuration  of  Timber  and  Timber  Crops.    Calcutta, 

India,  1893. 
Frochot,  Alexis.    Cubage  et  Estimation  des  Bois.    Paris,  1887. 
Heyer,  Gttst.    Uber  die  Ermittelungen  der  Masse,  des  Alters  und  des 

Zuwachses  der  Holzbest&nde.    Dessau,  1852. 
Heyer,    Karl.    Anieitung   zu    forststatischen    Untersuchungen.    Giessen, 

1846. 
HuFFEL,  G.    Les  Arbres  et  les  Peuplement  Forestiers.    Paris,  1893. 
Klauprecht.    Die  Holzmesskunst.    Karlsruhe,  1842  and  1846. 
KoNiG,  G.    Die  Forst-Mathematik  mit  Anweisung  zur  Forstvermessung. 

Gotha,  1835.    Revised  by  Dr.  Grebe,  1864. 
KuNZE,  M.  F.    Lehrbuch  der  Holzmesskunst.    Beriin,  1873. 
Langenbacher,  Ferd.    Forstmathematik.    Berlin,  1875. 
Langekbacher,  F.  L.,  und  Nossek,  £.  A.    Lehr-  und  Handbuch  der  Holz- 
messkunde.   Leipzig,  1889. 
Mlodziansky,  a.  K.    Measuring  the  Forest  Crop.    Bull.  No.  ao,  Division 

of  Forestry,  U.  S.  Dept.  of  Agriculture,  1898. 
Muller,  Udo.    iehrbuch  der  Holzmesskunde.    Leipzig,  1902. 
ScHENCK,  C.  A.    Forest  Mensuration.     Sewanee,  Tenn.,  1905. 
ScHWAPPACH,  Adam.    Leitfaden  der  Holzmesskunde.    Berlin,  1903. 
SiCALiAN,  L.    Beitrag  zur  Holzmesskunst.    Stralsund,  1837. 

Anieitung  zur  Untersuchung  des  Waldzustandes.    Berlin,  1840. 

Thompson,  Jas.    A  Complete  Treatise  on  the  Mensuration  of  Timber. 

Troy,  N.  Y.,  1805. 
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WOftKS  ON  FOREST  MANAGEMENT  CONTAINING  CHAPTERS  ON 
FOREST  MENSURATION. 

BoRGGREVE,  B.    Die  Forstabschatzung,    Berlin,  1888. 

D'Arcy,  W.  E.    Preparation  of  Forest  Working  Plans  in  India.    Calcutta, 

India,  1898. 
VON  FiscHBACH,  C.    Lehrbucfa  der  Forstwissenschaft.      Berlin,  1886. 
Graner,F.    DieForstbetriebseinrichtung.    Tiibingen,  1889. 
VON  GuTTENBERG,  A.   R.     Forstbetriebseinrichtung.      Wien  and  Leipzig, 

1903- 
Hess,  R.    Encyclopedic  und  Methodologie  der  Forstwissenschaft.    Nord- 

lingen,  1885. 
Heyer,  Gust.    Waldertragsregelung.     Leipzig,  1893. 
JuDEiCH,  F.     Die  Forsteinrichtung.      Dresden,   1893. 
Lorey,  Tuisko.    Handbuch  der  Forstwissenschaft.    Tubingen,  1888. 
McGregor,  J.  L.  L.    Organization  and  Valuation  of  Forests.    London, 

1883. 
ScHLiCH,  Wm.    Manual  of  Forestry,  Vol.  III.    London,  1904. 
Stotzer,  H.    Die  Forsteinrichtung.    Frankfurt,  1898. 
Weber,  Rudolf.    Lehrbuch  der  Forsteinrichtung.    Berlin,  1891. 
Weise,  W.    Ertragisregelung.    Berlin,  1904. 

LITERATURE  ON  LOG  RULES. 

Baughmann,  H.  R.  a.    Buyer  and  Seller  (Lumber).    Indianapolis,  Ind., 

1905. 
British  Columbia  Log  Scale.    Victoria,  B.  C,  1895. 
Chapin's  Lumber  Reckoner.     Chicago. 
Daboll,  David  A.    Ready  Reckoner  for  Ship-builders.    Centre  Groton, 

Conn.,  1863. 
Daniels,  A.  L.     Measurement  of  Sawlogs.     Bull.  No.  102,  State  Agric. 

Exp.  Station.     Burlington,  Vt.,  1903. 
DiMiCK,  Leverett.    Log  Reckoner,  Adapted  to  the  Casting  of  Logs.  Glens 

Falls,  N.  Y.,  1893. 
Drew.    Log  Scale.     Seattle,  Wash.,  1897. 

Excelsior  Lumber  and  Log  Book  and  Rapid  Reckoner.     New  York,  1887. 
Hanna,  J.  S.     Complete  Ready  Reckoner.     Philadelphia,  1889. 
Herring,    T.    F.      Directions    for    Calculating   Timber    (Round  Logs)* 

Beaumont,  Tex.,  1871. 
Holland,  Charles  T.    The  Maine  Log  Rule.    1886. 
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EInapen,   D.   M.    The  Mechanic's  Assistant:    or  A  Thorough  Practical 

Treatise  on  Mensuration   and   the   Sliding  Rule.     1849. 
RoPP,  C.     Commercial  Calculator.     Bloomington,  III.,  1889. 
ScRiBNER,  J.  M.    The  Ready  Reckoner;    for  Ship  builders,  Boat-builders, 

and  Lumber- merchants.     4th  ed.     Rochester,  N.  Y.,  1846. 
Scribner*s  Lumber  and  Log  Book.     Rochester,  N.  Y.,  1905. 
Sheppard,  Maxfield.       Tables    for    Reducing  Sawlogs  to  the  Various 

Standards  in  Use.     Quebec,  1864. 
Spaulding,  N.  W.    Table  for  the  Measurement  of  Logs.     San  Francisco, 

1888. 

VOLUME  TABLES,    YIELD  TABLES,   AND  TABLES  FOR  THE 
DETERMINATION    OF  THE  CUBICAL  CONTENTS  OF  LOGS. 

Baur,  Franz.  Untersuchungen  Uber  den  Festgehalt  und  das  Gewicht  des 
Scfaichtholzes  und  der  Rinde.     Augsburg,  1879. 

Formzahlen  und  Massentafeln  fur  die  Fichte.    Berlin,  1890. 

Die  Rothbuche  in  Bezug  auf  Ertrag,  Zuwachs  und  Form.     Berlin,  1881. 

Die  Fichte  in  Bezug  auf  Ertrag,  Zuwachs  und  Form.     Berlin,  1876. 

Behm,  H.    Grubenholz  Kubik  Tabellc.    Berlin,  1896. 

Massentafeln  zur  Bestimmung  des  Gehahes  stehenden  Baume.     Berlin, 

1886. 

Kubik  Tabelle  zur  Bestimmung  des  Inhalts  von  Rundholzern.     Berlin, 

1901. 

BomfERLE,  Karl.  Formzahlen  u.  Massentafeln  ftir  die  Schwarzfohre. 
Wien,  1893. 

Burt,  E.  A.  P.  The  Railway  Rates,  Standard  Timber  Measurer.  Lon- 
don, 1888. 

Guide  to  Round  Timber  Cubing  Rule.    London,  1898. 

Carter,  P.  J.  Tables  for  Computing  the  Cubical  Contents  of  Round  Logs. 
Rangoon,  India,  1899. 

CoRDOiN,  L.     Tarif  usuel  pour  la  reduction  des  bois  carris.    Paris,  1899. 

VON  CoTTA,  H.  Tafeln  zur  Bestimmung  des  Inhalts  der  runden,  geschnit- 
tenen  und  behauenen  Holzer.    Leipzig,  1897. 

EiCHHORN,  Fritz.     Ertrags tafeln  fur  die  Weisstanne.    Berlin,  1902. 

Feistmantel,  Rudolf.     Allgemeine  Waldbestandestafeln.    Wien,  1854. 

Francon,  J.  Tarif  de  cubage  des  bois  6quarris  et  ronds,  ^valud  en  stbie  et 
fraction  de  st^re.     Paris,  1889. 

von  Ganghofer,  a.  Der  praktische  Holzrechner  naeh  Metermass.  Augs- 
burg, 1896. 

Graves,  H.  S.  The  Woodsman's  Handbook.  Bull.  No.  36,  U.  S.  Bureau  of 
Forestry.    Washington,  1903. 
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Grundner,  F.    Untersuchungen  im  Buchenhochwalde.    Berlin,  1904. 
Hartig,  T.     Kubik  und  Geld-Tabellcn.    Berlin,  1874. 
Hartig,  Robt.,  und  Weber,  R.    Holz  der  Rothbuche.    Berlin,  1888. 
llilfstafeln  zur  Inhaltsbestimmung  von  Baumen  und  Bestanden  der  Haupt- 

holzarten,   herausgegeben   nach   der  Arbeiten   des  Vereins   deutscher 

forstlicher  Versuchsanstalt.     Berlin,  1898. 
IIoppus's  Measurer.     Edinburgh. 

Horn,  \V     Formzahlen  u.  Massentafeln  fur  die  Buche.    Berlin,  1898. 
HuNDT,     Kubierungstabellen  neuesten  Systems.     Passau,  1894. 
KuNZE,  M.  F.     Formzahlen  der  gemeinen  Kiefer.    Dresden,  1889. 

Formzahlen  der  Fichte.     Dresden,  1889. 

Hilfstafeln  fur  Holzmassen-Aufnahmen.    Berlin,  1884. 

Lizius.    Taschenbuch  fur  Berechnung  des  Kubikinhaltes  von  Rundhdlzem, 

Latten,  etc.    Stuttgart,  1892. 
LoREY,  TuiSKO.    fiber  Baumassentafeln.    Tiibingen,  1882. 

Ertragstafeln  fiir  die  Weisstanne.    Frankfurt,  1884  and  1897. 

Ertragstafeln  fur  die  Fichte.    Frankfurt,  1899. 

Neumeister,   Max.     Anfang   zu   den    forstlichen    Kubieningstafein   von 

Pressler-Neumeister.    Wien,  1892. 

Forstliche  Kubierungstafeln.    Wien,  1898. 

Pabst,  G.    Tafeln  zur  Inhaltsbestimmung.     Gera,  1870. 
Philipp,  K.    Hilfstafeln  fttr  Forsttaxatoren.    Karlsruhe.    1896. 
pRESSLER,  M.   R.    Forstliche  Kubierungstafeln  nach  metrischem   System. 

Leipzig,  1871.     Revised  edition  by  M.  Neumeister,  1898. 
Holzwirthschaftliche  Tafeln  mit  popullLren  Erlauterungen.    Tharandt, 

u.  Leipzig,  1881-2. 
Prezneaux,  £.    Tarif  pour  le  cubage  des  bois  en  grume  et  dquarris.     Paris, 

1889. 
Rausch,  J.    Hilfstafeln  zur  Ermittelung  des  Massengehalts  von  Blochen, 

Stammen  u.  Stangen.    Berlin,  1886. 
ScHENCK,  C.  A.    The  Yellow  Poplar.     1903. 
ScHUBERG,  K.    Formzahlen  u.  Massentafeln  fiir  die  Weisstanne.    Berlin, 

1891. 

Aus  deutschen  Forsten.    I.  Die  Weisstanne.    Tubingen,  1888. 

Aus  deutschen  Forsten.    II.  Die  Rothbuche.     Tiibingen,  1894. 

Formzahlen  u.  Massentafeln  fiir  die  Weisstanne.    Berlin,  1891. 

Zur  Betriebstatistik  im  Mittelwalde.    Berlin,  1898. 

Schwappach,  a.    Formzahlen  u.  Massentafeln  fiir  die  Kiefer.    Berlin,  1890. 

Wachstum  u.  Ertrag  normaler  Fichtenbestande.    Berlin,  1890. 

Wachstum  u.  Ertrag  normaler  Kiefembest&nde  in  der  norddeutschen 

Tiefebene.    Berlin,  1889. 
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SCHWAPPACH,    A.    Wacbstum    u.    Ertrag    normaler    RotbuchenbestlUide, 

Berlin,  1893. 
Untersuchungen  tiber  Zuwachs  u.  Fonn  der  Schwarzerle.     Neudamm, 

1902. 
Neue  Untersuchungen  tiber  Wachstum  und  Ertrag  Kieferbestande  im 

norddeutschen  Tiefebene.     Berlin,  1896. 

Formzahlen  u.  Massentafeln  fiir  die  Kiefer,    Berlin,  190x5. 

Formzahlen  und   Massentafeln  fur  die  Eiche.    Berlin,  1905. 

ScHiFPEL,  A.     Die  Fichte.     Wien,  1899. 

Form  und  Inhalt  der  Lirche.     Wein,  1905. 

Speidel,  E.     Beitrage  zu  den  Wuchsgesetzcn  des  Hochwaldes.     Tubingen, 

1893- 
Waldbauliche    Forschungcn    in   wiirtembergischen    Fichtenbestanden. 

Tubingen,  1889. 
Weise,  W.     Ertragsuntersuchungen  in  Forchensbestanden  Wurttembeigs. 
Ertragslafeln  fiir  die  Kiefer.    Berlin,  1880. 


MISCELLANEOUS. 

Behsinger,  Martin.    Schatzung  slehenden  Fichtenholzes.    Berlin,  1900. 
BoHMERLE,    Karl.    Versuche    tiber   Bestandesmassen  Aufnahmen.     Wien, 

1854. 
Davies,   Charles.     Elements   of   Drawing  and   Mensuration   applied    to 

Mechanic  Arts.     1846. 
Draudt,  August.     Die  Ermittelung  der  Holzmassen.     Giessen,  i860  and 

1902. 
Eberhardt.    Die  Inhaltsberechnung  des  Langnutzholzes  in  der  Praxis,  mit 

besonderer  Berticksichtigung  der  in  Wtirttembcrg  gcltenden  Vorschriften, 

Berlin,  1894. 
Fankhauser,  F.     Praktische  Anieitung  zur  Holzmassen  Aufnahme.     Berlin, 

1889. 
Praktische  Anieitung  zur  Bestandesaufnahme  mit  Rucksicht  auf  die 

Bedurfnisse  der  Wirtschaftseinrichtung  der  Schweiz.     Bern,  1891. 
Forest  Reserve  Manual,  Gen.  Land  Office,  Dept.  of  Interior.     Washington 

1902. 
Forst  und  Jagd  Kalender.     Berlin,  1906. 

Ganghofer,  Aug.     Das  forstliche  Versuchswesen.    Augsburg,  1881-1884. 
Gehrhardt,  E.     Die  theoretische  u    praktische    Bedeutung  des  arithme- 

tischen  Mittelstammes.    Memingen,  1901. 
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Graves,   H.   S.     Practical   Forestry   in   the  Adirondacks.    Bull.   No.   26, 

Bureau  of  Forestry,  U.  S.  Depl.  of  Agriculture.    Washington,  1899. 
Heyer,  Edward.    Zur  Holzmassenermitteiung,  etc.    Giessen,  1861. 

Uber  Messung  der  Hohen  sowie  der  Durchmesser.     Giessen,  1870. 

Hosmer  and  Bruce.    Working  Plan  for  Township  40  (N.  Y.).     Bull.  No.  30. 

Bureau  of  Forestry,  U.  S.    Dept.  of  Agriculture.    Washington,  1902. 
Kalk,  Richard.    Der  Zuwachs  an  Baumquerflache,  Baummasse  u.  Bestan* 

ds- masse.     Berlin,  1889. 
Karl,  H.   Abhandlung  uber  die  Ermittelung  des  richtigen  Holzbestandsalters, 

etc.     Frankfurt,  1847. 
KoHLi.    Anleitung  zur  Absch^tzung  stehender  Riefem,  etc.    Berlip,  1861. 
Kraft,  Gustav.     Beitrage  zur  forsdichen  Zuwachsrechnung  und  zur  Lehre 

vom  Weiserprozent.     Hannover,  1885. 
KuNZE,  M.  F.    Anleitung  zur  Aufnahme  des  Holzgehaltes  der  Waldbestande, 

Berfin,  1891. 
Neue  Methoden  zur  raschen  Berechnung  der  un^hten  Schaftformzahlen 

der  Fichte  u.  Kiefer.     Dresden,  1891. 
LoREY,  TuiSKO.     Uber  Probestamme.     Frankfurt,  1877. 

ijber  Stammanalysen.    Stuttgart,  1880. 

DE  MoNTRiCHARD.     Notice  sur  la  r^gle  h  cubage  des  arbres.    Paris,  1899.^ 
Oetzel,  Georg.    Neue  Formeln  zur  Berechnung  des  Rauminhaltes  voller 

und  abgestutzter  Baumschafte.    Wien  und  Leipzig.  1892. 
Olmsted,  F.  E.    Working  Plan  for  Forest  Lands  near  Pine  Bluff,  Ark. 

Bull.  No.  32,  Bureau  of  Forestry,  U.  S.  Dept.  of  Agriculture.    Washington, 

1902. 
PiNCHOT,  Gifford.    The  Adirondack  Spruce.     New  York,  1898. 
PiNCHOT  AND  GRAVES.     The  White  Pine.     New  York,  1896. 
PuscHEL,  Alfred.   Die  Baummessung  u.  Inhaltsberechnungnach  Formzablen 

u.  Massentafeln.     Leipzig,  1871. 
Pressler,  M.  R.    Der  Messknecht,  etc.     Braunschweig,  1852. 

Neue  holzwirtschaftliche  Tafeln.     Dresden,  1857. 

Gesetze  der  Stammbildung.     Leipzig,  1865. 

Rait,  Jas.    The  Relative  Value  of  Round  and  Sawn  Timber. 

RucKE,  Friedr.     Uber  die  Berechnung  des  korperlichen  Inhalts  unbeschlag- 

ener  Baumstamme.     Stuttgart,  1849. 
RiNiKER,  Hans,     l&ber  Baumfonn  u.  Bestandsmasse.    Aarau,  1873. 
ScHiFFEL,  A.     Die  Kubierung  von  Rundholz.     Wien,  1902. 
Sherrard,  Thos.  H.    Report  on  Tract  of  the  Okeetee  Club  near  Ridgeway, 

S.  C.  Bull.  No.  43>  Bureau  of  Forestry,  U.  S.  Dept.  of  Agriculture. 

Washington. 
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Simony,  Oskas.     Uber  das  Problem   der  Stammcubirung   als  Gnindlage 

dcr  Berechnung  von  Formzahltabellen  u.  Massentafeln.    Wien,  1879. 
Die  nHheningsweise  Kfirperberechnung  in  der  wissenschaftlicbe  Holz- 

messkunde.    Wien,  1901. 
Uber  Formzahlen-gleichungen  u.   deren  forstmathematische   Veiwer- 

tung.     Wien,  1903. 
The  Use  Book.    U.  S.  Forest  Service.    Washington,  1906. 
Walther.    Die  Ermittelung  der  Btstandsholzmassen  mil  Hilfe  dcr  Bestands- 

richthohe.    Giessen,  1886. 
Weber,   Jacob.    Holzmassenermittelungen   auf   Grund    photographischen 

Aufnahmen.    Giessen,  1902. 
ZoN,  R.    Chestnut  in  Southern  Maryland.    Bull.  No.  53,   U.  S.  Forest 

Service.    Washington,  1904. 
The  Loblolly    Pine  in    Eastern  Texas.     Bull.  No.  64,    U.  S.  Forest 

Service.    Washington,  1905. 

A  large  amount  of  information  regarding  forest  mensuration 
is  found  in  the  technical  forest  journals.  The  most  important, 
in  English,  German,  and  French,  are  the  following: 

Forestry  and  Irrigation.    Washington,  D.  C. 

Forestry  Quarterly.    Ithaca,  N.  Y. 

The  Indian  Forester.    Allahabad,  India. 

Kritische  Blatter.    Leipzig,  1823- 1870. 

Aus  dem  Walde.    Hannover,  1865- 1881. 

Allgemeine  Forst  und  Jagdzeitung.    Frankfort. 

Forstwissenschaftliches  Centralblatt.     Berlin. 

Zeitschrift  fur  Forst-  und  Jagdwesen.    Berlin. 

Forsdiche  Blatter,  1861-1890.    Berlin. 

Tharandter  Jahrbuch.    Thaiandt. 

Mtindener  Forstliche  Hefte.    Miinden. 

Schweizerische  Zeitschrift  flir  das  Forst wesen.    Zurich. 

Mittheilungen  der  Centralanstalt  fur  das  forstliche  Versuchswesen.    Zurich     • 

Oesterreichische  Vierteljahresschrift  fur  Forstwesen.     Wien. 

Ontralblatt  fiir  das  gesammte  Forstwesen.    Wien. 

Mittheilungen  aus  dem  forstlichen  Versuchswesen  Oesterreichs.    Wien. 

Revue  des  Eaux  et  For^ts.    Paris. 

Bottetins  of  Sod^  de  Franche  Compt<^  et  Belfort.    Besan^on. 
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TABLES  SHOWING  THE  CONTENTS  OF  LOGS. 

In  the  following  pages  are  given  several  tables  showing  the 
contents  of  logs  in  cubic  and  cord  measure.  The  first  table 
serves  a  double  purpose.  It  shows,  in  the  first  place,  the  con- 
tents of  cylinders  of  diflFerent  diameters  and  lengths.  It  may  be 
used  to  determine  the  contents  of  logs  whose  diameters  are  meas- 
ured at  the  middle.  The  table  shows  also  the  sums  of  the  basal 
areas  of  different  numbers  of  trees.  Thus,  the  total  basal  area  of 
51  trees  9  inches  in  diameter  is  22.53  square  feet.  This  table  will 
be  found  very  useful  in  computing  the  total  basal  area,  of  diflFerent 
diameter  classes  in  valuation  surveys. 

The  second  table,  showing  the  cubic  contents  of  cylinders  in 
cubic  meters,  is  given  for  the  benefit  of  the  Philippine  foresters 
and  others  using  the  metric  system.  The  other  tables  require 
no  special  explanation. 

The  common  log  tables  in  board  measure  are  not  included, 
as  they  are  readily  accessible  and  are  usually  in  the  possession 
of  any  forester  who  might  have  occasion  to  use  this  work. 
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CUBIC  CONTENTS  OF  CYLINDERS    AND  MULTIPLE   TABLE    OF 

BASAL  AREAS. 


Diameter  in  Inches. 

Length, 

Feet,  or 

'£ 

» 

4 

5 

6 

7 

8 

Number 
of  Trees. 

Contents  of  Cylinders  in  Cubic  Feet,  or 

Basal  Areas  in  Square  Feet. 

I 

0  .'02 . 

0.05 

0.09. 

0. 14 

0.20 

0.27 

^'^^^ 

2 

0.04 

0 .  TO 

0.17 

0.27" 

0.39 

0.53 

0.70^ 

3 

0.07 

0.15 

0.26 

0.41 

0.59 

0.80 

I  05 

4 

0.09 

0.20 

0-35 

0.55 

0.79 

1.07 

1.40 

5 

O.II 

0.25 

0.44 

0.68 

0  98 

1-34 

1-75 

6 

0.13 

0.29 

0.52 

0.82 

1.18 

1.60 

2.09 

7 

015 

0.34 

0.61 

0-95 

1-37 

1.87 

2.44 

8 

0.17 

0.39 

0.70 

1.09 

1-57 

2.14 

2.79 

9 

0.20 

0.44 

0  79 

1.23 

1.77 

2.41 

3.14 

lO 

0.22 

0.49 

0.87 

1.36 

1.96 

2.67 

3-49 

II 

0.24 

0.54 

0.96 

1.50 

2.16 

2.94 

3.84 

12 

0.26 

0.59 

1.05 

1.64 

2.36 

3-21 

4.19 

»3 

0.28 

0.64 

1.13 

1.77 

2-55 

3.47 

4-54 

14 

0.31 

0.69 

1.22 

1. 91 

2.75 

3-74 

4.89 

15 

0.33 

0.74 

1. 31 

2.05 

2.95 

4.01 

524 

i6 

0.35 

0.79 

1.40 

2.18 

3.14 

4.28 

5-59 

17 

0.37 

0.83 

1.48 

2.32 

3.34 

4.54 

5.93 

i8 

0.39 

0.88 

1.57 

2.45 

3-53 

4.81 

6.28 

19 

0.41 

0.93 

1.66 

2.59 

3-73 

508 

6.61^ 

20 

0.44 

0.98 

1.75 

2.73 

3.93 

5-35 

6.98 

21 

0.46 

I    03 

1.83 

2.86 

4.12 

5-6i 

7-33 

22 

0.48 

1.08 

1.92 

3.«i 

4.32 

5.8« 

7.68 

23 

0.50 

I. 13 

2.01 

3.14 

4.52 

6.15 

8.03 

24 

0.52 

I. 18 

2.09 

3.27 

4-71 

6.41 

8.38 

25 

0-55 

1-23 

2.18 

3  41 

4.91 

6.68 

8.73 

26 

0.57 

1.28 

2.27 

3-55 

5" 

6.95 

9.08 

27 

0.59 

1-33 

2.36 

3-68 

5.30 

7.22 

9.42 

28 

0.61 

1.37 

2.44 

3.82 

5.50 

7.48 

9.77 

29 

0.63* 

1.42 

2-53 

3-95 

5.69 

7-75 

10.12 

30 

0.65 

1-47 

2.62 

4.09 

5.89 

8.02 

10.47 

31 

0.68 

1.52 

2.71 

4.23 

6.09 

8.28 

10.82 

32 

0.70 

1-57 

2.79 

4.36 

6.28 

8.55 

11.17 

33 

0.72 

1.62 

2.88 

4-50 

6.48 

8.82 

11.52 

34 

0.74 

1.67 

2.97 

4.64 

6.68 

9.09 

11.87 

35 

0.76 

1.72 

3  05 

4-77 

6.87 

9.35 

12.22 

36 

0.79 

1.77 

3.14 

4.91 

7.07 

9.62 

J2.57 

37 

0.81 

1.82 

3.23 

5.05 

7.26 

9.89 

12.92 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE    OF 
BASAL  AREAS— (C<7n/»fttte(/). 


Diameter  in  Inches. 

LenRth. 

Feet,  or 

2 

3 

4 

6 

6 

7 

8 

Number 
of  Trees. 

Contents  of  Cylinders  in  Cubic  Feet,  or 

Basal  Areas  in  Square  Feet. 

38 

0.83 

1.87 

3.32 

5.18 

7.46 

10.16 

13.26 

39 

0.85 

1. 91 

3.40 

532 

7.66 

10.42 

13.61 

40 

0.87 

1.96 

3-49 

5.45 

7.85 

10.69 

13.96 

41 

0.89 

2.01 

3-58 

5-59 

8.05 

10.96 

14.31 

42 

0.92 

2.06 

3.67 

5.73 

8.25 

II  .22 

14.66 

43 

0.94 

2. II 

3.75 

5.86 

8.44 

11.49 

15.01 

44 

0.96 

2.16 

3.84 

6.00 

8.64 

II  .76 

15.36 

45 

0.98 

2.21 

3.93 

6.14 

8.84 

12.03 

15.71 

46 

1. 00 

2.26 

4.01 

6.27 

9.03 

12.29 

16.06 

47 

1.03 

2.31 

4. 10 

6.41 

9.23 

12.56 

16.41 

48 

I   05 

2.36 

4.19 

6.54 

9.42 

12.83 

16.76 

49 

1.07 

2.41 

4.28 

6.68 

9.62 

13-10 

17.10 

50 

1.09 

2.45 

4.36 

6.82 

9.82 

13-36 

17.45    . 

51 

I.  n 

2.50 

4.45 

6.95 

10.01 

13.63 

17.80 

52 

1. 13 

2.55 

4-51 

7.09 

10.21 

13-90 

18.15 

53 

1.16 

2.60 

463 

7.23 

10.41 

14.16 

18.50 

54 

1. 18 

2.65 

4-71 

7.36 

10.60 

14.43 

18.85 

55 

1 .20 

2.70 

4.80 

7.50 

10.80 

14.70 

19.20 

56 

I  .22 

2.75 

4.89 

7.64 

II  .00 

14.97 

19-55 

57 

1.24 

2.80 

4.97 

7.77 

II .  19 

15.23 

19.90 

58 

1.27 

2.85 

5.06 

7.91 

11.39 

15.50 

20.25 

59 

1.29 

2.90 

5.15 

8.04 

11.58 

15.77 

20.60 

60 

I-3I 

2.95 

5.24 

8.18 

11.78 

16.04 

20.94 

61 

1-33 

2.99 

5-32 

8.32 

11.98 

16.30 

21 .29 

62 

1-35 

3  04 

5-41 

8.45 

12.17 

16.57 

21 .64 

63 

1.37 

3.09 

550 

8.59 

12.37 

16.84 

21.99 

64 

1 .40 

314 

5-59 

8.73 

12.57 

17. 10 

22.34 

65 

1.42 

3.19 

5.67 

8.86 

12.76 

17.37 

2:?. 69 

66 

1.44 

3   24 

5.76 

9.00 

12.96 

17.64 

'  23.04 

67 

1.46 

•   3  29 

5.85 

9.14 

13.16 

17.91 

23.39 

68 

1.48 

3-34 

5  93 

9.27 

13-35 

18.17 

23.74 

69 

1. 51 

3  39 

6.02 

9.41 

13-55 

18.44 

24.09 

70 

1-53 

3-44 

6. II 

9-54 

13.74 

18.71 

24-43 

71 

I   55 

3-49 

6.20 

9.68 

13.94 

18.97 

24.78 

72 

1.57 

3.54 

6.28 

9.82 

14.14 

19-24 

2513' 

73 

1.59 

3.58 

6.37 

9.95 

H-33 

19.51 

25.48 

74 

1. 61 

363 

6.46 

10.09 

H-53 

19.78 

25.83 

75 

1.64 

3.68 

6.54 

10.23 

14-73 

20.04 

26.18 
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FOREST  MENSURATION. 


CUBIC  CONTENTS  OP  CYLINDERS  AND  MULTIPLE  TABLE  OP 
BASAL  AREAS— (Cafi/tfiu€<r;. 


Diameter  in  Inches. 

Length. 

1 

l^^^ 

9 

10 

11 

12 

13 

14       ! 

15 

Number 
of  Trees. 

Contents  of  CyUndeis  in  Cubic  Peet,  or 

Basai  Areas 

>  in  Square  Fe^t. 

I 

0.44 

0.55 

0.66 

0.79 

0.92 

1.07 

I    23 

2 

0,88 

1.09 

1-32 

1-57 

1.84 

2.14 

2.45 

3 

1.33 

1.64 

1.98 

2.36 

2.77 

3    21 

3-68 

4 

1.77 

2.18 

2.64 

3.14 

3  69 

4.28 

4  91 

5 

2.21 

2.73 

3  30 

3  93 

4.61 

5.35 

6.14 

6 

2.65 

3.27 

3.96 

4  71 

5-53 

6.41 

7.36 

7 

3  09 

3.82 

4.62 

5  50 

6.45 

7.48 

8-59 

8 

3.53 

4.36 

5.28 

6.28 

7-37 

8.55 

9.82 

9 

3  98 

•  4  91 

5  94 

7.07 

8.30 

9.62 

11.04 

lO 

4.42 

5.45 

6.60 

7-85 

9.22 

10.69 

12.27 

II 

4.86 

6.00 

7.26 

8.64 

10.14 

11.76 

13  50 

12 

5.30 

6.55 

7.92 

9.42 

11.06 

12.83 

14-73 

13 

5.74 

7.09 

8.58 

10.21 

11.98 

13.90 

15  95 

H 

6.19 

7.64 

9.24 

II  .00 

12.90 

14  97 

17.18 

15 

6.63 

8.18 

9  90 

11.78 

13-83 

16.04 

18.41 

i6 

7  07 

8.73 

10.56 

12.57 

14.75 

17. 10 

19.63 

17 

7.51 

9  27 

11.22 

13-35 

15.67 

18.  17 

20.86 

i8 

7.95 

9.82 

11.88 

14.14 

16.59 

"9.24 

22.09 

19 

8.39 

10.36 

12.54 

14.92 

17.51 

20.31 

23-32 

20 

8.84 

10.91 

13-20 

15  71 

18.44 

21.38 

24.54 

21 

9.28 

11.45 

13.86 

16.49 

19.36 

22.45 

25.77 

22 

9  72 

12.00 

14.52 

17.28 

20.28 

23.52 

27.00 

23 

10.16 

12.54 

15.18 

18.06 

21 .20 

24 -59 

28.23 

24 

10.60 

13.09 

15.84 

18.85 

22.12 

25.66 

29.45 

25 

11.04 

13-64 

16.50 

19.64 

23-04 

26.73 

30  68 

26 

11.49 

14.18 

17.16 

20.42 

23  97 

27.79 

31  91 

27 

II  93 

14.73 

17.82 

21.21 

24.89 

28.86 

33-13 

28 

12.37 

15-27 

18.48 

21.99 

2581 

29  93 

34- 36 

29 

12.81 

15.82 

19.14 

22.78 

26.73 

31.00 

35-59 

30 

1325 

16.36 

19.80 

23    56 

27.65 

32.07 

36.82 

3« 

13.70 

16.91 

20.46 

24.35 

28.57 

33-14 

38.04 

32 

14.14 

17.45 

21 .  12 

25- '3 

29.50 

34-21 

39.27 

33 

14.58 

18.00 

21.78 

25.92 

30.42 

35.28 

40.50 

34 

15.02 

18.54 

22.44 

26.70 

31.34 

36.35 

41.72 

35 

1546 

19.09 

23.10 

27.49 

32 .  26 

37.42 

42.95 

36 

'5  90 

19.64 

23.76 

28.27 

33.18 

38.48 

44.18 

37 

16.35 

20.18 

24.42 

29.06 

34   10 

39.55 

45  41 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AREAS— (Ciwftntted). 


Diameter  in  Inches. 

Lenffth, 

Pcct,  or 
Niunber 
of  Trees. 

9 

10 

11 

12 

13 

14 

Iff 

Contc 

•nta  of  Cylir 

iders  in  Cubic  Feet,  or 

Basal  Areas  in  Square  PeeU 

38 

16.79 

20.73 

25.08 

29.85 

35  03 

40.62 

46.63 

39 

17.23 

21.27 

25.74 

30.63 

35.95 

41.69 

47.86 

40 

17.67 

21.82 

26.40 

31.42 

36.87 

42.76 

49.09 

41 

18. II 

22.36 

27.06 

32.20 

37.79 

43.83 

50.31 

42 

18.56 

22.91 

27.72 

32.99 

38.71 

44.90 

51.54 

43 

19.00 

23.45 

28.38 

33.77 

39.64 

45.97 

52.77 

44 

19.44 

24.00 

29.04 

34.56 

40.56 

47.04 

54.00 

45 

19.88 

24.54 

29.70 

35.34 

41.48 

48.11 

55-22 

46 

20.32 

25.09 

30.36 

36.13 

42.40 

49.17 

5^1§ 

47 

20.76 

25  63 

31.02 

36.91 

43.32 

50.24 

57.68 

48 

21  .21 

26.18 

31.68 

37  70 

4424 

51.31 

58.90 

49 

21.65 

26.73 

32.34 

38.48 

4517 

52.38 

60.13 

50 

22.09 

27.27 

33.00 

39.27 

46.09 

53.45 

61.36 

51 

22.53 

27.82 

33.66 

40.06. 

47.01 

54.52 

62.59 

52 

22.97 

28.36 

34.32 

40.84 

47.93 

55-59 

63.81 

53 

23.41 

28.91 

34.98 

41.63 

48.85 

56.66 

65.04 

54 

23.86 

29 -45 

35.64 

42.41 

49.77 

^I'V 

66.27 

55 

24.30 

30.00 

36.30 

43.20 

50.70 

58.80 

67.49 

56 

24.74 

30.54 

36.96 

43  98 

51   62 

59.86 

68.72 

57      ' 

25.18 

31.08 

37.62 

44.77 

52.54 

60.93 

69 -95 

58 

25.62 

31.63 

38.28 

45.55 

53.46 

62.00 

71.18 

59 

26.07 

32.18 

38.94 

46.34 

54.38 

63.07 

72.40 

60 

26.51 

32.73 

39.60 

47.12 

55.31 

64.14 

73.63 

61 

26.95 

33  27 

40.26 

47.91 

56.23 

65.21 

74.86 

62 

27.39 

33.82 

40.92 

48.69 

57.15 

66.28 

76.09 

63 

27.83 

34  36 

41.58 

49.48 

58.07 

67.35 

77.31 

64 

28.27 

34. 9» 

42.24 

50.27 

58.99 

68.42 

78.54 

65 

38.72 

35-45 

42.90 

51.05 

59.91 

69.49 

79.77 

66 

29.16 

36.00 

43.56 

51.84 

60.84 

70.55 

80.99 

67 

29.60 

36.54 

44.22 

52.62 

61,76 

71.62 

82.22 

68 

30.04 

37.09 

44.88 

53.41 

62.68 

72.69 

l^il 

69 

30.48 

37.63 

45.54 

54  19 

63.60 

73  76 

84.68 

70 

30.93 

38.18 

46.20 

54.98 

64.52 

74.83 

85-90 

71 

31.37 

38.72 

46.86 

55.76 

65.44 

75.90 

87-13 

72 

31.81 

39  27 

47.52 

56.55 

66.37 

76.97 

88.36 

73 

32.25 

39.82 

48.18 

57.33 

67.29 

78.04 

89-58 

74 

32.69 

40.36 

48.84 

58.12 

68.21 

79.11 

90.81 

75 

33.13 

40.91 

49  50 

58-91 

69.13 

80.18 

92.04 
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FOREST  MENSURATION. 


CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OP 
BASAL  MLU AS— {Continued), 


Diameter  in  Inches. 

Lcnfirth, 

Feet,  or 
Number 
of  Trees. 

16 

17 

18 

10 

SO 

31 

23 

Contents  of  Cylinders  in  Cubic  Feet,  or 

Basal  Areas  in  Square 

Feet. 

I 

1.40 

1.58 

1.77 

1.97 

2.18 

2.41 

2.64 

2 

2.79 

3   '5 

3.53 

3-94 

4.36 

4.81 

5-28 

3 

4.19 

4-73 

5.30 

5-91 

6.54 

7.22 

7  92 

4 

5-59 

6.31 

7.07 

7.88 

8.73 

9.62 

10.56 

5 

6.98 

7.88 

8.84 

9.84 

10.91 

12.03 

13.20 

6 

8.38 

9.46 

10.60 

II. 81 

13.09 

14.43 

15-84 

7 

9.77 

11.03 

12.37 

13.78 

15.27 

16.84 

18.48 

8 

II. 17 

12.61 

14.14 

15.75 

17.45 

19.24 

21 .  12 

9 

12.57 

14.19 

15.90 

17.72 

19-63 

21.65 

23-76 

lO 

13.96 

15.76 

17.67 

19.69 

21.82 

24.05 

26.40 

II 

15.36 

17.34 

19.44 

21.66 

24.00 

26.46 

29.04 

12 

16.76 

18.92 

21  .21 

23.63 

26.18 

28.86 

31-68 

13 

18.15 

20.49 

22.97 

25.60 

28.36 

31.27 

34-32 

14 

19  55 

22.07 

24-74 

27.57 

30.54 

33.67 

36-96 

»5 

20.94 

23.64 

26.51 

29.53 

32.72 

36.08 

39.60 

i6 

22.34 

25.22 

28.27 

31-50 

34.91 

38.48 

42.24 

17 

23.74 

26.80 

30.04 

33.47 

37.09 

40.89 

44.88 

i8 

25.13 

28.37 

31.81 

.^5.44 

39.27 

43.30 

47.52 

19 

26.53 

29.95 

33.58 

37.41 

41.45 

45-70 

50.16 

20 

27.93 

31.53 

35.34 

39  38 

43.63 

48.11 

52.80 

21 

29.32 

33.10 

37 . 1 1 

41.35 

45.82 

50.51 

55-44 

22 

30.72 

34-68 

38.88 

43.32 

48.00 

52.92 

58.08 

23 

32.11 

36.25 

40.64 

45-29 

50.18 

55.32 

60.72 

24 

33.51 

37.83 

42.41 

47.25 

52.36 

57-73 

63-36 

25 

34.91 

39  41 

44.18 

49.22 

54.54 

60.13 

66.00 

26 

36.30 

40.98 

45.95 

51.19 

56.72 

62.54 

68.64 

27 

37.70 

42.56 

47.71 

53.16 

58.90 

64.94 

71.27 

28 

39.10 

44.14 

49.48 

55.13 

61.09 

67.35 

73.91 

29 

40.49 

45-71 

51.25 

57.10 

63.27 

69 -75 

76.55 

30 

41.89 

47.29 

53.01 

59-07 

65-45 

72. 16 

79   19 

31 

43.28 

48.86 

54.78 

61.04 

67-63 

74-56 

81-83 

32 

44.68 

50-44 

56.55 

6^.01 

69.81 

76.97 

84.47 

33 

46.08 

52.02 

58-32 

64.98 

71.99 

79-37 

87.11 

34 

47.47 

53.59 

60.08 

66.94 

74.18 

81.78 

89-75 

35 

48.87 

55.17 

61.85 

68.91 

76.36 

84.18 

92.39 

36 

50.27 

56.75 

63.62 

70.88 

78.54 

86.59 

95.03 

37 

51.66 

58 -32 

65.38 

72.85 

80.72 

89.00 

97.67 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AREAS— (Continued). 


Diameter  in  Inches. 

Length. 

Feet,  or 
Number 

16 

17 

18 

19 

20 

SI 

S2 

of  Trees. 

Contents  of  Cylinders  in  Cubic  Feet,  or 

Basal  Areas  in  Square  Feet. 

38 

5306 

59  90 

67.15 

74.82 

82.90 

91.40 

100.31 

39 

54.45 

61.47 

68.92 

76.79 

85.08 

93.81 

102.95 

40 

55.85 

63.05 

70.69 

78.76 

87.27 

96.21 

105-59 

41 

57.25 

64.63 

72.45 

80.73 

89. 45 

98.62 

108 . 23 

42 

58.64 

66.20 

74.22 

82.70 

91.63 

101.02 

110.87 

43 

60.04 

67.78 

75.99 

84.66 

93.81 

103.43 

113  51 

44 

61.44 

69.36 

77.75 

86.63 

95.99 

105.83 

116.15 

45 

62.83 

70.93 

79.52 

88.60 

98.17 

108.24 

118.79 

46 

64.23 

72.51 

81.29 

90-57 

100.36 

110.64 

121.43 

47 

65.62 

74.08 

83.06 

92.54 

102.54 

113^05 

124.07 

48 

67.02 

75.66 

84.82 

94.51 

104.72 

115.45 

126.71 

49 

68.42 

77  24 

86.59 

96.48 

106.90 

117.86 

129-35 

50 

69.81 

78.81 

88.36 

98.45 

109.08 

120.26 

131.99 

51 

71.21 

80.39 

90.12 

100.42 

IU.26 

122.67 

134.63 

52 

72.61 

81.97 

91.89 

102.39 

113-45 

125.07 

137.27 

53 

74.00 

83.54 

93.66 

104.35 

115-63 

127.48 

139.91 

54 

75-40 

85.12 

95.43 

106.32 

117. 81 

129.89 

142-55 

55 

76.79 

86.69 

97.19 

108.29 

119.99 

132.29 

145.19 

56 

78.19 

88.27 

98.96 

110.26 

122.17 

"34-70 

147.83 

57 

79.59 

89.85 

100.73 

112.23 

124-35 

137-10 

150-47 

58 

80.98 

91.42 

102.49 

114.20 

126.54 

139-51 

153   11 

59 

82.38 

93  00 

104 .  26 

116. 17 

128.72 

141.91 

155-75 

60 

83.78 

94.58 

106.03 

118. 14 

130.90 

144.32 

158.39 

61 

85.17 

96.15 

107.80 

1 20 .  II 

133-08 

146.72 

161.03 

62 

86.57 

97.73 

109.56 

122.07 

135-26 

149.13 

163-67 

63 

87.96 

99  30 

"1. 33 

124.04 

137-44 

151-53 

166.31 

64 

89.36 

100.88 

113. 10 

126.01 

139.63 

153-94 

168.95 

65 

90.76 

102.46 

114.86 

127.98 

141 .81 

156.34 

171.59 

66 

92.15 

104.03 

116.63 

129.95 

143-99 

158.75 

174.23 

67 

93-55 

105.61 

118.40 

131.92 

146.17 

161.15 

176.87 

68 

94.95 

107.19 

120.17 

133.89 

148.35 

163.56 

179-51 

69 

96.34 

108.76 

121.93 

135.86 

150.53 

165.96 

182.15 

70 

97.74 

110.34 

123.70 

137.83 

152. 7-' 

168.37 

184.79 

7» 

99.13 

III .91 

125.47 

139.80 

154.90 

170.77 

187-43 

72 

100.53 

"3-49 

127.23 

141.76 

157  08 

173-18 

190.07 

73 

101.93 

115.07 

129.00 

143-73 

159-26 

175.59 

192.71 

74 

103.32 

116.64 

130.77 

145-70 

161.44 

177  99 

195.35 

75 

104.72 

118.22 

132.54 

147.67 

163.62 

180.40 

197.99 
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FOREST  MENSURATION. 


CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AREAS— {Continued). 


Diameter  in  Inches. 

Length, 

Feet,  or 
Number 

23 

S4 

26 

26 

27 

28 

29 

of  Trees. 

Contents  of  Cyhnders  in  Cubic  Feet,  or 

Basal  Areas  in  Square  Feet. 

I 

2.89 

3.14 

3.41 

3.69 

3.98 

4.28 

4-59 

2 

5.77 

6.28 

6.82 

7-37 

7.95 

8.55 

9.17 

3 

8.66 

9.42 

10 .  23 

II  .06 

11.93 

12.83 

13.76 

4 

II   54 

12.57 

13.64 

14.75 

15.90 

17. 10 

18.35 

5 

1443 

15   71 

17.04 

18.44 

19.88 

21.38 

22.93 

6 

17-31 

18.85 

20.45 

22.12 

23.86 

25.66 

27.52 

7 

20.20 

21.99 

23 .86 

25.81 

27.83 

29.93 

32 . 1 1 

8 

23-08 

2513 

27.27 

29.50 

31.81 

34.21 

36.70 

9 

25  97 

28.27 

30.68 

33.18 

35.78 

38.48 

41.28 

10 

28.85 

31.42 

34.09 

36.87 

39.76 

42.76 

45.87 

II 

3174 

34.56 

37.50 

40.56 

43.74 

47.04 

50.46 

12 

34  62 

37 .  70 

40.91 

44.24 

47.71 

51.31 

55.04 

13 

37.51 

40.84 

44.31 

47.93 

51   69 

55.59 

59  63 

14 

40.39 

43.98 

47   72 

51.62 

55.67 

59.86 

64.22 

15 

43-28 

47.12 

51.13 

55. 3' 

59.64 

64.14- 

68.80 

16 

46.16 

50.27 

54.54 

58.99 

63.62 

68.42 

73-39 

17 

49.05 

53-41 

57-95 

62.68 

67.59 

72.69 

77.98 

18 

51.93 

56.55 

61.36 

66.37 

71.57 

76.97 

82.56 

19 

54.82 

59.69 

64.77 

70.05 

75.55 

81.24 

87.15 

20 

57-71 

62.83 

68.18 

73.74 

79.52 

85.52 

91.74 

21 

60.59 

65.97 

71.59 

77.43 

83.50 

89.80 

96.33 

22 

63.48 

69. 11 

74.99 

81. II 

87.47 

94.07 

100.91 

23 

66.36 

72.26 

78.40 

84.80 

91.45 

98.35 

105  50 

24 

69.25 

75.40 

81.81 

88.49 

95.43 

102.63 

110.09 

25 

72.13 

78.54 

85.22 

92.18 

99.40 

106.90 

114.67 

26 

75.02 

81.68 

88.63 

95.86 

103.38 

III. 18 

119.26 

27 

77.90 

84.82 

92.04 

99.55 

107.35 

115.45 

123.85 

28 

80.79 

87.96 

95.45 

103.24 

III. 33 

119. 73 

128.43 

29 

83.67 

91. II 

98.86 

106.92 

115. 31 

124.01 

133.02 

30 

86.56 

94-25 

102.27 

110.61 

119.28 

128.28 

137.61 

31 

89.44 

97.39 

105.67 

114.30 

123.26 

132.56 

142.20 

32 

92.33 

100.53 

109.08 

117.98 

127.23 

136.83 

146.78 

33 

95-21 

103.67 

112.49 

121.67 

131. 21 

141 .11 

151.37 

34 

98.10 

106.81 

115.90 

125.36 

135.19 

145.39 

155.96 

35 

100.98 

109.96 

119  31 

129.05 

139.16 

149.66 

160.54 

36 

103.87 

113. 10 

122.72 

132.73 

143.14 

153-94 

165.13 

37 

106.75 

116.24 

1 26 . 1 3 

136.42 

14711 

158.21 

169.72 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AREAS— (Continued), 


Diameter  in  Inches. 

Length, 

Feet,  or 
Number 

23 

24 

25 

26 

27 

28 

20 

of  Trees. 

Contents  of  Cylinders  in  Cubic  Feet,  or 

Basal  Areas  in  Square 

Feet. 

38 

109.64 

119.38 

129.54 

140. II 

151.09 

162.49 

174.30 

39 

112.52 

122.52 

132.94 

143.79 

15507 

166.77 

178.89 

40 

115.41 

.125.66 

136.35 

147.48 

159  04 

171.04 

183.48 

41 

118.30 

128.81 

139.76 

151.17 

163.02 

175.32 

188.06 

42 

121. 18 

131.95 

143.17 

154-85 

167.00 

179.59 

192.65 

43 

124.07 

13509 

146.58 

158.54 

170.97 

183.87 

197.24 

44 

126.95 

138.23 

149  99 

162    23 

174.95 

188.15 

201.83 

45 

129.84 

141.37 

153-40 

165.92 

178.92 

192.42 

206.41 

46 

132-72 

144-51 

156.81 

169.60 

182.90 

196.70 

211.00 

47 

135  6i 

147.65 

160.22 

173.29 

186.88 

200.97 

215.59 

48 

138.49 

150.80 

163.62 

176.98 

190.85 

205.25 

220.17 

49 

141.38 

153.94 

167.03 

180.66 

194.83 

209.53 

224.76 

50 

144.26 

157.08 

170.44 

184.35 

198.80 

213.80 

229.35 

51 

147.15 

160.22 

173.85 

188.04 

202 . 78 

218.08 

233.93 

52 

150.03 

163.36 

177.26 

191.72 

206.76 

222.35 

238.52 

53 

152.92 

166.50 

180.67 

195.41 

210.73 

226.63 

243.11 

54 

155.80 

169.65 

184.08 

199.10 

214.71 

230.91 

247.69 

55 

158.69 

172.79 

187.49 

202.79 

216.68 

235.18 

252.28 

56 

161.57 

175-93 

190.90 

206.47 

222.66 

239.46 

256.87 

57 

164.46 

179-07 

194.30 

210.16 

226.64 

243.73 

261.46 

58 

167.34 

182.21 

197.71 

213.85 

230.61 

248.01 

266.04 

59 

170.23 

185.35 

201. 12 

217.53 

234.59 

252.29 

270.63 

60 

173-12 

188.50 

204.53 

221.22 

238.56 

256.56 

275-22 

61 

176.00 

191.64 

207.94 

224.91 

242.54 

260.84 

279.80 

62 

178.89 

194-78 

211.35 

228.59 

246.52 

265.12 

284.39 

63 

181.77 

197.92 

214.76 

232.28 

250.49 

269.39 

288.98 

64 

184.66 

201 .06 

218.17 

235.97 

254-47 

273.67 

293.56 

65 

'87.54 

204.20 

221.57 

239.66 

258.45 

277.94 

298.15 

66 

190.43 

207.34 

224.98 

243.34 

262.42 

282.22 

302.74 

67 

193.31 

210.49 

228.39 

247.03 

266 .  40 

286.50 

307.32 

68 

196.20 

213.63 

231.80 

250.72 

270.37 

290.77 

311.91 

69 

199.08 

216.77 

235.21 

254.40 

274.35 

295  05 

316.50 

70 

201.97 

219.91 

238.62 

258.09 

278.33 

299.32 

321.09 

71 

204.85 

223.05 

242.03 

261.78 

282.30 

303.60 

325.67 

72 

207.74 

226.19 

245.44 

-^65.46 

286.28 

307.88 

330.26 

73 

210.62 

229.34 

248.85 

269.15 

290.25 

312.15 

334.85 

74 

213-51 

232.48 

252.25 

272.84 

294    23 

316.42 

339.43 

75 

216.39 

235.62 

255.66 

276.53 

298.21 

320.70 

344.02 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AREAS— (Continued). 


Diameter  in  Inches. 

Length. 

Feet,  or 
Number 
of  Trees. 

30 

31 

32 

33 

34 

35 

36 

Contents  of  Cylinders  in  Cubic  Fet-t,  or 

Basal  Areas  in  Square 

Feet. 

I 

4.91 

5.24 

5.59 

5-94 

6.30 

6.68 

7.07 

2 

9.82 

10.48 

11.17 

11.88 

12. 6l 

13.36 

14.14 

3 

14.73 

15.72 

16.76 

17.82 

18.92 

20.44 

21.21 

4 

19.63 

20.97 

22.34 

23.76 

25.22 

26.73 

28.27 

5 

24.54 

26.21 

27.93 

29.70 

31.53 

33.41 

35-34 

6 

29.45 

31-45 

33.51 

35  64 

37.83 

40.09 

42.41 

7 

34.36 

36.69 

39.  >o 

41-58 

44.14 

46.77 

49.48 

8 

39.27 

41.93 

44.68 

47-52 

50.44 

53.45 

56.55 

9 

44.18 

47.17 

50.27 

53.46 

56.75 

60.13 

63.62 

lO 

49.09 

52.41 

55  85 

59  40 

63.05 

66.81 

70.69 

11 

54.00 

57.66 

61.44 

65-34 

69.36 

73.49 

77.75 

12 

58.90 

62.90 

67.02 

71.27 

75-66 

80.18 

84.82 

13 

63.81 

68.14 

72.61 

77-21 

81.97 

86.86 

91.89 

H 

68.72 

73.38 

78.19 

83.15 

88.27 

93.54 

98.96 

15 

73.63 

73.62 

83.78 

89.09 

94.58 

100.22 

106.03 

i6 

78.54 

83.86 

89.36 

95.03 

100.88 

106.90 

113.10 

17 

83.45 

89.10 

94.95 

100.97 

107.18 

113.58 

120.17 

i8 

88.36 

94.35 

100.53 

106.91 

"3-49 

120.26 

J27.23 

19 

93  27 

99-59 

106. 12 

112.85 

119.80 

126.95 

134.30 

20 

98.17 

104.83 

1 1 1 . 70 

118.79 

126.10 

133.63 

141 -37 

21 

103.08 

110.07 

117.29 

124.73 

132.41 

140.31 

148.44 

22 

107.99 

115. 31 

122.87 

130.67 

138.71 

146.99 

155-51 

23 

112.90 

120.55 

128.46 

136.61 

145.02 

153.67 

162.58 

24 

117. 81 

125-79 

134.04 

142.55 

151.32 

160. 35 

169.65 

25 

122.72 

131.04 

139.63 

148.49 

157-63 

167.03 

176.71 

26 

127.63 

136.28 

145-21 

154.43 

163.93 

173-71 

183.78 

27 

132.54 

>4i.52 

150.80 

160.37 

170.24 

180.40 

190.85 

28 

'37.44 

146.76 

156.38 

166.31 

176.54 

187.08 

197.92 

29 

142.35 

152.00 

161.97 

172.25 

182.85 

193.76 

204.99 

30 

147.26 

157.24 

167.55 

178.19 

189.15 

200.44 

212.06 

31 

152.17 

162.48 

173.14 

184.13 

195-45 

207 . 1 2 

219.13 

32 

157.08 

167.73 

178.72 

190.07 

201.76 

213.80 

226. 19 

33 

161.99 

172.97 

184.31 

196.01 

208.06 

220.48 

233.26 

34 

166.90 

178.21 

189.89 

201.95 

214-37 

227.17 

240.33 

35 

171.81 

183.45 

195-48 

207.88 

220.68 

233.85 

247.40 

36 

176.71 

188.69 

201 .06 

213.82 

226.98 

240.53 

254.47 

37 

181.62 

193-93 

206 . 65 

219.76 

233 .28 

247.21 

261.54 
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CUBIC  CONTENTS  OF  CYLINDERS  AND  MULTIPLE  TABLE  OF 
BASAL  AKBAS—dConHnued). 


Diameter  in  Inches. 

Length. 
Peet,  or 
Ntnnber 
of  Trees. 

80 

81 

32 

38 

84 

85 

86 

Contents  of  Cylinders  in  Cubic  Fect»  or 

Basal  Areu 

in  Square  Peet. 

38 
39 
40 

186.53 
191.44 
196.35 

199.17 
204 . 42 
209.66 

212.23 
217.82 
223.40 

225.70 
231.64 
237.58 

239.59 
245.89 
252.20 

253.89 
260.57 
267.25 

268.61 

275.67 
282.74 

41 
42 
43 
44 
45 

201 .  26 
206.17 
211.08 
215.98 
220.89 

214.90 
220.14 
225.38 
230.62 
235.86 

228.99 

234.57 
240.16 

245.74 
251.33 

243.52 
249.46 
255.40 
261.34 
267 . 28 

258.50 
264.81 
271.11 
277.42 
283.72 

273.93 
280.62 

287.30 
293.98 
300.66 

289.81 
296.88 

303.95 
311.02 
318.09 

46 

47 
48 

49 
50 

225.80 
230-71 
23562 
240.53 
245.44 

241. I I 
246.35 
251.59 
256.83 
262.07 

256.91 
262.50 
268.08 
273.67 
279.25 

273.22 
279.16 
285.10 
291.04 
296.98 

290.03 

296.33 
302.64 
308.94 
315.25 

307.34 
314.02 
320.70 
327.39 
334.07 

325.15 
332.22 
339.29 
346.36 
353.43 

51 
52 
53 
54 
55 

250.35 
255.25 
260.16 
265.07 
269.98 

267.31 
272.55 
277.80 
283.04 
288.28 

284.84 
290.42 
296.01 

301.59 
307.18 

302.92 
308.86 
314.80 

320.74 
326.68 

321.55 
327.86 
334.16 
340.47 
346.77 

340.75 
347.43 
354.11 
360.79 
367.47 

360.50 
367.57 
374.63 
381.70 
388.77 

56 
57 
58 

1? 

274.89 
279.80 
284.71 
289.62 

294.52 

293.52 
298.76 
304.00 
309.24 
314.49 

312.76 
318.35 
323-93 
329.52 
335.10 

332.62 
338.56 
344.50 
350.43 
356.37 

353.08 
359.38 
365.69 
371.99 
378.30 

374.15 
380.84 
387.52 
394.20 
400.88 

395.84 
402.91 
409.98 
417  05 
424.11 

61 
63 

64 
65 

299.43 
304.34 
309.25 
314.16 
319.07 

319.73 
324.97 
330.21 

335.45 
340.69 

340.69 
346.27 
351.86 
357.44 
363.03 

362.34 
368.28 
374.22 
380.16 
386.07 

384.61 
390.91 
397.22 

403.52 
409.82 

407.54 
414.22 
420.80 
427.58 
434.29 

431.21 
438.28 
445-35 
452.42 
459.46 

66 

67 
68 

69 
70 

323.98 
328.89 

333.79 
338.70 
343.61 

345-93 
351.18 
356.42 
361.66 
366.90 

368.61 
374.20 
379.78 
385.37 
390.95 

392.04 
397.98 
403.92 
409.86 
415.77 

416.13 

422.44 
428.74 
435.05 
441.35 

440.95 
447.63 
454.31 
460.99 
467.69 

466.55 
473.62 
480.69 
487.76 
494.80 

71 
72 
73 
74 
75 

348.52 
353.43 
358.34 
363.25 
368.16 

372.14 
377.38 
382.62 
387.87 
393." 

396.54 
402.12 

470.71 
413.29 
418.88 

421.74 
427.68 
433.62 
439.56 
445.47 

447.66 
453.96 
460.27 
466.57 
472.87 

474.35 
481.03 
487.61 

494.39 
501 . 10 

501.90 
508.97 
516.04 
523.11 
530.14 
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FOREST  MENSURATION. 


TABLE  FOR  MEASURING  CORD  WOOD  WITH  QAUPERa 


\ 


Length 
Peec. 


Diameter  in  Inches. 


10 


ContenU  in  Cubic  Feet  of  Stacked  Wood  (Stacked,  not  Sohd,  Cubic  Peet). 
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eet  of  Stacked  Wood  ( 
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TABLE  FOR  MEASURING  CORD  WOOD  WITH  CAUPERS— (Coii- 

Hnuedj. 


Length . 
Feet. 


6 

7 
8 

9 

lO 

II 
12 
»3 
14 
15 

16 

>7 

18 

19 
20 


Diameter  in  Inches. 

18 

10 

20 

21 

22 

23 

24 

Contents  in  Cubic  Feet  6t  Stacked  Wood  (Stacked,  not  Solid.  Cubic  Feet). 

13-5 
159 
18.0 
20.3 
22.5 

24.8 
27.0 
29-3 
31.5 
33-8 

36.0 
38.3 
40.5 
42.8 
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47.0 

51.4 

37.6 

41.7 

45.9 

50.4 

551 

40.1 

44.4 

49.0 

53.8 

58.8 

42.6 

47.2 

52.0 

57.1 

62.4 

45.1 

500 

55- 1 

60.5 

66.1 

47.3 

52.8 

58.1 

63.8 

69.8 

50.1 

55.5 

61.3 

67. r« 

73.4 

24.0 
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32.0 
36.0 
40.0 

44.0 
48.0 
52.0 
56.0 
60.0 


64. 

68. 
72. 
76 
80, 
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VOLUME  TABLES  FOR  STANDING  TREES  AND 
TABLES  OF  FORM  FACTORS. 

The  majority  of  volume  tables  made  in  this  country  have 
been  based  on  diameter  without  regard  to  height.  They  have, 
therefore,  a  purely  local  value  and  will  be  replaced  by  volume 
tables  which  take  into  consideration  the  height,  merchantable 
length,  number  of  logs,  or  tree  classes.  The  author  has  not 
included  in  the  following  pages  any  tables  based  on  diameter 
alone. 

The  tables  of  form  factors  of  European  pine,  spruce,  beech, 
and  oak  are  given  mainly  as  illustrations.  The  forester  wishing 
to  make  a  special  study  of  European  form  factors  should  consult 
the  special  books  on  these  subjects  enumerated  in  the  bibliography. 
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VOLUME  TABLE  FOR  SPRUCE,  IN  CUBIC  FEET.* 


Height  of  Tree 

in  Feet. 

Diameter. 

Breast-bigh, 
Inches. 

25 

30 

35 

40 

45 

50 

SS 

60 

65 

Merchantable  Cubic  Feet  of  Pulp-wood. 

5 
6 

7 
8 

9 
10 

I  .  I 
1.6 
2.  I 

1.2 

1.8 
2.5 

3.8 

«.3 
2.1 

3.0 
3-9 
4-9 
6.0 

7.1 

1.4 
2.4 
3.6 
4.8 

5.9 

7.2 

8.6 

10. 0 

1.5 

2.8 
4-2 

.5.6 

6.9 

8.4 

10. 1 

II. 7 

»3.4 
15   J 

1.6 
3.2 
4.8 

6.5 
8.0 
9.6 
11.6 
13.5 
»5-4 
17  3 

1.7 
3.6 
5.4 
7.3 
90 
10.9 

13.1 
15.2 

17.3 
19.5 

4.0 
6.0 
8.0 

9.9 
12.2 
14.6 
17.0 

19.4 
21.8 

6.6 

8.8 

,J  .0 

13.5 
r6.i 

II 

12 

18  8 

13 

21.5 
24  i 

*  From  Tlie  Adirondack  Spruce,  by  Gifford  Pinchot. 


VOLUME  TABLE  FOR  CHESTNUT. 

Dominant  Trbbs  about  50  Ysars  Old. 

[Based  on  99  trees  measured  in  Milford,  Pa.] 


Height  in  Feet. 

Diameter. 

Dreast-hiffh, 

40 

45 

50 

56 

60 

inches. 

Merchantable  Cubic  Feet. 

6 

3.4 

3.8 

4» 

7 

4.7 

52 

5.6 

6.0 

8 

6.1 

6.7 

7.3 

7.9 

9 

7.8 

8.5 

9-3 

10. 0 

10 

9.6 

IO-5 

II. 4 

12.3 

11 

II. 6 

12.7 

'3-9 

14.9 

*5.9 

12 

15  2 

16.5 

17.7 

19.0 

13 

.... 

17.8 

19.4 

20.9 

22.3 

14 

.... 

20.6 

22.3 

24.2 

25.9 

»5 

.... 

25.8 

27.7 

29.7 
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FOREST  MENSUfOmON. 

VOLUME  TABLES  FOR  PITCH  PINK. 

Dominant  Trbss  6o  to  8o  Ybars  Old. 

(Based  oa  75  trees  measured  in  Milford»  Pa.] 


Puel'wood. 

Diimeter. 
Breast-higb 

4$'-54'  Trees. 

Ss'-64'  Trees. 

Trees  of  all  Heights. 

inches. 

Cubic  Feet. 

9 

9.6 

9.6 

10 

II. 9 

15.7 

12.3 

II 

14.6 

17.8 

155 

12 

18.0 

20.5 

19.2 

13 

22.1 

23.9 

23.4 

«4 

27.0 

28.1 

28.3 

15 

.... 

33.4 

34.0 

16 

.... 

39.8 

40.1 

«7 

.... 

47.8 

47-3 

Lumber  and  Fuel- wood. 

Diameter. 

Breast-high 

Inches. 

One-log  Trees. 

Two-log  Trees. 

Three-lop  Trees. 

Boatd 
Feet. 

Cords. 

Boan! 
Feet. 

Cords. 

Board 
Feet. 

Cords. 

9 
10 
II 

12     . 
13 
14 
15 
16 

17 

19 
22 

27 

33 
41 
52 

•  • 

0 

045 
059 
075 
095 
120 

28 
33 
41 
51 
64 
79 
97 
117 

0.023 
.028 
.033 
.039 
.047 
.057 
.069 

43 

52 

63 

76 

93 

114 

141 

177 

0.017 
.021. 
.026 
.031 
.038 
.046 
.056 
.070 
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VOI<UME  TABLE  FOR  RED  OAK.       . 
[Based  on  130  trees  measured  at  New  Haven,  Conn.] 


Heiffht  of  Tree  in  Feet. 

Diameter. 

Breast- 

hiah. 

Ixumes. 

20 

25 

30              35              40              45 

50 

55 

Merchantable  Cord-wood  in  Cubic  Feet. 

5 
6 

7 
8 

1.23 
1.78 

1. 61 
2-31 

1. 91 
2.83 
3.79 
4.88 

2.24 
3.31 
4.40 
5.75 

2.55 
3-77 
5-08 
6.56 
8.31 

2.91 
4.22 
5.68 
7.31 
9.27 

3.12 
4.61 
6.25 

7.99 
10.13 
12.62 
15-70 

3-40 
5.04 
6.79 
8.75 
10.97 

13-64 
16.87 

9 
10 

II 

Height  of  Tree  in 

Feet. 

Diameter. 

Breast- 
high, 
Inches. 

eo 

65                70                75 

80                85 

90 

Merchantable  Cord-wood 

in  Cubic  Feet. 

5 

3-66 

6 

5.45 

5.81 

6.16 

7 

7.32 

7.81 

8.31 

8.78 

9.27 

8 

9.43 

10.07 

10.70 

II. 31 

11.93 

9 

11.76 

12.62 

13-31 

14.04 

14.75 

10 

14.63 

15-62 

16.52 

17.42 

18.30 

19.20 

II 

18.04 

19.16 

20.18 

21.17 

22.15 

23.12  , 

24.06 

12 

12.33 

23.62 

24.90 

26.04 

27.15 

28.16 

29.14 

13 

27.33 

28.85 

30.34 

31-62 

32.98 

34.21 

35.40 
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FORM  FACTORS  OF  SCOTCH  PINE  IN  NORTH  GERMANY  ♦ 
[Based  on  the  volume  of  wood  above  7  centimcten.] 


Diameter  Classes  in  Centimeters. 

Height.       5 
Meters.       ^ 

U-26      26-80      31-8ff      86-40      41-45 

46-50 

C1-S5 

56-eo 

Form  Factors. 

12 

.500 

13 

.495 

14 

.491 

.492 

15 

.487 

.488 

16 

.483 

.484 

.487 

17 

.479 

.480 

.483 

x8 

.475 

.476 

.479 

•477 

19 

•471 

.473 

.475 

•474 

20 

.468 

.470 

.472 

.47« 

•470 

.465 

21 

.465 

.467 

.469 

.467 

.466 

•463 

22 

.462 

.464 

.467 

.465 

.463 

.461 

•457 

23 

•459 

.461 

.465 

.463 

.462 

.460 

•457 

24 

.456 

.459 

.463 

.462 

.461 

■459 

■456 

•455 

25 

.453 

.457 

.461 

.461 

.460 

.459 

•456 

•455 

26 

■450 

.455 

.460 

.460 

•459 

.458 

■456 

•  455 

27 

449 

.454 

■459 

•459 

.458 

•458 

.457 

•456 

28 

448 

•454 

.458 

■459 

•458 

•458 

•457 

•457 

29 

.453 

457 

.458 

•    .458 

.458 

.458 

•457 

30 

453 

456 

457 

■458 

•458 

.458 

.458 

31 

455 

457 

•457 

•457 

■458 

■459 

32 

455 

457 

.457 

•458 

•  459 

.460 

33 

457 

.458 

■459 

.460 

.460 

34 

457 

•459 

.460 

.461 

.461 

35 

... 

■  459 

.461 

.462 

.461 

36 

... 

.460 

.461 

.462 

•46t 

*  Prom  Formxahlen  und  Massentafeln  fQr  die  Kiefer,  by  Dr.  Schwappach.  1890. 
STEM  FORM  FACTORS  OF  SPRUCE  OVER  90  YEARS  OLD.« 


Diameter. 

Diameter, 

Diameter, 

Diameter, 

Breast- 

Breast-         , 

Breast- 

Breast- 

high. 
Centime- 

Form 

Factor. 

Centime-      ' 

form 
actor. 

hi^h. 
Centmae- 

Form 
Factor. 

CeSJSSi-     P' 

^orm 
ictor. 

ters. 

ters. 

tCrt. 

ters. 

10 

.559 

34 

466 

58 

.414 

80 

370 

12 

•544 

36 

462 

60 

.410 

82 

367 

M 

.532 

38 

457 

62 

.406 

84 

365 

16 

•522 

40 

453 

64 

.401 

86 

363 

18 

■513 

42 

449 

66 

.397 

88 

361 

20 

.505 

44 

444 

68 

.393 

90 

3595 

22 

.498 

46 

440 

70 

.388 

92 

358 

24 

.492 

48 

436 

72 

.384 

94 

3565 

26 

.486 

50 

431 

74 

.380 

96 

355 

28 

.480 

52 

427 

76 

.376 

98 

354 

30 

.475 

54 

423 

78 

.373 

100 

3535 

32 

.470 

56 

419 

*  Prom  Behm's  ICassentafeln. 
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FORM  FACTORS  OF  EUROPEAN  OAK.* 
[Based  on  the  volume  of  wood  above  7  centimeters.] 


Diameter  at  Breast-height 

in  Centimeters. 

Height. 
Meters. 

10    15    20 

25 

30 

35 

40 

45 

50 

55 

Form  Factors 

6 

.285 

7 

.298 

.506 

8 

.316 

.500 

•553 

9 

•338 

•495 

.538 

•548 

10 

.361 

.491 

.429 

.542 

•555 

II 

.378 

.488 

.524 

•538 

•550 
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.' .  .  .  . 
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.527 
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27. 
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•535 

28 
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.508 

•516 
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•525 

•529 

•534 

29 

•494 
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•514 

.520 

•523 

.528 

■532 
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•491 

•504 

.512 
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•531 
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.488 
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■516 

.521 

37 

.497 

.503 

.508 

•514 

•519 

38 

•495 

.500 

.505 

•511 

•516 

39 

.493 

.498 

•503 

.509 

.514 

40 

.490 

.496 

.501 

.507 

•512 

♦1 
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len  und 
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afeln  fUr 

die  Eict 
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•.  Schwai 
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4ia  FOREST  MEmURATION. 

FORM  FACTORS  OF  EUROPEAN  OAK— (C<m/tfiti«l)- 


Diameter  at  Breast-height  in  Centimeters. 

Height, 
Meters. 

60 

65 

70 

75     80 

85 

90 

05 

100 

Form  Factors. 

14 

.575 

15 

.570 

.575 

16 

.566 

.571 

.570 

17 

.563 

.567 

.571 

.576 

18 

.560 

.564 

.568 

.572 

.580 

19 

.557 

.561 

.565 

.569 

.576 

.585 

20 

.554 

.558 

.562 

.566 

•  57« 

.576 

21 
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.555 

.559 

.563 

.567 

.572 

.577 

22 

.548 

.551 

•556 

.560 

.564 

.569 

.574 

.586 

23 
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.549 

■554 

.558 

.562 

.567 

.572 
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.595 

24 

•542 

.547 

.552 
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.565 

.570 
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.591 

25 

.541 
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.577 

.587 
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.549 
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.574 

.582 
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.543 
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•560 

.566 

.571 

.578 
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.554 
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.556 

36 

.526 

.530 

•533 

•538 

•541 

.544 

.547 

.550 

.553 

37 

.524 
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38 
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.541 

.544 
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.524 
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•530 

■531 

.532 

.534 

.536 

.538 

40 

.517 

.522 

.526 

.529 

.530 

•531 

.533 

.535 

.537 
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FORM  FACTORS  OF  EUROPEAN  TREES. 
[Based  on  heights.] 


Spruce 

Scotch  Pine 

Silver  Fir 

Beech 

H««ht. 

(after  Baur). 

(after  Schubcrg). 

(after  Kun«e). 

, 

Meten. 

Tree 

Merch. 

Tree 

Merch. 

Tree 

Merch. 

Tree 
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Form 

Form 

Form 

Form 

Form 

Form 

Factor. 

Factor.* 

Factor. 

Factor.* 

Factor. 

Factor.* 

Factor. 

Factor.* 

5 

.97 

... 

.93 

.07 

.97 

... 

.84 

6 

.89 

.10 

.84 

.14 

.89 

.80 

7 

.85 
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.53 

•  57 

49 

22 

.60 

.51 

.52 

.46 

.61 
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TABLES  OF  GROWTH  AND  YIELD. 

The  U.  S.  Forest  Service  has  made  extensive  local  studies  of 
growth  of  a  large  number  of  different  species,  but  the  material 
has  for  the  most  part  not  yet  been  published  and  is,  therefore, 
not  available  for  this  work.  The  author  has,  in  consequence,  not 
attempted  to  give  an  exhaustive  list  of  tables  of  growth.  A 
few  tables  have,  however,  been  given  which  are  likely  to  prove  of 
general  use. 

The  investigations  in  the  study  of  yield  have  not  yet  pro- 
gressed far  enough  to  justify  the  publication  of  a  series  of  yield 
tables.  A  number  of  local  yield  tables  for  many-aged  forests 
have  been  published,  but  the  majority  cannot  be  used,  except  in 
the  localities  where  they  were  made.  The  yield  tables  for  spruce 
shown  on  pages  422  and  424  are  included  for  the  purpose  of 
illustration.  In  the  absence  of  general  yield  tables  for  spruce 
they  may  serve  a  useful  purpose.  They  have  been  constructed 
to  show  the  future  yield,  after  cutting  to  diameter  limits  of 
10,  12,  and  14  inches,  of  stands  having  an  original  yield,  for 
trees  10  inches  and  over  in  diameter,  of  1000,  2000,  3000  board 
feet,  etc.  They  were  prepared  for  use  on  a  tract  of  40,000  acres 
at  Nehasane,  Herkimer  Co.,  N.  Y. 

The  author  has  translated  portions  of  the  German  yield  tables 
of  Scotch  pine,  spruce,  and  beech.  These  tables  wiU  be  useful 
as  a  standard  of  comparison  when  similar  tables  are  constructed 
in  this  country.  The  tables  on  page  435  were  used  in  translating 
from  the  metric  to  the  English  units. 

416 


Digitized  by 


Google 


Tj4BLBS  of  GROtyTH  AND  YIELD. 


417 


NORMAL  YIELD  TABLE  FOR  SPRUCE.* 

JJUAUTY  I. 


Age. 

Number 
of  Trees 
per  Acre. 

Basal 
Area. 
Sq.Ft. 

Average 

Height. 

Feet. 

Diameter 

of  Average 

Tree, 

Inches. 

Yield  per 
Acre, 
CtuFt. 

Yield  per       «,,„. 

Acre  of         ^°^ 

Thinnings,     p^^ 

Cu.  Fu        ^*^*^- 

10 

.... 

37.2 

7.5 

•  ■  • 

.  •  • 

20 

2940 

97.3 

20.0 

2.6 

700 

360 

30 

1780 

168.5 

35-1 

4.2 

2915 

57 

490 

40 

1120 

205.6 

51.5 

5.8 

5545 

214 

519 

50 

716 

226.8 

65.3 

7.6 

7746 

386 

519 

60 

500 

242.0 

76.4 

9.4 

9546 

457 

5X1 

70 

380 

252.3 

85.3 

II. 0 

11018 

457 

505 

80 

308 

260.9 

92.8 

12.4 

15.247 

414 

500 

90 

256 

269.1 

99.0 

13.9 

13205 

357 

495 

100 

220 

276.5 

J04-3 

15.2 

14248 

314 

490 

no 

200 

283.0 

108.6 

16. 1 

15120 

271 

488 

120 

189 

288.6 

HI  .9 

16.7 

15892 

243 

487 

*  From  Wachstum  tmd  Ertrag   normaler  Fichtenbestande,  by  Adam  Schwappach, 
Berlin,  1890. 


NORMAL  YIELD  TABLE  FOR  SPRUCE. 

QUAUTY  III. 


Age, 
Yeare. 

Number 
of  Trees 
per  Acre. 

Basal 
Area, 
Sq.Ft. 

Average 

Height. 

Feet. 

Diameter 

of  Average 

Tree, 

Inches. 

Yield  per 

Acre, 

Cu.Ft. 

Yield  per 

Acre  of 

Thinnings 

Cu.  Ft. 

Forest 
Form 
Factor. 

10 

.... 

3-6 

20 

.... 

61.3 

10.2 

.... 

.... 

.... 

30 

3300 

102.3 

19.4 

2.4 

672 

.... 

.331 

40 

1924 

140.8 

30.2 

3.7 

2115 

29 

.495 

50 

1216 

162.4 

42.0 

4-9 

3673 

129 

.534 

60 

840 

178.9 

52.2 

6.2 

5059 

229 

.539 

70 

628 

189.2 

61 .0 

7-4 

6274 

243 

.539 

80 

500 

200.0 

68.9 

8.5 

7317 

229 

.534 

90 

424 

209.5 

73.6 

9.5 

8217 

200 

.528 

100 

380 

217.7 

78.4 

10.2 

8960 

186 

.522 

1 10 

346 

224.2 

82.0 

10.9 

9632 

171 

.520 

120 

320 

229.8 

84.6 

II. 8 

10232 

143 

.520 

Digitized  by 


Google 


4ii 


FOREST  MBhtSUMTlON. 


NORMAL  YIELD  TABLE  FOR  SPRUCE. 
Quality  V. 


y^. 

of  Trees 
per  Acre. 

Basal 

Average 

Height. 

Feet. 

Diameter 

of  Average 

Tlree, 

Inches. 

Yield  per 
Acxe, 
Cu.  Ft. 

Yield  per 
Acre  of 

Cu.  Ft. 

Forest 

Porm 

Factor- 

lO 

1.3 

20 

.... 

380 

4-2 

30 

.... 

60.5 

8.9 

.... 

.... 

.  . 

40 

3920 

86.4 

151 

2.0 

343 

.261 

50 

2128 

107. 1 

22.0 

30 

957 

.403 

60 

1356 

121. 8 

29.5 

4.1 

1872 

43 

.516 

70 

988 

133. 1 

37-1 

5.0 

2758 

86 

■555 

80 

800 

142.6 

43.0 

5-7 

3530 

86 

.567 

90 

696 

150.8 

47.5 

6.3 

4144 

71 

.573 

100 

640 

157.2 

50.8 

6.7 

4630 

71 

.574 

NORMAL  YIELD  TABLE  FOR  BEECH.* 
Quality  I. 


Age. 
Years. 

Number 
of  Trees 
per  Acre. 

Basal 
Area. 
Sq.  Ft. 

Average 

Height. 

Feet. 

Diameter 

of  Average 

Tree. 

Inches. 

Yield  per 

Acre, 

Cu.  Ft. 

Yield  per 

Acre  of 

Thinnings, 

Cu.  Ft. 

Forest 
Form 
Factor. 

20 

2524 

39- 1 

18.0 

1.7 

30 

1526 

73.4 

31.5 

3 

0 

686 

.... 

.29 

40 

934 

104 -5 

44.6 

4 

5 

1943 

129 

.41 

50 

598 

129.6 

56.1 

6 

3 

3330 

229 

.45 

60 

423 

146.9 

66.9 

7 

9 

4602 

286 

.46 

70 

327 

1590 

76.4 

9 

4 

5802 

314 

.47 

80 

269 

168.5 

84.6 

10 

7 

6903 

314 

.48 

90 

228 

175-8 

91.5 

II 

9 

7905 

314 

.49 

100 

196 

182.3 

97.1 

13 

0 

8860 

286 

.50 

no 

^74 

187.5 

102 

14 

0 

9732 

271 

-50 

120 

157 

192.2 

106 

15.0 

10518 

257 

.51 

*  From  Wachstum  und  Ertrag  normaler  Rothbuchenbest&nde,  by  Adam  Schwappach. 
Berlin,  1893. 
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NORMAL  YIELD  TABLE  FOR  BEECH. 

QUAI.ITY  III. 


Age. 
YeaiB. 

Number 
of  Trees 
per  Acre. 

Basal 
Area. 
Sq.  Ft. 

Average 

Height, 

Feet. 

Diameter 

of  Average 

Tree. 

Inches. 

Yield  per 

Acre, 

Cu.  Ft. 

Yield  per 

Acre  of 

Thinnings, 

Cu.  Ft. 

Forest 

Form 

Factor. 

30 

2044 

52.7 

23.0 

2.1 

86 

40 

1372 

79-9 

33.5 

3-3 

943 

■35 

50 

960 

103.7 

430 

4.4 

2001 

86 

•45 

60 

724 

1 20 . 1 

51.8 

5.5 

2915 

143 

.46 

70 

572 

130.0 

59-7 

6.4 

3716 

171 

•47 

80 

460 

136. 1 

66.9 

7.3 

4430 

186 

.48 

90 

380 

140.0 

73-2 

8.2 

5045 

200 

.49 

100 

320 

143  0 

78.7 

9.0 

5573 

200 

.49 

IIO 

275 

145-6 

83.3 

9.8 

6045 

200 

•49 

120 

239 

148.2 

86.9 

10.6 

6459 

200 

.50 

NORMAL  YIELD  TABLE  FOR  BEECH. 
Quality  V. 


Age. 
Years. 

Number 
of  Trees 
per  Acre. 

Basal 
Area. 
Sq.  Ft. 

Average 

Height, 

Feet. 

Diameter 

of  Average 

Tree, 

Inches. 

Yield  per 

Acre, 

Cu.  Ft. 

Yield  per 
Acre  of 

Thinnings, 
Cu.  Ft. 

Forest 
Form 
Factor. 

40 

1976 

56.2 

20.3 

2.3 

400 

•35 

50 

1496 

791 

27.9 

3.1 

929 

42 

60 

I192 

97  2 

34.1 

3.8 

1529 

46 

70 

984 

107.6 

39-4 

4^4 

2044 

48 

So 

824 

113. 6 

43.6 

5.0 

2415 

43 

48 

90 

696 

116. 3 

47.2 

5.1 

2672 

71 

48 

100 

600 

117. 1 

49-9 

6.0 

2858 

71 

48 

IIO 

524 

116. 2 

52.2 

6.4 

2987 

86 

49 

120 

464 

115. 3 

54.1 

6.7 

3073 

86 

•49 

Digitized  by 


Google 


420 


FOREST  MENSURATION. 


NORMAL  YIELD  TABLE  FOR  SCOTCH  PINE.* 
Quality  I. 


Years. 

Number 
of  Trees 
per  Acre. 

Basal 
Area, 
Sq.Ft. 

Averape 

Height. 

Feet. 

Diameter 

of  Average 

Tree, 

Inches. 

Yield  per 

Acre, 

Cu.Ft. 

Yield  per 

Acre  of 

Thinnings, 

Cu.  Ft. 

Foi*.;. 

Form 
Factor. 

lO 

.... 

.... 

12.1 

20 

1696 

107. 1 

29.2 

3.4 

957 

.304 

30 

1076 

141.7 

43-6 

4.9 

2244 

»7i 

.361 

40 

696 

162.0 

55.4 

6.5 

3573 

214 

.394 

50 

464 

175-4 

65.0 

8.2 

4602 

271 

.400 

60 

328 

184.9 

73.2 

10.1 

5459 

286 

.401 

70 

256 

191.4 

80.0 

11.7 

6202 

271 

.401 

80 

218 

196.6 

859 

12.8 

6831 

229 

.401 

90 

196 

200.9 

91.4 

13.7 

7346 

196 

.398 

100 

179 

205.2 

95-8 

14.4 

7760 

157 

.391 

no 

166 

208.7 

99-7 

15.2 

8117 

143 

.387 

120 

154 

212.1 

103 

159 

8446 

'43 

.383 

*  From  Wachstum  und  Ertrag  normaler  Kiefembestando,  by  Adam  Scbwappach 
Berlin,  18S9. 


NORMAL  YIELD  TABLE  FOR  SCOTCH  PINE 
Quality  III. 


Age. 
Years. 

Number 
of  Trees 
per  Acre. 

Basal 
Area. 
Sq.Ft. 

Average 

Height. 

Feet. 

Diameter 

)f  Average 

Tree, 

Inches. 

Yield  per 
Acre, 
Cu.Ft. 

Yield  per 

Acre  of 

Thinnings. 

Cu.  Ft. 

10 

.... 

.... 

6.6 

20 

2600 

60.9 

17.4 

2.2 

329 

.3»2 

30 

1784 

lOI.l 

30.2 

3.2 

1200 

100 

.388 

40 

1228 

123.6 

39-4 

4.3 

2086 

»43 

.425 

50 

848 

135.6 

46.3 

5.4 

2829 

200 

.448 

60 

596 

H3.4 

52.2 

6.6 

3458 

229 

.459 

70 

440 

149.0 

57.4 

7.9 

3973 

214 

.459 

80 

348 

153.8 

62.7 

9.0 

4387 

186 

.452 

90 

292 

157. 7 

67.3 

9-9 

4745 

M3 

.443 

100 

255 

160.7 

71.8 

10.8 

5045 

129 

.433 

no 

228 

162.9 

75.8 

"5 

5288 

100 

.425 

120 

205 

164.2 

79.1 

12.1 

5488 

86 

.417 

Digitized  by 
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NORMAL  YIELD  TABLE  FOR  SCOTCH  PINE. 
Quality  V. 


Age 
Yeara. 

Number 
of  Trees 
p&[  AcTte. 

Basal 
Area, 
Sq.  Ft. 

Average 

Height. 

Feet. 

Diameter 

ot  Average 

Tree. 

Inches. 

Yield  per 

Acre, 

Cu.  Ft. 

Yield  per 

Acre  of 

Thinnings, 

Cu.  Ft. 

Forest 
Form 
Factor. 

lO 



2.3 

20 

.... 

6.6 

30 

3200 

57.9 

14.8 

1.9 

186 

.... 

.225 

40 

2256 

81.2 

21 .0 

2.6 

586 

57 

.349 

50 

1588 

93-3 

259 

3.3 

1058 

86 

.455 

60 

II52 

100.2 

30.2 

4.0 

1429 

86 

.485 

70 

828 

104. 1 

34.1 

4.8 

1743 

86 

.492 

80 

640 

106.3 

38.0 

5-5 

1986 

71 

.486 

90 

520 

107.6 

41.3 

6.1 

2158 

57 

.479 

ICX) 

428 

108.4 

44.3 

6.8 

2287 

57 

.472 

YIELD  OF  FULLY  STOCKED  STANDS  OF  SECOND-GROWTH 

WHITE  PINE.* 


Age  of  SUnd 

Average  Height. 
Feet. 

Total  Trees 

Merchantable 

Yield  per 

Ycare. 

per  Acre. 

Trees  per  Acre. 

Acre,  Cords. 

10 

5 

2220 

15 

9 

1700 

20 

14 

1600 

25 

22 

1310 

400 

II 

30 

32 

1090 

510 

21 

35 

45 

885 

620 

30 

40 

54 

690 

540 

38 

45 

62 

510 

460 

45 

50 

68 

400 

380 

53 

55 

72 

300 

300 

65 

60 

76 

260 

260 

80 

♦  From  The  Natural  Replacement  of  White  Pine  on  Old  Fields  in  New  England    by 
S.  N.  Spring.  Bull.  No.  63,  U.  S.  Forest  Service.  1905. 
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Google 
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DIAMETER  OF  LOBLOLLY  PINE  IN  DIFFERENT  TYPES.* 


On  Old 

Fields. 

In  Pure 

In  Pure 
Stands  on 
Fairly  Well- 
drained, 

Mixed  with  Hardwoods. 

Age. 

Groups  on 
the  Wet 
Prairie. 

On  Well- 

On  Pooriy 

Light  Soil. 

drained.  Fer- 

Drained  Soil 

tUe  Soil. 

(thicket). 

Years. 

Inches. 

Inches. 

Inches. 

Inches. 

Inches. 

5 

1-9 

1.5 

0.2 

0.2 

0.2 

lO 

4.3 

3 

7 

2.2 

2.1 

0.9 

15 

6.1 

5 

5 

4.8 

4.0 

1.6 

20 

7.6 

6 

7 

7.6 

6.1 

2.2 

25 

8.5 

7 

7 

10.4 

7.9 

3.0 

30 

9.3 

8 

8 

12.8 

9.5 

3.8 

35 

9-9 

9 

9 

15.0 

X0.9 

4.7 

40 

. 

16.9 

12.4 

5.6 

50 

. 

. 

20.0 

15.0 

7.8 

60 

. 

. 

22.3 

17.2 

9.8 

70 

• 

24.0 

19.3 

II. 9 

*  From  The  Loblolly  Pine  in  Eastern  Texas,  by  R.  Zon,  Bull.  No.  64,  U.  S.  Forest  Ser 
vice,  190s* 


HEIGHT  OF  LOBLOLLY  PINE  IN  DIFFERENT  SITUATIONS.* 


On  Old 
Fields. 

In  Pure 

Groups  on 

the  Wet 

Prairie. 

In  Pure 
Stands  on 

Fairiy  Well- 
drained. 

Light  Soi». 

Mixed  with  Hardwoods. 

Age. 

On  Well- 
drained.  Fer- 
tile Soil. 

On  Poorly 

Drained  Soil 

(thicket). 

Years. 

5 

10 

15 
20 

25 
30 
35 
40 

45 
50 
60 
70 

Feet. 
18 

34 
50 
62 
69 
74 
78 
82 

Feet. 
II 
29 
45 
57 
67 
73 
79 
84 
89 
95 

Feet. 

6 

21 

■35 
45 
53 
60 

67 

73 
78 
83 
88 

91 

Feet. 

7 
23 
34 
45 
55 
65 
75 
85 
95 
105 

Feet. 

5 

13 

21 

28 

34 
39 
44 
49 
53 
57 
64 
72 

•  From  The  Loblolly  Pin©  in  Eastern  Texas,  by  R.  Zon,  Btill.  No.  64,  U.  S.  Forest  Ser- 
»  1905. 
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FOREST  MENSURATION. 


COMPARATIVE  RATE  OF  GROWTH  IN  HEIGHT  AND  DIAMETER 
OF  CHESTNUT  FROM  THE  SEED  AND  COPPICE.* 

[From  the  measurement  of  1245  trees  in  Maryland.] 


Years. 

Height. 

Growth  each 
Ten  Years. 

Annual  Growth  each 
Ten  Vears. 

Trees  from 
Seed, 
Feet. 

Coppice, 

Trees  from 
Seed. 
Feet. 

Coppice. 
Feet. 

Trees  from 
Seed. 
Feet. 

^"9^ 

ID 
20 

30 
40 

50 
60 
70 
80 

.  90 
100 
1 10 
120 

7 

17 
33 
52 
64 

73 
80 

84 
88 
91 
93 
95 

23 
42 
57 
69 
77 
83 
87 
90 

92 
93 
94 
95 

7 
10 
16 

19 
12 

9 

7 

4 
4 
3 

2 
2 

23 
19 
15 

12 

8 
6 

4 
3 

2 
I 
I 
I 

0.7 
I.O 

1.6 

1.9 

1.2 

.9 
.7 
•4 
.4 
.3 
.2 
.2 

2.3 

1-9 
1.5 
1.2 
.8 
.6 
•4 
•3 
.2 
.1 
.1 
.1 

Age. 
Years. 

Diameter, 
Breast-high. 

Growth  each 
Ten  Years. 

Annual  Growth  each 
Ten  Yean. 

Trees  from 

Seed, 

Inches. 

?n?rS' 

Seed. 
Inches. 

Coppice, 
Inches. 

Trees  from 
Seed. 
Inches. 

?n^; 

10 
20 

30 
40 

50 

60 

70 

80 

90 

100 

no 

120 

0.8 

3-4 
6.0 

8.7 
II. 2 

13-4 
15.4 
17.2 
18.8 
20.1 
21.0 
21 .6 

3.8 
6.8 

9-3 
II. 4 

13-4 
15.1 
16.7 
18.0 
19.2 
19.8 
20.4 
20.8 

0.8 
2.6 
2.6 

2.7 
2.5 

2.2 
2.0 

1.8 

1.6 

1-3 

•9 

.6 

3.8 
30 
2.5 

2.1 
2.0 
1.7 

1.6 

1.3 

1.2 

.6 

.6 

.4 

0.1 
.3 
.3 
.3 
.3 

.2 
.2 
.2 
.2 
.1 
.1 
.1 

0.4* 
.3 

•3 

.2 

.2 
.2 
.2 

*  From  Chestnut  in  Southern  Maryland,  by  R.  Zon.  Bull.  No.  53.  U.  S.  Forest   Ser- 
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RATE  OF  GROWTH  OF  CHESTNUT. 

[From  the  measurement  of  68  trees  in  Connecticut.] 

A.  Dominant  Trees  in  the  Forest. 


Age. 
Yeare. 

Diameter 

on  Stump 

Inside 

Bark 

Inches. 

Diameter 

Breast-high. 

Outside 

Bark. 

Inches. 

Diameter 

at  10  Ft. 

above 

Stump. 

Diameter 

at  20  Ft. 

above 

Stump 

Diameter 

at  30  Ft. 

above 

Stump, 

Diameter 

at  35  Ft. 

above 

Stump. 

Inside 
Bark. 

inside 
Bark. 

Inside 
Bark. 

Inside 
Bark. 

Inches. 

Inches. 

Inches. 

Inches. 

10 

2.1 

2.1 

1-35 

0.3 

20 

5-4 

51 

4.3 

3.4 

0.9 

30 

8.7 

7.8 

6.9 

6.1 

3.7 

2.9 

40 

11-45 

9.7 

8.9 

8.0 

5.8 

5.0 

50 

13-7 

II. 3 

10.6 

9.5 

7-25 

6.5 

60 

12.5 

II. 9 

10.7 

8.55 

7.6 

B.  Trees  in  the 

Open 

10 

30 

3.0 

2.2 

20 

7.8 

7-4 

5-9 

4-5 

2.5 

30 

13.2 

11.5 

9.8 

8.0 

6.0 

40 

18.5 

15-3 

13-2 

11 .0 

7.9 

50 

234 

18.5 

15  9 

13-4 

II. 2 

RATE  OF  GROWTH  OF  RED  CEDAR. 

[Based  on  the  measurement  of  23  trees  near  New  Haven,  Conn./ 

A.  Trees  in  the  Open. 


A«e. 
Years. 

!  Diameter,  Inside 

Bark  on  Stump. 

Inches. 

Diameter    Inside 

Bark  at  6  Ft. 

above  Stump. 

Inches. 

Diameter.  Inside 

Bark  at  i  ?  Ft. 

above  Stump, 

Inches. 

Diameter,  Inside 

Bark  at  18  Ft. 

above  Stump, 

Inches. 

30 
40 
50 

5-5 
6.8 

7.8 

4.0 
5.1 
5.9 

2.3 
3.5 
4.5 

1.6 
2.6 
1.6 

B.  Trees  Crowded,  but  not  Overtopped. 


30 

4.8 

40 

5.9 

50 

6.8 

60 

7.4 

3-7 

2.3 

1-3 

5.0 

3-3 

2. 1 

6.0 

4.1 

2.6 

6.6 

4.6 

2.8 

C.  Trees  Free  in  Youth,  but  Later  on  Overtopped. 


40 

4.4 

3.7 

2.7 

1.4 

50 

51 

4.5 

3-4 

2.2 

60 

5-5 

4.8 

3.7 

3.0 
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FOREST  MENSURATION. 


RED  OAK. 
Maximum  Growth  of  Trbbs  in  a  Sprout  Stand. 
[Based  on  the  measurement  of  53  trees  near  New  Haven,  Conn.] 


Y^,?.. 

Diameter  Breast- 
hiRh.  Outside 
Bark,  Inches. 

Height. 
Feet. 

20 
30 
40 
50 
60 
70 

3.5 
5.4 
7.3 
8.8 
10.4 
II. 2 

36 
47 
57 
65 
70 

PITCH  PINE  IN  PIKE  COUNTY,  PENNSYLVANIA, 
Ratb  of  Growth  in  Diambtsr. 


Diameter  Inside  the  Bark. 

Diameter 
Breast - 

^A«e. 

Years. 

Inches. 

I' High 

1 1' High. 

ai'  High. 

31'  High 

41'  High. 

si'  High. 

Inches. 

Inches. 

Inches. 

Inches. 

Inches. 

Inches. 

10 

2.7 

2.1 

20 

4.6 

4.0 

0.6 

30 

6.4 

5.8 

2.7 

0.8 

40 

8.0 

7-4 

4.6 

2.7 

0.2 

50 

9.4 

8.8 

6.2 

4.3 

2.0 

60 

10.5 

9  9 

7.4 

5.6 

3.6 

0.7 

70 

II  .2 

10.6 

8.4 

6.7 

4.9 

2.5 

80 

II. 6 

II  .0 

9.1 

7.7 

6.0 

3.7 

0.6 

90 

II. 9 

11.3 

9.6 

8.3 

6.8 

4.8 

2.0 

100 

12. 1 

"5 

10. 0 

9.2 

7.4 

5.7 

3-2 

Ratb  of  Growth  in  Volumb. 


Fuel-wood. 

Lumber. 

Arc. 
Years. 

Whole  Trees. 

One-log 

Trees. 

Board  Feet. 

Two-log 

Trees 

Board  Feet. 

Three-log 
Trees, 

Board  Feet. 

Cubic  Feet. 

Cords. 

40 

6.5 

0.073 

50 

10.6 

.119 

20.0 

29.7 

60 

134 

.161 

24.3 

36.9 

47.2 

70 

16.3 

.182 

28.0 

42.9 

53.8 

80 

17.7 

.198 

30.5 

47.1 

58.4 

90 

18.8 

.210 

32.3 

50.3 

61.9 

100 

19.6 

.219 

33.8 

52.6 

64.4 
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MISCELLANEOUS  TABLES. 

There  are  included  under  this  head  tables  to  which  a  forester 
has  frequently  occasion  to  refer  and  which  often  are  not  easily 
accessible. 

The  forester  has  constant  use  for  the  table  of  basal  areas 
in  determining  the  cubic  contents  of  logs  and  trees,  and  in  using 
accurate  methods  to  determine  the  cubic  contents  of  stands. 

The  tables  for  converting  the  metric  into  the  English  measure 
will  be  found  useful  in  comparing  the  volume  and  the  growth  and 
yield  of  European  trees  with  our  own. 

The  table  of  natural  tangents  is  included  to  assist  in  using 
height  measures  which  show  angles  in  degrees. 
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fOREST  MENSURATION. 


AREAS  OF  CIRCLES. 


, 

*: 

•** 

*» 

** 

% 

t 

t 

1 

S 

S 

(£4 

m 

fa 

fa 

fa 

fa 

itn 

e 

i^'  . 

11*  . 

u 

Ss 

s 

i^ 

£ 

$ 

# 

§  c 

A 

30 

il 

|i 

ll 

p 

il 

< 

I.O 

.006 

2.0 

.022 

.049 

4.0 

.087 

50 

.136 

6.0 

.^6 

.1 

.007 

.  I 

.024 

.  I 

•052 

.  I 

.092 

.  I 

.142 

.  I 

.203 

.2 

.008 

.2 

.026 

.2 

.056 

.2 

.096 

.2 

•  147 

.2 

.210 

3 

.009 

•3 

.0^9 

•3 

•059 

.3 

.101 

.3 

■  153 

.3 

.216 

•4 

.011 

•4 

.031 

•4 

.063 

.4 

.106 

-4 

159 

•  4 

.223 

1.5 

.012 

2.5 

.034 

3-5 

.067 

4.5 

.111 

5.5 

.165 

65 

.230 

.6 

OH 

.6 

.037 

.6 

.071 

.6 

.115 

.6 

.171 

.6 

.238 

.7 

.016 

•7 

.040 

.7 

.075 

•  7 

.  121 

.7 

-177 

•7 

.245 

.8 

.018 

.8 

.043 

.8 

079 

.8 

.126 

.8 

.184 

.8 

.252 

9 

.020 

■9 

.046 

9 

.083 

.9 

.131 

•9 

.190 

-9 

.260 

7.0 

.267 

8.0 

.349 

9.0 

.442. 

10. 0 

•545 

no 

.660 

12.0 

785 

.1 

.275 

.  I 

•35« 

.  I 

•452 

.  I 

•556 

.  I 

.672 

.  I 

799 

.2 

.283 

.2 

.367 

.2 

.4(12 

.2 

.568 

.2 

.684 

.  2 

.812 

.3 

.291 

■3 

.376 

•3 

•472 

■  3 

■579 

.  3 

.697 

.3 

.825 

•4 

.299 

•4 

.385 

4 

.482 

•4 

•590 

•4 

.709 

-4 

.839 

7.5 

.307 

3.5 

■394 

9  5 

.492 

10.5 

.601 

11.5 

.721 

12.5 

.852 

.6 

•3«5 

.6 

.403 

.6 

503 

.6 

.613 

.6 

•734 

.6 

.866 

>! 

•323 

•7 

■4^3 

•7 

■513 

.7 

.625 

•7 

•747 

.  7 

.880 

.8 

.332 

.8 

.422 

.8 

•524 

.8 

.636 

.8 

.760 

.8 

.894 

.9 

•340 

9 

.432 

9 
15.0 

.535 

.9 

.648 

.9 

-772 

.9 

.908 

13.0 

.922 

14.0 

1.069 

1.227 

16.0 

1 .  396 

17  0 

1.576 

18.0 

1.767 

.  I 

936 

.  1 

1.084 

.  I 

1.244 

.  I 

1.414 

.  r 

'•595 

.1 

1.787 

.2 

-950 

.2 

1 .  100 

.  2 

1.260 

.2 

1. 431 

.2 

1. 614 

.2 

1.807 

•3 

.965 

•3 

1. 115 

•3 

1.277 

.3 

1.449 

.3 

1.632 

.3 

1.827 

.4 

979 

•  4 

1.131 

.4 

1.294 

.4 

1.467 

.4 

1.651 

.4 

1.847 

13.5 

•994 

»4-5 

1.147 

'55 

T.310 

T6.5 

I   485 

J7.5 

1.670 

18.5 

1.867 

.6 

1.009 

.6 

f.163 

.6 

1.327 

.6 

I  •  503 

.6 

1.689 

.6 

1.887 

•  7 

1 .024 

•  / 

1. 179 

•7 

T .  344 

.7 

1. 521 

.7 

1.709 

•  7 

r.907 

.8 

1.039 

.8 

1.195 

.8 

1.362 

.8 

» .  539 

.8 

1.728 

.? 

1.928 

.9 

1.054 

•9 

I. 211 

.9 

1-379 

.9 

1.558 

9 

1.748 

.9 

1.948 
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II 


19.0 
.1 

.2 
.3 

•  4 

19  : 

.6 

.7 

.8 

.9 


I 


1.969 
1.990 
2.011 
2.032 
2.05- 

2.074 
2.095 
2.  X17 
2.138 
2.16O 


II 


20 


IS 


2.182 
2.204 
2.226 
2.248 
2.270 

2.292 

2.315 
2.337 
2.360 

2.383 


21.0 
.1 

.2 
.3 
.4 

21.5 
6 

7 
8 

9 


I 


U 


2.405 
2.428 

2.451 
2.475 
2.498 

2.521 

2.545 
2.568 
2.592 
2.616 


22.0 
I 

2 
3 
4 

22.5 
.6 

.7 
.8 

.9 


I 
,1 


2.64c 
2.664 
2.688 
2.712 
2.737 

2.761 
2.786 
2.810 

2.835 
2.860 


23.0 

I 

2 

3 


23 


I 
§ 

-  3 


2.885 
2.910 
2.936 
2.961 
2.986 

3.012 
3  038 
3.064 
30.89 
3"5 


24.0 
.  I 
.2 
■  3 
.4 

245 
.6 

•7 

.8 

.9 


£ 


F 


3.142 
3.168 

3.194 
3.221 

3  247 

3.275 
3.301 
3  328 
3.355 
3-382- 


30.0 
35.0 
40.0 
45.0 
50.0 

550 
60.0 


3.409 
3.436 
3.464 
3.491 
3.519 

3.547 
3-574 
3.602 

3.631 
3.659 


4.909 
6.681 

8.727 
11.045 

13.635 

16.499 
19.635 


26.0 
.1 
.2 
.3 
.4 

26.5 
.6 

.7 
.8 

.9 


3«.o 
36.0 
41.0 
46.0 
5»  o 

56.0 


3.687 
3  715 
3-744 
3.773 
3.801 

3.830 
3.860 

3.888 
3917 
3t947 


5.241 
7.069 
9.168 

11.541 
14.186 

17.104 


27.0 
1 

2 
3 
4 


27 


32.0 
37.0 
42.0 
47.0 
52.0 

57.0 


s 


3.976 

4.006 

4.035 
4.065 
4095 

4.125 

4.155 
4.185 
4215 
4.246 


5.585 
7.467 

9.621 
12.048 

14.748 

17.721 


28.0 
.  I 

.2 

■3 
.4 

28.5 
,6 

.7 
.8 

.9 


33  o 
38.0 
430 
48.0 
53.0 

58.0 


I 


U 


276 
307 
337 
368 

399 

430 
461 

493 
524 
555 


5.940 

7.876 

10.085 

12.566 

15.321 

18.348 


29.0 
.  I 
.2 
.3 
•4 

29.5 
.6 

.7 
.8 

.9 


34  o 
39.0 
44.0 
49.0 
54.0 

59  o 


I 


|j 


587 
619 
650 
682 
714 

746 
779 
811 

844 
876 


6.305 
8.296 
10.559 
13  095 
15.904 

18.986 
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FORBST  MENSURATION. 


AREAS  OF  CIRCLES.* 

[Metric  System.] 

1 

1 

e 

s 

4) 

s 

1 

. 

1^ 

1 

3    . 

St 

1 

lOO 

0.78540 

135 

t -43139 

170 

2 . 26980 

205 

3  30064 

lOI 

0.80118 

136 

1.45267 

171 

2 . 29658 

206 

3  33292 

I02 

0.81713 

137 

1.47411 

172 

2.32352 

207 

3  36535 

103 

0.83323 

138 

I. 49571 

173 

2.35062 

208 

3.39795 

104 

0.84949 

139 

I. 51747 

174 

2.37787 

209 

3  43070 

105 

0.86590 

140 

1- 53938 

175 

2.40528 

210 

3  46361 

106 

0.88247 

141 

1    56145 

170 

2.43285 

211 

3.49667 

107 

0.89920 

142 

1.58368 

177 

2.46057 

212 

3  52989 

108 

0.91609 

143 

1.60606 

178 

2 . 48846 

213 

3- 56327 

109 

0.93313 

144 

1.62860 

179 

2.51649 

214 

3.59681 

110 

0.95033 

J45 

1.63133 

180 

2.54469 

215 

3  63050 

III 

0.96769 

146 

1.67415 

181 

2.57304 

216 

3.66435 

112 

0.98520 

147 

1.69717 

182 

2.60155 

217 

3.69836 

113 

1.00287 

148 

1.72034 

183 

2.63022 

218 

373253 

114 

1.02070 

149 

I . 74366 

184 

2.65904 

219 

3-76685 

"5 

1.03869 

150 

1.76715 

185 

2.68803 

220 

3.80133 

ii6 

1.05683 

J5I 

1.79079 

186 

2.71716 

221 

3-83596 

117 

107513 

152 

I. 81458 

187 

2 . 74646 

222 

3.87076 

118 

I  09359 

153 

1.83854 

188 

2.77591 

223 

3.90571 

119 

1.11220 

154 

1 . 86265 

189 

2.80552 

224 

3.94081 

120 

1 . 13097 

155 

I . 88692 

190 

2.83529 

225 

3.97608 

121 

1 . 14990 

156 

1.91134 

191 

2.86521 

226 

4.01150 

122 

I . 16899 

157 

1.93593 

192 

2.89529 

227 

4.04708 

123 

1.18823 

158 

1.96067 

193 

2.92553 

228 

4.08281 

124 

1 . 20763 

159 

1.98557 

194 

2.95592 

229 

4.11871 

125 

I. 22718 

160 

2.01062 

195 

2.98648 

230 

4.15476 

126 

I . 24690 

161 

2.03583 

196 

301719 

231 

4.19096 

127 

1.26677 

162 

2.06120 

197 

3.04805 

232 

4.22733 

128 

1 . 28680 

163 

2.08672 

198 

3.70907 

233 

4.26385 

129 

1.30698 

164 

2. II24I 

199 

3. 11026 

234 

4.30053 

130 

1.32732 

165 

2.13825 

200 

3- 14159 

235 

4.33736 

131 

1.34782 

166 

2. 16424 

201 

3.17309 

236 

4-37435 

132 

1 . 36848 

167 

2.19040 

202 

3  20474 

237 

4.41150 

133 

I . 38929 

168 

2.21671 

203 

3- 23655 

238 

4.44881 

134 

1.41026 

169 

2.24318 

204 

3.26851 

239 

4.48627 

*  The  areas  of  cirrles  having  diameters  less  than  xoo  centimeters  may  be  obtained 
from  this  table  by  moving  the  decimal  point. 
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AREAS  OF  aRCLES— (Con/i«ii€(i). 
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I 


^ 


s 


240 

241 

242 

243 
244 

245 

246 

247 
248 

•249 

250 

251 
252 

253 
254 

255 

257 
258 
259 

260 
261 
262 

263 
264 

265 
266 
267 

268 

269 
270 

271 

272 
273 
274 


52389 
56167 

59961 
63770 
67595 

7H35 
75292 
79164 
83051 
4186955 


90874 
94809 

98759 
02726 
06707 

10705 

14719 
18748 
22792 
26853 

30929 
35021 
39129 
43252 
47391 

51546 
55716 
59902 
64104 
68322 

72555 
76804 
81069 
85  H9 
89646 


275 
276 

277 
278 
279 

280 
281 
282 
283 
284 

285 
286 
287 
288 
289 

290 
291 
292 
293 
294 

295 
296 

297 
29S 

299 

300 
301 
302 
303 
304 

305 
306 
307 
308 
309 


5.93957 
5.98285 
6.02628 
6.06987 
6. I I 362 

6.15752 
6.20158 
6.24580 
6.29018 
6.33471 

6.37940 
6.42424 
6 . 46925 
6.51441 
6.55972 

6 . 60520 
6.65083 
6.69662 
6.74256 
6.78867 

6.83493 
6.88134 
6.92792 
6.97465 
7  02154 


7.06858 
7.  "579 
7.16315 
7.21066 

7.25834 


7.30617 
7.35415 
7.40230 
7.45060 
7.49906 


§1 


310 

311 
312 

313 
314 

315 
316 

317 
318 

319 

320 

321 
322 
323 
524 

325 
326 

327 
328 

329 

330 

331 
332 
333 
334 

335 
336 
337 
338 
339 

340 
341 
342 
343 
344 


g 

i 

H 

^ 

1)'^ 
U 

7.54768 

345 

7.59645 

346 

7.64538 

347 

7.69447 

348 

7.74371 

349 

7.7931 1 

350 

7 . 84267 

351 

7.89239 

352 

7.94226 

353 

7.99229 

354 

8.04248 

355 

8.09282 

356 

8.14332 

357 

8.19398 

358 

8.24480 

359 

8.29577 

360 

8.34690 

361 

8.39818 

362 

8.44963 

363 

8.50123 

364 

8.55299 

365 

8 . 60490 

366 

8.65697 

367 

8.70920 

368 

8.76159 

369 

8.81413 

370 

8.86683 

371 

8.91969 

372 

8.97270 

373 

9.02587 

374 

9.07920 

375 

9.13269 

376 

9.18633 

377 

9.24013 

378 

9.29409 

379 

§ 

H 

< 


9.34820 
9.40247 
9.45690 

9.5II49 
9.56623 

9.62113 
9.67618 
9-73140 
9.78677 
9.84230 

9.89798 
9.95382 

10.0098 
10.0660 

10.  122*3 

10.1788 
10.2354 
10. 2922 
10.3491 
10.^062 

10.4635 
10.5209 
10.5784 
10.6362 
10.6941 

10.7521 
10.8103 
10.8687 
10.9272 
10.9858 

11.0447 
1 1 . 1036 
11.1628 
11 .2221 
11.2815 
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|c3 

1^ 

si 

1 

1^ 

1. 
<?! 

< 

."2 

S 

1* 

380 

11.34" 

410 

13-2025 

440 

15.2053 

470 

'7. 3494 

381 

11.4009 

411 

13.2670 

441 

15.2745 

47 1 

'7.4234 

382 

11.4608 

412 

13.3317 

442 

15.3439 

472 

'7.4974 

383 

11.5209 

413 

13.3965 

443 

15.4134 

473 

17.5716 

384 

II. 5812 

414 

13.4614 

444 

15.4830 

474 

17.6460 

385 

II. 6416 

415 

13.5265 

445 

15.5528 

475 

'7.7205 

386 

11.7021 

416 

13.5918 

446 

15.6228 

476 

'7. 7952 

387 

11.7628 

417 

13.6572 

447 

15.6930 

477 

17.8701 

388 

11.8237 

418 

13.7228 

448 

15.7633 

478 

17  945' 

389 

11.8847 

419 

13.7885 

449 

15.8337 

479 

18.0203 

390 

"•9459 

420 

'3.8544 

450 

15.9043 

480 

18.0956 

391 

12.0072 

421 

13.9205 

451 

15.9751 

.481 

18.1711 

392 

12.0687 

422 

13.9867 

452 

16.0460 

482 

18.2467 

:?93 

12.1304 

423 

14.0531 

453 

16.1171 

483 

18.3225 

394 

12.1922 

424 

14.1196 

454 

16.1883 

484 

18.3984 

395 

12.2542 

425 

14.1863 

455 

16.2597 

485 

'8.4745 

396 

12.3163 

426 

14-2531 

456 

16.3313 

486 

18.5508 

397 

12.3786 

427 

14.3201 

457 

16.4030 

487 

18.6272 

398 

12.4410 

428 

14.3872 

458 

16.4748 

488 

18.7038 

399 

12.5036 

429 

14.4545 

459 

16.5468 

489 

18.7805 

400 

12.5664 

430 

14.5220 

460 

16.6190 

490 

18.8574 

401 

12.6293 

431 

14.5896 

461 

16.6914 

491 

'8.9345 

402 

12.6923. 

432 

14.6574 

462 

16.7639 

492 

19.0117 

403 

12.7556 

433 

14.7254 

463 

16.8365 

493 

19.0890 

404 

12.8190 

434 

14.7934 

464 

16.9093 

494 

19. '665 

405 

12.8825 

435 

14.8617 

465 

16.9823 

495 

19.2442 

406 

12.9462 

436 

14.9301 

466 

'7.0554 

496 

193221 

407 

13.0100 

437 

14.9987 

467 

17.1287 

497 

19.4000 

408 

13.0741 

438 

15.0674 

468 

17.2021 

498 

19.4782 

409 

13.1382 

439 

15.1363 

469 

17.2757 

499 

'9.5565 
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TABLES  FOR  THE  CONVERSION  OF  THE  METRIC  TO  THE 
ENGLISH  SYSTEM. 


Hectares 
to  Acres. 

•  2.47109 
.  4.94213 

•  7.4»327 

•  9.88436 
'".35545 

6"i  14.82654 

7-17.29763 
8—19.76872 
9=22.23981 

Kilos  to  Pounds. 

1-  2.20463 

2-  4.40924 

3-  6.61386 
4^  8.8x848 
5— 1 1. 02310 
6-13.22772 

7-15-43234 
8-17.63696 
9— 19.84158 

Centimeters  to 
Inches. 

1-  .39370423 

2—  .78740846 
3— X.18IXI269 
4 -I.  57481692 

5-1. 96852115 
6-2.36222538 
7-2.75592961 
8-3.X4963384 
9-3.54333807 
Meters  to  Feet. 

1-  3.280869 

2-  6.561738 

3-  9.842607 
4- 13. 123476 
5-16.404345 
6—19.685214 
7  —  22.966083 
8—  26 .  246952 
9-29.527821 


Acres  to 
HectAxtt. 

1—  .40467 

2-  .80934 

3^1.21401 

4-1.61868 

5-2.02335 

6—2.42802 

7  —  2.83269 

8-3.23736 
9-3.64203 

Cubic  Meters 
per  Hectare 
.to  Cubic  Feet 
per  Acre. 

1-  14.291 

2-  28.582 

3-  42.873 

4-  57.164 

5-  71.455 

6-  85.746 
7—100.037 
8— 114.328 
9-128.619 
Kilometers  to 


1—  .62137676 

2-1.24275352 

3-1.864130^8 

4-2.48550704 

5-3.10688380 

6  —  3.72826056 

7-4.34963732 

8— 4.97101408 

9-5.59239084 

Cubic  Meters 
to  Cubic  Feet. 

J-    35.315617 

2-  70.631234 
3-105.946851 
4-141.262468 
5-176.57808S 
6  —  211.893702 
7-247.209319 
8  -  282 . 524936 
9-317.840553 


Digitized  by 


Google 


43« 
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TABLE  OF  NATURAL  TANGENTS 
Expr:sss8d  as  Percbnts. 


Degrees. 

Minutes. 

0 

1 

«       1 

3       1        4 

«       1 

6 

7 

Percents. 

O 

1.75 

3-49 

5.24 

6.99 

8.75 

10.51 

12.28 

5 

.15 

1.89 

3.64 

5-39 

7.14 

8.90 

10.66 

12.43 

lO 

.29 

2.04 

3.78 

5-53 

7.29 

9.04 

10.80 

12.57 

15 

•44 

2.18 

3.93 

5-68 

7-43 

9.19 

10.95 

12.72 

20 

.58 

2.33 

4.07 

5.82 

7.58 

9.34 

II.  10 

12.87 

25 

.73 

2.47 

4  22 

5.97 

7.72 

9.48 

11.25 

13.02 

30 

.87 

2.62 

4.37 

6.12 

7.87 

9.63 

11.39 

13.17 

35 

1.02 

2.76 

4.51 

6.26 

8.02 

9.78 

11.54 

13.31 

40 

1. 16 

2.91 

4.66 

6.41 

8.16 

9.92 

11.69 

13.46 

45 

1.31 

3.06 

4.80 

6.55 

8.31 

10.07 

11.84 

1361 

50 

1.46 

3.20 

4  95 

6.70 

8.46 

10.22 

11.98 

13.76 

55 

1.60 

3.35 

5.09 

6.85 

8.60 

10.36 

12.13 

13.91 

Degrees. 

Minutes. 

8 

9 

10 

11 

12 

18 

14 

15 

Peroente. 

0 

14.05 

15.84 

17-63 

19  44 

21.26 

23.09 

24.93 

26.79 

5 

14.20 

15.99 

17.78 

19.59 

21.41 

23.24 

25.09 

26.95 

10 

14.35 

16. 14 

17.93 

19.74 

21.56 

23.39 

25.24 

27.11 

15 

14.50 

16.29 

18.08 

19.89 

21.71 

23.55 

25.40 

27.26 

20 

14-65 

16.44 

18.23 

20.04 

21.86 

23.70 

25.55 

27.42 

25 

14.80 

16.58 

18.38 

20.19 

22.02 

23.85 

25.71 

27.58 

30 

14.95 

16.73 

18.53 

20.35 

22.17 

24.01 

25.86 

27.73 

35 

15.09 

16.88 

18.68 

20.50 

22.32 

24. 16 

26.02 

27.89 

40 

15.24 

17.03 

18.83 

20.65 

22.47 

24.32 

26.17 

28.05 

45 

15-39 

17.18 

18.99 

20.80 

22.63 

24.47 

26.33 

28.20 

50 

15.54 

17.33 

19.14 

20.95 

22.78 

24.62 

26.48 

28,36 

55 

15.69 

17.48 

19.29 

21 .  10 

22.93 

24.78 

26.64 

28.52 

Degrees. 

Minutes. 

16 

17 

18 

19 

20 

«i      1 

22 

23 

Percents. 

0 

28.67 

30.57 

32.49 

34.43 

36.40 

38.39 

40.40 

42.45 

5 

28.83 

30.73 

32.65 

34.60 

36.56 

38.55 

40.57 

42.62 

10 

28.99 

30.89 

32.81 

34.76 

36.73 

38.72 

40.74 

42.79 

15 

29- 15 

31.05 

32.98 

34.92 

36.89 

38.89 

40.91 

42.96 

20 

29.31 

31.21 

33.14 

35.08 

37.06 

39.06 

41.08 

43.14 

25 

29.46 

31.37 

33-30 

35.25 

37.22 

39.22 

41.25 

43-31 

30 

29.62 

31.53 

33.46 

35.41 

37 .  39 

39  39 

41.42 

43-48 

35 

29.78 

3169 

33.62 

35.58 

37  ■  55 

39.56 

41.59 

43  65 

40 

29.94 

31.85 

33.78 

35.74 

37.72 

39-73 

41.76 

43-83 

45 

30.10 

32.01 

33.95 

35.90 

37.89 

39.90 

41.93 

44.00 

50 

30.26 

32.17 

3411 

36.07 

38  05 

40.06 

42.10 

44-17 

55 

30.41 

32.33 

34.27 

36.23 

38.22 

40.23 

42.28 

44.35 
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TABLE  OF  NATURAL  TANGENTS— (Con/»«tied). 


Degrees. 

Minutes. 

24 

25 

26 

1        «7 

1        28 

29 

1        30 

Percenls. 

O 

44.52 

46.63 

48.77 

50.95 

53.17 

55.43 

57.74 

5 

44.70 

46.81 

48.95 

51.14 

53.36 

55-62 

57.93 

lO 

44.87 

46.99 

49.13 

51.32 

53.54 

55.81 

58.12 

15 

45.05 

47.16 

49.31 

51.50 

53.73 

56.00 

58.32 

20 

45.22 

47.34 

49.50 

5>.69 

53.92 

56.19 

58.51 

25 

45.40 

47.52 

49.68 

51.87 

54." 

56.39 

58.71 

30 

45.57 

47.70 

49.86 

52.06 

5430 

56.58 

58.90 

35 

45.75 

47.88 

50.04 

52.24 

54.48 

56.77 

59.10 

40 

45.92 

48.06 

50.22 

52.43 

54.67 

56.96 

59.30 

45 

46.10 

48.23 

50.40 

52.61 

54.86 

57.15 

59.49 

50 

46.28 

48.41 

50.59 

52.80 

55.05 

57.35 

59.69 

55 

46.45 

48.59 

50.77 

52.98 

55.24 

57.54 

59.89 

Minutes. 

81 

32 

33 

84       1 

3A 

36 

37 

Percents. 

0 

60.09 

62.49 

64.94 

67.45 

70.02 

72.65 

75.36 

5 

60.28 

62.69 

65.15 

67.66 

70.24 

72.88 

75.58 

10 

60.48 

62.89 

65.36 

67.87 

70.46 

73.10 

75.81 

15 

60.68 

63.10 

65.56 

68.09 

70.67 

73.32 

.   76.04 

20 

60.88 

63.30 

65 -77 

68.30 

70.89 

73.55 

76.27 

25 

61.08 

63.50 

65.98 

68.51 

71.11 

73.77 

76.50 

30 

61.28 

63.71 

66.19 

68.73 

71.33 

74.00 

76.73 

35 

61.48 

63.91 

66.40 

68.94 

71.55 

74.22 

76.96 

40 

61.68 

64. 12 

66.61 

69.16 

71.77 

74.45 

77.20 

45 

61.88 

64.32 

66.82 

69.37 

71.99 

74.67 

77.43 

50 

62.08 

64.53 

67.03 

69.59 

72.21 

74.90 

77.66 

55 

62.28 

64.73 

67.24 

69.80 

72.43 

75.13 

77.89 

Decrees. 

Minutes. 

38 

39        1 

40 

41 

42 

1        43 

44 

Percents. 

0 

78.13 

80.98 

83.91 

86.93 

90.04 

93.25 

96.57 

5 

78.36 

81.22 

84.16 

87.18 

90.30 

93.52 

96.85 

10 

78.60 

81.46 

84.41 

87.44 

90.57 

93.80 

97.13 

«5 

78.83 

81.70 

84.66 

87.70 

90.83 

94.07 

97.42 

20 

79.07 

81.95 

84.91 

87.96 

91.10 

94-35 

97.70 

25 

79.31 

82.19 

85.16 

88.21 

91.37 

94.62 

97.98 

30 

79.54 

82.43 

85.41 

88.47 

91.63 

94.90 

98.27 

35 

79.78 

82.68 

85.66 

88.73 

91.90 

95.17 

98.56 

40 

80.02 

82.92 

85.91 

88.99 

92.17 

95.45 

98.8,« 

45 

80.26 

83.17 

86.17 

89-25 

92.44 

95.73 

99.13 

50 

80.50 

83.42 

86.42 

89.52 

92.71 

96.01 

99.42 

55 

80.74 

83.66 

86.67 

89.78 

92.98 

96.29 

99.71 

Digitized  by 


Google 


Digitized  by 


Google 


INDEX. 


f  PAGBS 

Abney  Hand  Level 122,  145,  146 

Accretion  (see  Growth) 254 

Accuracy  in  Measurements 79 

Adirondack  Standard 9.  S4»  56 

Age,  below  Stump 244 

Classes 178 

Elconomic 252 

Estimating,  Methods  of 246 

External  Signs  of 247 

Influence  on  Form  Factor 178 

Age  of  Stands. 248 

Determined  by  Arithmetic  Method 250 

"  *  *   Basal  Area  Method 252 

'  *  *  *   Smalian's  Method 251 

Age  of  Suppressed  Trees 249,  252 

Tropical  Trees 247 

Age  of  Trees,  Determination  of 244 

Ake  Log  Rule 24,  52 

Alabama,  Log  Rules  in 50 

Allowance  Plank 32 

Analysis,  Tree 256,  264 

Partial  Tree  or  Section 257 

Section 257 

Stem  (see  Tree  Analysis). 

Stump 257 

Angle  Mirror 212 

Adjustable 213 

Annual  Rings 244 

Counting  of 245 

Measurement  of 258,  260,  261,  262,  277 

Arbitrary  Group  Method 229 

439 


Digitized  by 


Google 


440  INDEX, 

PAOBS 

Area  Growth 254,  282,  303 

Areas  of  Circles 90,  430 

Cross-sections 90,  258 

Arithmetic  Average  Tree 225 

Arkansas,  Log  Rules  in 21,  38,  50,  359 

Average  Age,  Determination  of 248 

Average  Diameter 225,  259,  271 

Average  Radius 258 

Average  Tree 158,  160,  193,  225,  241,  249,  270 

Ballon  Log  Rule 24,51 

Balsam  Fir 35 ,  2 76 

Bangor  Log  Rule 24,  35 

Bark,  Measurement  of. . 61 ,  78,  1 53 

Bark  Blazer 216 

Basal  Area 90 

Table  of 430,  432 

Multiple  Table  of 376 

Baughman's  Log  Rules 24,  48 

Baur,  Franz,  Investigations  by 8,  103,  178,  181,  319,  325,  415 

Bavarian  Tables 181 

Baxter  Log  Rule 24,  48 

Beech 169,  188 

Beech,  Form  Factors  of 413,  415 

Yield  Tables  for 418 

Bchm's  Tables 180 

Big  Sandy  Cube  Rule 57 

Birch 169,  268 

Block's  Method 240 

Blodgett  Log  Rule 55. .65 

Board  Foot 9,  11 

Board  Measure 9,  11 

Applied  to  Round  Logs 12 

Ratio  to  Cord  Measure no 

* '     "  Cubic  Measure no 

"     ' *  Standard  Measure 55.  5^.  57.  59 

Value  of 14 

Bose*s  Height  Measure 148 

Boynton  Log  Rule 24,  51 

Branches,  Measurement  of 115 

Brandis  Height  Measure 122,  141 

Breast-height  Diameter 112 

Breast-height  Form  Factor 1 74 

Breymann's  Formula 97 

British  Columbia  Log  Rule 21 ,  24,  46 
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Bnmton's  Compass 214 

Burt's  Quarter  Girth  Method 96 

California,  Log  Rules  in 45 ,  360 

Calipers 65,  8i,  102 

European 82 

For  Measuring  Growth 260 

Use  of 77i  78,  207 

Canadian  Log  Rules 21,24,47 

Canadian  Standard  Rtiles 5q 

Carey  Log  Rule 24,  51 ,  61 

Center-rot 66 

Champlain  Log  Rule 24,  27,  30 

Chapin  Log  Rule 24,  50 

Chestnut 162,  173.  275,  312,  407,  426.  427 

Growth  of 297,  426,  427 

Voltime  Table  for 407 

Christen  Height  Measure 122,  131 

Circle  Method  of  Estimating 1 93 

Circles,  Areas  of 90,  376,  430 

Circumference,  Measurement  of 77.  90 

Clark's  Log  Rule 20,  35 

Clear  Length 116 

Clearings,  Growth  on 269 

Climate,  Influence  on  Form  of  Trees 178 

Combined  Doyle  and  Scribner  Log  Rule 50 

Cone 85.87,92,93,94,95,  H4,  156,  183 

Connecticut  River  Log  Rule 38 

Constantine  Log  Rule 24,  26,  28,  47 

Conversion  of  Volume  Tables,  Cubic  to  Board  Measure 168 

Converting  Tables,  Metric  to  English  Measure 435 

Cook  Log  Rule 49 

Cord  Foot loi 

Cord  Measure 9,  76,  10 1 

Ratio  to  Board  Measure 109 

"      * '  Cubic  Measure 103 

"      *  *  Standard  Measure 109 

Cord-wood,  Estimating 215,  217,  223,  224,  243 

Measurement  of 75,  loi,  102 

Seasoning  of 105 

Stacking  of 105 

Table  for  Measuring 400 

Volume  Tables  for 165,  1 73 

Yield  Tables  for 343 

Crook  in  Logs 20,  35,  73 
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Crooked  River  Log. Rule 49 

Cross-sections,  Age  at 344 

Area  of 90 

Diameter  of 259 

Growth  of 258,  261 

Cross  Staff-head 211 

Crown  Description 119 

Crown  Measurement 116,  118 

Cruising,  Timber 191 

Cube  Rule 57 

Cubic  Contents  of  Logs 7^*  85 

Cubic  Measure 9t  7^ 

Use  in  America 76 

Contents  of  Logs  in 7^.  77 

**        '*  Standing  Trees  in 155 

Ratio  to  Board  Measure no 

• '      *  *  a  Cord  Measure 103 

CuU 75 
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Death  of  Young  Trees  by  Shading 335 
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Denzin*s  Method 155 
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For  Short  Periods 277 

In  Even-aged  Stands 268,  272,  273,  274 

In  Uneven-aged  Stands 275,  276,  278 

Investigations  of 265 
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Measurement  of 258,  261,  262 
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Problems  of 268 
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Diameter,  Influence  on  Form  Factors 179 
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Dimick's  Standard  Rule 54 
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Draudt  Method 233 
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Dusenberry  Log  Rule 24.  48 
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Empirical  Yield  Tables 341 ,  343 
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Cubic      'Cord 103 
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Erickson's  Method  of  Estimating 198 
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Estimating  Timber 152,  191 
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Strip  Surveys  Used  in 205 
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European  Volume  Tables 166 

European  Yield  Tables 317 
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"   Height 287 
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Yield  Tables  for 315 

Excelsior-wood 9 

Exponent  of  Form 183 
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Fabian  Log  Rule -43 
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Measurement  of 111,224 

Field  Records 63,  119,  208,  219,  221,  222,  223,  224,  264 

Fifth  Girth  Method 22,  95 

Financial  Maturity 310 

Financial  Returns  of  Forestry 2 

Finch  and  Apgar  Log  Rule 24,  52 

Fir 180,  181 

Fire,  Growth  after 269 
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Five-line  Rule 65 

Flats,  Scaling  of 75 
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Forest  Description 206,  265 

Forest  Form  Factor 241.  321 

Forest  Management 314,  32a.  335 
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Forest  Mensuration,  Definition  of x 

Graphic  Methods  in 349 
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Definition  of 174 
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Local  or  General 178 

Merchantable 175 

Normal 1 74,  182 
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Stem 175 
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Variations  of 176 
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Form  of  Trees 155,  174 
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Friedrich's  Dendrometer 150 

General  Growth  Studies 265 
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Graphic  Interpolation,  Described 349 
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Groups,  Diameter 229,  236,  237,  239,  240 
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After  Lumbering 338 

Current  Annual 254 
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In  Volume 254,  290 
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Measurement  of  Diameter 258,  260,  261,  262 
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Stimulated 2 74,  280 
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Guttenberg  Dendrometer 150 

Hand  Level,  Abney 145,  146 

Hanna  Log  Rule 24,  38,  45 
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Southern 169 

Volume  Table  for .♦ 165 

Harmonized  Curves 164,  167,  354 

Hartig's  Method 240 
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Choice  of 149 
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Herring  Log  Rule 24,  49 
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Indiana,  Log  Rules  in 48,  49,  50 
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Isolation  Strips 344 

Jack  Pine 269 
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Legislation  regarding  Log  Rules 21,  359 
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Length  Measurements 62,84,111,  113 

Limb-wood,  Volume  of 115 

Literature  on  Forest  Mensuration 7,  368 
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Local  Yield  Tables 317 

Location  of  Plots  in  Estimating 216 

Location  of  Plots  for  Yield  Tables 327 
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Log  Rules 12 

Comparison  of 24,  26 
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Statute 21 
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Log  Tables  (see  Log  Rules). 

T/ongleaf  Pine 169 

Louisiana,  Log  Rules  in ,  21,  38,  50.  361 
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Many-aged  Stands 334 

Growth  in 275 
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Yield  Tables  for 316,  334 
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Market  Boards 23 

Marking  Logs 63 

Massachusetts,  Log  Rules  in 45,  49,  51,  52,  362 
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Mean  Sample- tree  Method 224 
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Metric  System 9 

Converting  Factors 435 

Metzger's  Method 242 

Michigan,  Log  Rules  in 48,  49,  50 

Methods  of  Estimating  in 196,  198 

Mill-scale 13,  29,  169 

Mine  Props , 9f75 

Minnesota,  Legislation  regarding  Log  Rules 21,  41,  362 

Mississippi,  Log  Rules  in 50 

Missouri.  Log  Rules  in 48,  50 
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MuUer,  Udo,  Investigations  of 8,  104,  122,  184 
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Normal  Stands 318,  319,  323,  326 

Normal  Trees 160 
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Construction  of 325 . 
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Data  for *. 322,  323 
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Parson's  Log  Rule 24,  26,  51,  61 

Partial  Tree  Analysis 257 

Partridge  Log  Rule 24,51 
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Periodic  Growth 255,  277,  278 
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In  Europe 344 
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Portland  Scale 49 
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Volume  Growth 299 

Yield 335 
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Yield  Tables 342 
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Sketching  of  Trees 119 
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Distribution  of 203 
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Tree  Analysis 256 
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AGRICULTURE— HORTICULTURE— FORESTRY. 

Amubir't  Manuml  of  Cattlfr-feedinff. lamo.  Si  75 

Principles  of  Aninuil  Htttrition 8yo,  4  00 

Budd  and  Hansen's  Amsrican  Horticultural  Manual: 

Part  L  Propagation,  Culture,  and  Improvement. lamo,  i  50 

Part  n.  Systematic  Pomology lamo,  i  50 

EUiotf s  Engineering  for  Land  Drainage lamo,  i  50 

Practical  Farm  Drainage zamo,  i  00 

Graves's  Forest  Mensuration 8vo,  4  00 

Oreen's  Principles  of  American  Forestry lamo,  i  50 

Orotenfelt's  Principles  of  Modem  Dairy  Practice.    (WolL) lamo,  a  00 

«  Merrick's  Denatured  or  Industrial  Alcohol 8vo,    400 

Kemp  and  Waugh's  Landscape  Gardening.     (Hew  Edition,  Rewritten.    In 
Preparation). 

*  McKay  and  Larson's  Principles  and  Practice  of  Butter-making Svo,  i  50 

Maynard's  Landscape  Gardening  as  Applied  to  Home  Decoration iamo»  i  50 

Quaintance  and  Scott's  Insects  and  Diseases  of  Fruits.     (In  Preparation). 

Sanderson^s  Insects  Injurious  to  Staple  Crops zamo,  z  50 

•Schware'sLongleafPine  in  Virgin  Forests xamo,  i  25 

Stockbr4dge's  Rocks  and  Soils. Svo,  a  50 

Winton's  Microscopy  of  Vegetable  Foods 8vo,  7  5© 

Woll's  Handbook  for  Farmers  and  Dairymen. z6mo,  z  50 

>      ARCHITECTURE. 

Baldwin's  Steam  Heating  for  Buildings zamo,  a  50 

Berg's  Buildings  and  Structures  of  American  Railroads 4to,  s  00 

Birkmire's  Architectural  Iron  and  SteeL 8vo,  3  50 

Compound  Riveted  Girders  as  Applied  in  Buildings. 8vo,  a  00 

Planning  and  Construction  of  American  Theatres. Svo,  3  00 

Planning  and  Construction  of  High  OflBce  Buildings. 8vo,  3  50 

Skeleton  Construction  in  BuiMings. Svo,  3  00 

Briggs's  Modem  American  School  Bulklings Svo,  4  00 

Byrne's  Inspection  of  Material  and  Wormanship  Employed  in  Constraction. 

z6mo,  3  00 

Carpenter's  Heating  and  Ventilating  of  Bulklings. Svo,  4  00 
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*  Corthell't  Allowable  Prewure  on  Deep  Foundations i2mo,  x  25 

Freatac'i  Architectural- Eoginaerinc 8yo  3  50 

Fireproofinc  of  Steel  Building! 8vo,  a  50 

French  and  Ives'i  Stereotomy 8vu,  2  50 

Gerhard'a  Guide  to  Sanitary  Houae-Ixispcction. zOmo,  2  00 

*  Modem  Baths  and  Bath  Houses 8vo,  300 

Sanitation  of  Public  Buildings lamo,  i  50 

Theatre  Fires  and  Panics i2mo,  2  50 

HoUey  and  Ladd's  Analysis  of  Mixed  Paints,  Color  Pigments*  and  Varnishes 

Large  zamo,  a  50 

Johnson's  SUtics  by  Algebraic  and  Graphic  Methods 8to,  a  00 

KeDaway's  How  to  Lay  Out  Subuiban  Home  Grounds 8to,  2  00 

Kidder's  Architects'  and  Builders'  Pocket-book i6mo,  mor.,  5  00 

Maire's  Modem  Pigments  and  their  Vehicles zamo,  2  00 

Merrill's  Non-metalUc  Minerals:  Their  Occurrence  and  Uses Sro.  4  00 

Stones  for  Building  and  Decoration 8to,  5  00 

Monckton's  Stair-building 4to,  4  00 

Patton's  Practical  Treatise  on  Foundations 8vo,  5  00 

Peabody's  Naval  Architecture Svo,  7  50 

Rice's  Concrete-block  Manufacture 8vo,  2  00 

Ridley's  Handbook  for  Superintendents  of  Constmction z6mo,  mor.,  4  00 

*  Building  Mechanics'  Ready  Reference  Book : 

*  Building  Foreman's  Pocket  Book  and  Ready  Reference.     (In 

Preparation). 

*  Carpenters'  and  Woodworkers'  Edition i6mo,  mor.  z  50 

*  Cement  Workers  and  Plasterer's  Edition z6mo,  mor.  z  50 

*  Plumbers',  Steam-Fitters',  and  Tinners'  Edition z6mo,  mor.  z  50 

*  Stone-  and  Brick-masons'  Edition z6mo,  mor.  z  50 

Sabin's  Industrial  and  Artistic  Technology  of  Paints  and  Varnish 8to,  3  00 

Siebert  and  Biggin's  Modem  Stone-cutting  and  Masonry Svo,  1  50 

Snow's  Principal  Species  of  Wood 8to,  3  50 

Towne's  Locks  and  Builders'  Hardware z8mo,  mor.  3  00 

Wait's  Engineering  and  Architectural  Jurisprudence 8vo,  6  00 

Sheep,  6  50 

Law  of  Contracts 8vo,  3  00 

Law  of  Operations  Preliminary  to  Construction  in  Engineering  and  Archi- 
tecture  8vo,  5  00 

Sheep,  5  50 

Wilson's  Air  Conditioning zamo,  z  50 

Worcester  and  Atkinson's  Small  Hospitals.  Establishment  and  Maintenance, 
Suggestions  for  Hospital  Architecture,  with  Plans  for  a  Small  HospitaL 

zamo,  z  as 

ARMY  AlfD  WAVY. 

Bemadou's  Smokeless  Powder,  Hitro-cellutose.  and  the  Theory  of  the  Cellulose 

Molecule r zamo,  a  50 

Chase's  Art  of  Pattern  Making zamo,  a  50 

Screw  Propellers  and  Marine  Propulsion Svo,  3  00 

Ck>ke's  Gunner's  Examiner 8vo,  z  50 

Craig's  Azimuth 4to,  3  50 

Crehore  and  Squier's  Polarizing  Photo-chronograph 8yo,  3  00 

*  Davis's  Elements  of  Law 8vo,  a  50 

«         Treatise  on  the  MiUtary  Law  of  Onited  SUtes. 8vo,  7  00 

Sheep,  7  50 

De  Brack's  Cavalry  Outpost  Duties.     (Carr.) a4mo,  mor.  2  00 

*  Dudley's  Military  Law  and  the  Procedure  of  Courts-tnartial. . .  Large  zamo,  a  Sf^ 
Durand's  Resistance  azid  Propulsion  of  Ships. 8vd,  5  00 
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*  Dyer's  Handbook  of  Light  Artillery lamo,  3  00 

£is8ler*8  Modem  High  Explosives 8vo,  4  00 

*  Fiebeger*8  Text-book  on  Field  Fortification Large  12 mo,  a  00 

Hamilton  and  Bond's  The  Gunner's  Catechism x8mo,  x  00 

*  Hoff's  Elementary  Naval  Tactics 8vo,  i  50 

Ingalls's  Handbook  of  Problems  in  Direct  Fire 8vo,  4  00 

*  Lissak's  Ordnance  and  Gunnery 8vo,  6  00 

*  Ludlow's  Logarithmic  and  Trigonometric  Tables 8vo,  z  00 

*  Lyons's  Treatise  on  Electromagnetic  Phenomena.  Vols.  L  and  II.  .8vo,  each,  6  00 

*  Mahan's  Permanent  Fortifications.    (Mercur.) 8vo,  half  mor.  7  50 

Manual  for  Courts-martiaL i6mo,  mor.  z  50 

*  Mercur's  Attack  of  Fortified  Pfaices xamo,  a  00 

*  Elements  of  the  Art  of  War 8vo,  4  00 

Metcalf's  Cost  of  Manufactures — And  the  Admintstratioo  of  Workshops.  .8vo,  5  00 

*  Ordnance  and  Gunnery,     a  vols Text  xamo,  Plates  atlas  form  5  00 

Hizon's  Adjutants*  ManuaL a4mo,  z  00 

Peabody's  Haval  Architecture 8vo,  7  50 

*  Phelps's  Practical  Marine  Surveying 8vo,  a  50 

Powell's  Army  Officer's  Examiner xamo,  4  00 

Sharpe's  Art  of  Subsisting  Armies  In  War z8mo,  mor.  z  50 

*  Tupes  and  Poole's  Manual  of  Bayonet  Exercises  and    Musketry  Fencing. 

a4mo,  leather,  50 

*  Weaver's  Military  Explosives 8vo,  3  00 

Woodhull's  Rotes  on  Military  Hygiene : .  zOmo,  z  50 


ASSAYING. 

Betts's  Lead  Refining  by  Electrolysis 8vOi  4  00 

Fletcher's  Practical  Instructions  in  Quantitative  Assaying  with  the  Blowpipe. 

z6mo,  mor.  x  50 

Furman's  Manual  of  Practical  Assaying 8vo,  3  00 

Lodge's  Notes  on  Assaying  and  Metallurgical  Laboratory  Experiments. . .  .8vo,  3  00 

Low's  Technical  Methods  of  Ore  Analysis 8vo,  3  00 

Miller's  Cyanide  Process xamo,  x  00 

Manual  of  Assajring xamo,  x  00 

Minet's  Production  of  Aluminum  and  its  Industrial  Use.     (Waldo.) xamo,  a  50 

O'Driscoll's  Notes  on  the  Treatment  of  Gold  Ores 8vo,  a  00 

Ricketts  and  Miller's  Notes  on  Assaying 8vo,  3  00 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) 8vo,  4  00 

Ulke's  Modem  Electrolytic  Copper  Refining 8vo,  3  00 

Wilson's  Chlorination  Process. xamo,  z  50 

Cyanide  Pzocesses. xamo,  z  50 


ASTRONOMY. 

Comstock's  Field  Astronomy  for  Engineers 8vo,  a  50 

Craig's  Azimuth 4to,  3  5© 

Crandall's  Text-book  on  Geodesy  and  Least  Squares 8vo,  3  00 

Doolittle's  Treatise  on  Practical  Astronomy 8vo,  4  00 

Gore's  Elements  of  Geodesy 8vo,  a  50 

Hayford's  Text-book  of  Geodetic  Astronomy 8vo,  3  00 

Merriman's  Elements  of  Precise  Surveying  and  Geodesy 8vo,  a  50 

*  Michie  and  Harlow's  Practical  Astronomy 8vo,  3  00 

Rust's  Ex-meridian  Altitude,  Azimuth  and  Star-Finding  Tables.     (In  Press.) 

*  White's  Elements  of  Theoretical  and  Descriptive  Astronomy xamo,  a  00 
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CHEBnSTRY. 

Abd«rh«1den'8  Physiological  Chemiitry  in  Thirty  Lectures.     (  EaU  and  Dafren). 
(In  Prew.) 

*  Abegff's  Theory  of  Electrolsrtic  Dissociation,    (von  Ende.) xamo,  t  as 

Adriance's  Laboratory  Calculations  and  Specific  Gravity  Tables. lamo,  i  as 

AlezeyefTs  General  Principles  of  Organic  Syntheses.     (Matthews.) 8vo,  3  oo 

Allen's  Tables  for  Iron  Analysis 8yo,  3  00 

Arnold's  Compendium  of  Chemistry.     (Handel.) Large  xamo,  3  50 

Association    of  State  and  National  Food  and  Dairy  Departments,  Hartford 

Meeting.  1906 8vo,  3  00 

Jamestown  Meeting.  1907 8to,  3  00 

Austen's  Notes  for  Chemical  Students lamo,  x  50 

BaskerviUe's  Chemical  Elements.     (In  Preparation). 

Bemadou's  Smokeless  Powder.— Nitro^cellulose,  and  Theory  of  the  Cellulose 

Molecule z3mo»  a  50 

*  Blanchard's  Synthetic  Inorganic  Chemistry. lamo,  z  00 

*  Browning's  Introduction  to  the  Rarer  Elements. Svo*  z  50 

Brush  and  Penfleld's  Manual  of  Determinative  Mineralogy. Svo,  4  00 

*  Claassen's  Beet-sugar  Manufacture.     (Hall  and  Rolfe.) 8vo,  3  00 

Classen's  Quantitative  Chemical  Analysis  by  Electrolysis.    (Boltwood.).  .8vo.  3  00 

Cohn's  Indicators  and  Test-papers. lamo,  a  00 

Tests  and  Reagents 8vo,  3  00 

*  Danneel's  Electrochemistry.     (Merriam.) xamo,  x  25 

Dtthem's  Thermodynamics  and  Chemistry.     (Burgess.) 8vo,  4  00 

Eakle's  Mineral  Tables  for  the  Determination  of  Minerals  by  their  Physical 

Properties 8vo,  1  25 

Eissler's  Modem  High  Explosives. 8vo,  4  00 

Effront's  Enzymes  and  their  Applications.     (Prescott) 8vo,  3  00 

Erdmann's  Introduction  to  Chemical  Preparations.     (Dunlap.) lamo,  i  25 

*  Fischer's  Physiology  of  Alimentation .uuvs  i2mo,  a  00 

Fletcher's  Practical  Instructions  in  Quantitative  Assajring  with  the  Blowpipe. 

zamo,  mor.  i  50 

Fowler's  Sewage  Works  Analyses i2mo,  a  00 

Fresenius's  Manual  of  Qualitative  Chemical  Analysis.     (Wells.) 8vo,  s  00 

Manual  of  QuaUtative  Chemical  Analysis.  Part  I.  Descriptive.  (Wells.)  8vo,  3  00 

Quantitative  Chemical  Analysis.    (Cohn.)    a  vols. 8vo,  la  50 

When  Sold  Separately,  VoL  I,  $6.     Vol  11.  88. 

Fuertes's  Water  and  Public  Health lamo,  i  50 

Furman's  Manual  of  Practical  Assaying 8vo.  3  00 

*  Getman's  Exercises  in  Physical  Chemistry zamo;  a  00 

Gill's  Gas  and  Fuel  Analysis  for  Engineers xamo,  i  as 

*  Gooch  and  Browning's  Outlines  of  Qualitative  Chemical  Analysis. 

Large  xamo,  x  as 

Grotenfelt's  Principles  of  Modem  Dairy  Practice.     (WoU.) xamo,  a  00 

Groth's  Introduction  to  Chemical  Crystallography  (Marshall) xamo.  z  as 

Hammarsten's  Text-book  of  Physiological  Chemistry.     (MandeL) 8vo.  4  00 

Hanausek's  Microscopy  of  Technical  Products.    ( Wlnton. ) 8vo.  5  00 

*  HasUns  and  Madeod's  Organic  Chemistry xamo,  a  00 

Helm's  Principles  of  Mathematical  Chemistry.     (Morgan.) xamo.  i  50 

Hering's  Ready  Reference  Tables  (Conversion' Factors) x6mo,  mor.  a  50 

*  Herrick's  Denatured  or  Industrial  Alcohol 8vo,  4  00 

Hinds's  Inorganic  Chemistry 8vo,  3  00 

*  Laboratory  Manual  for  Students xamo.  z  00 

*  Holleman's    Laboratory  Manual   of  Organic    Chemistry  for  Beginners. 

(Walker.) zamo.  z  00 

Text-book  of  Inorganic  Chemistry.     (Cooper.) 8vo.  a  so 

Text-book  pf  Organic  Chemistry.     (Walker  and  Mott.) 8vo.  a  50 

HOOey  and  Ladd's  Analysis  of  Mixed  Paints,  Color  Pigments,  and  Yamlshes. 

Large  xamo  a  so 
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HopkiAB*t  Oil-chemists'  Handbook. 8vo,  3  00 

Iddiass*8  Rock  Minerals 8vo,  5  00 

Jackson's  Directions  for  Laboratory  Work  in  Physiological  Chemistry.  .8vo,  x  35 

johannsen's  Detennination  of  Hock-fbnnins  Mineiala  in  Thin  Sections..  .Svo,  4  00 

K«ep's  Cast  Iron. Svo,  2  50 

Ladd's  Manual  of  Quantitative  Chemical  Analysis i2mo,  x  00 

iAndauer's  Spectrum  Analysis.     (Tingle.) 8vo,  3  00 

*  juingwurtny  and  Austen's  Occurrence  of  Aluminium  in  Vegetable  Prod- 

ucts, Animal  Products*  and  Natural  Waters. 8vo,  a  00 

Lassar-Cohn's  Application  of  Some  General  Reactions  to  Investigations  in 

Organic  Chemistry.     (Tingle.) xamo,  x  00 

Leach's  Inspection  and  Analysis  of  Food  with  Special  Reference  to  State 

Control 8vo,  7  50 

Ldb's  Electrochemistry  of  Organic  Compounds.     (Lorenz.) 8vo,  3  00 

Lodge's  Notes  on  Assaying  and  Metallurgical  Laboratory  Experiments. ..  .8vo,'  3  00 

Low's  Technical  Method  of  Ore  Analysis. 8vo,  3  00 

Lunge's  Techno-chemlcal  Analysis.     (Cohn.) xsmo  x  00 

*  McKay  and  Larsen's  Principles  and  Practice  of  Butter-making 8vo,  x  50 

Maire's  Modem  Pigments  and  their  Vehicles x2mo»  2  00 

Mandel's  Handbook  for  Bio-chemlcal  Laboratory xamo.  x  50 

*  Martin's  Laboratory  Guide  to  Qualitative  Analysis  with  the  Blowpipe .  .  X2mo,  60 
Mason's  Examination  of  Water.     (Chemical  and  Bacteriological.). .  . .  xamo,  x  25 

Water-supply.     (Considered  Principally  from  a   Sanitary  Standpoint) 

8vo,  4  00 

Matthews*s  The  Textile  Fibres.  2d  Edition,  Rewritten 8vo,   4  00 

Meyer's  Determination  of  Radicles  in  Carbon  Compounds.     (Tingle.).  .  i2mo,  x  00 

Miller's  Cyanide  Process x2mo,  x  00 

Manual  of  Assaying xamo,  x  00 

Minet's  Production  of  Aluminum  and  its  Industrial  Use.     (Waldo.) x2mo»  2  50 

Mixter's  Elementary  Text-book  of  Chemistry x2mo,  x  50 

Morgan's  Elements  of  Physical  Chemistry x2mo»  3  00 

Outline  of  the  Theory  of  Solutions  and  its  Results. x2mo,  x  00 

*  Physical  Chemistry  for  Electrical  Engineers x2mo,  x  50 

Morse's  Calculations  used  in  Cane-sugar  Factories i6mo,  mor.  i  50 

*  Muir's  History  of  Chemical  Theories  and  Laws 8vo,  4  00 

MuUiken's  General  Method  for  the  Identification  of  Pure  Organic  Compounds. 

VoL  I Large  8vo,  5  00 

01>riscoll*s  Notes  on  the  Treatment  of  Gold  Ores. 8vo,  2  00 

Ostwald's  Conversations  on  Chemistry.    Part  One.    (Ramsey.) X2mo,  x  50 

"                  "              "          "            Part  Two.     (TumbulL) i2mo,  2  00 

*  Palmer's  Pnustical  Test  Book  of  CbemistzT x2mo,  x  00 

*  Paull's  Physical  Chemistry  in  the  Service  of  Medicine.     (Fischer. ) . . . .  i2mo,  x  25 

*  Penfield's  Notes  on  Determinative  Mineralogy  and  Record  of  Mineral  Tests. 

8vo,  paper,  50 
Tables  of  Minerals,  Including  the  Use  of  Minerals  and  Statistics  of 

Domestic  Production 8vo,  x  00 

Pictet's  Alkaloids  and  their  Chemical  Constitution.     (Biddle.) 8vo,  5  00 

Poole's  Calorific  Power  of  Fuels 8vo,  3  00 

Prescott  and  Winslow's  Elements  of  Water  Bacteriology,  with  Special  Refer- 
ence to  Sanitary  Water  Analysis. i2mo,  x  50 

*  Reisig's  Guide  to  Piece-dyeing 8vo,  35  00 

Richards  and  Woodman's  Air.  Water,  and  Food  from  a  Sanitary  Standpoint..8vo,  2  00 

Ricketts  and  Miller's  Notes  on  Assaying. 8vo,  3  00 

Rideal's  Disinfection  and  the  Preservation  of  Food 8vo,  4  00 

Sewage  and  the  Bacterial  Purification  of  Sewage 8vd,  4  00 

Riggs's  Elementary  Manual  for  the  Chemical  Laboratory 8vo,  x  25 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) gyo,  4  00 

Ruddiman's  Incompatibilities  in  Prescriptions. 8vo,  a  00 

Whys  in  Pharmacy . . . , j2mo,  x  00 
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Ruer's  EUmenU  of  Metallography.    (Mathewson).     fin  Preparation.) 

Sabin's  Industrial  and  Artistic  Technology  of  Paints  and  Varnish Svo,  3  00 

Salkowski's  Physiological  and  Pathological  Chemistry.     (Omdpr£f.) 8vo,  2  50 

Schimpf's  Essentials  of  Volumetric  Analysis lamo,  x  25 

*  Qualitative  Chemical  Analysis 8to,  x  25 

Text-book  of  Volumetric  Analysis. x2rao,  2  50 

Smith's  Lecture  Rotes  on  Chemistry  for  Dental  Students Svo,  2  50 

Spencer*s  Handbook  for  Cane  Sugar  Manufacturers. x6mo,  mor.  3  00 

Handbook  for  Chemists  of  Beet-sugar  Houses x6mo,  mor.  3  00 

Stockbridge's  Rocks  and  Soils Svo,  2  50 

*  TillixiAn's  Descriptive  General  Chemistry Svo,  3  00 

•  Elementary  Lessons  in  Heat Svo,  i  50 

Treadwell's  Qtialitative  Analysis.     (Hall.) Svo,  3  00 

Quantitative  Analysis.     (Hall.) Svo,  4  00 

Tumeaure  and  Russell's  Public  Water-supplies Svo,  5  00 

Van  Deventer's  Physical  Chemistry  for  Begiimers.     (BoHwood.) i2mo,  x  50 

Venable's  Methods  and  Devices  for  Bacterial  Treatment  of  Sewage Svo,  3  00 

Ward  and  Whipple's  Freshwater  Biology.     (In  Press.) 

Ware's  Beet-sugar  Manufacture  and  Refining.     Vol.  I Small  Svo,  4  00 

"  "  "  *•        **  Vol.  n SmallSvo,  5  co 

Washington's  Msnwal  of  the  Chemical  Analysis  of  Rocks Svo,  2  00 

♦  Weaver's  Military  Explosives Svo,  3  00 

Wells's  Laboratory  Guide  in  Qualitative  Chemical  Analysts Svo,  i  50 

Short  Course  in  Inorganic  Qualitative  Chemical  Analysis  for  Engineering 

Students. i2mo,  i  50 

Text-book  of  Chemical  Arithmetic x2mo,  x  25 

Whipple's  Microscopy  of  Drinking-water Svo,  3  50 

Wilson's  Chlorination  Process x2tno  x  53 

Cyanide  Processes i2mo  x  50 

Winton's  Microscopy  of  Vegetable  Foods Svo  7  50 


CIVIL  ENGINEERING. 

BRIDGES  AND  ROOFS.     HYDRAULICS.     MATERIALS  OF    E>JGINEER- 
ING.     RAILWAY   ENGI.N BERING. 

Baker's  Engineers'  Surveying  Instruments i2mo,  3  00 

Bixby's  Graphical  Computing  Table Paper  iQh  X  24i  inches.  25 

Breed  and  Hosmer's  Principles  and  Practice  of  Surveying Svo,  3  00 

*  Burr's  Ancient  and  Modern  Engineering  and  the  Isthmian  Canal  ....     Svo,  3  so 

O»mstock'8  Field  Astronomy  for  Engineers Svo,  2  50 

'*  Cortbdl'8  Allowabfo  PiessiirBS  on  Deep  Fooadatio&s i2mo,  x  25 

'Crandall's  Text-book  on  Geodesy  and  Least  Squares Svo,  3  00 

Davis's  Elevation  and  Stadia  Tables Svo,  x  00 

Elliott's  Engineering  for  Land  Drainage T2mo,  x  50 

Practical  Farm  Drainage. x2mo,  x  00 

*Fiebeger'8  Treatise  on  Civil  Engineering Svo,  5  00 

Flemer's  Phototopographic  Methods  and  Instruments. Svo,  5  00 

Foiwell's  Sewerage.     (Designing  and  Maintenance.) Svo,  3  60 

Freitag's  Architectural  Engineering 8vo,  3  5© 

French  and  Ives's  Stereotomy 8vo,  2  50 

Goodhue's  Municipal  Improvements xsmo,  i  59 

Gore's  Elements  of  Geodesy 8vo.  2  50 

*  Havch  and  Rice's  Tables  of  Quantities  for  Pieiimiiiaiy  BstimatM i2mo,  t  25 

Hayford's  Text-book  of  Geodetic  Astronomy Svo,  3  00 

Bering's  Ready  Reference  Tables  (Conversion  Factors^ idmo,  mor.  2  50 

Howe's  Retaining  Walls  for  Earth xamo,  z  as 
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*  Ives's  Adjustments  of  the  Engineer's  Transit  and  Level z6mo,  Bds.  25 

Ives  and  Hilts's  Problems  in  Surveying z6mo,  mor.  z  50 

Johnson's  (J.  B.)  Theory  and  Practice  of  Surveying Small  8vo,  4  00 

Johnson's  (L.  J.)  Statics  by  Algebraic  and  Graphic  Methods 8vo,  a  00 

Kinnicutt,  Winslow  and  Pratt's  Purification  of  Sewage.     (In  Preparation). 
Laplace's    Philosophical   Essay    on   Probabilities.       (Truscott   and  Emory.) 

lamo,  2  00 

Mahan's  Descriptive  Geometry 8vo,  i  50 

Treatise  on  Civil  Engineering.     (1873.)     (Wood.) 8vo,  5  00 

Merriman's  Elements  of  Precise  Surveying  and  Geodesy 8vo,  2  50 

Merriman  and  Brooks's  Handbook  for  Surveyors i6mo,  mor.  2  00 

Morrison's  Elements  of  Highway  Engineering.      (In  Press.) 

Nugent's  Plane  Surveying 8vo,  3  50 

Ogden's  Sewer  Design: z2mo,  2  00 

Parsons's  Disposal  of  Mimicipal  Refuse 8vo,  2  oa 

Patton's  Treatise  on  Civil  Engineering 8vo,  half  leather,  7  50 

Reed's  Topographical  Drawing  and  Sketching 4to,  5  00 

Rideal's  Sewage  and  the  Bacterial  Purification  of  Sewage 8vo,  4  00 

Riemer's  Shaft-sinking  under  Difficult  Conditions.     (Coming  and  Peele.) .  .8vo,  3  00 

Siebert  and  Biggin's  Modern  Stone-cutting  and  Masonry 8vo,  z  so 

Smith's  Manual  of  Topographical  Drawing.     (McMillan.) 8vo,  2  50 

Soper's  Air  and  Ventilation  of  Subways.     ( In  Press.) 

Tracy's  Plane  surveying lemo,  mor.  3  00 

*  Trautwine's  Civi4  Engineer's  Pocket-book z6mo,  mor.  5  00 

Venable's  Garbage  Crematories  in  America 8vo,  a  00 

Methods  and  Devices  for  Bacterial  Treatment  of  Sewage 8vo,  3  00 

Wait's  Engineering  and  Architecttu-al  Jurisprudence 8vo,  6  00 

Sheep,  6  50 

Law  of  Contracts 8vo,  3  bo 

Law  of  Operations  Preliminary  to  Construction  in  Engineering  and  Archi- 
tecture  8vo,  5  00 

Sheep,  5  s» 

Warren's  Stereotomy — Problems  in  Stone-cutting 8vo,  2  5a 

*  Waterbury's  Vest-Pocket  Hand-book  of  Mathematics  for  Engineers. 

3AX5I  inches*  mor.  z  00 
Webb's  Problems  in  the  Use  and  Adjustment  of  Engineering  Instruments. 

z6mo,  mor.  i  25 

Wilson's  Topographic  Surveying 8vo,  3  JP 

BRIDGES  AND  ROOFS. 

Boiler's  Practical  Treatise  on  the  Construction  of  Iron  Highway  Bridges.  .8vo,  a  00 

Burr  and  Falk's  Design  and  Construction  of  Metallic  Bridges 8vo,  5  00 

Influence  Lines  for  Bridge  and  Roof  Computations. 8vo,  3  00 

Du  Bois's  Mechanics  of  Engineering.     Vol.  II Small  4to,  zo  00 

Foster's  Treatise  on  Wooden  Trestle  Bridges. 4to,  5  00 

Fowler's  Ordinary  Foundations 8vo,  3  SO- 

French  and  Ives's  Stereotomy 8vo,  2  5« 

Greene's  Arches  in  Wood,  Iron,  and  Stone 8vo,  2  50 

Bridge  Trusses. 8vo,  2  50- 

Roof  Trusses 8vo,  z  25 

Grimm's  Secondary  Stresses  In  Bridge  Trasses 8vo,  2  50 

Heller's  Stresses  in  Structures  and  the  Accompanying  Deformations. 8vo, 

Howe's  Design  of  Simple  Roof-trusses  in  Wood  and  SteeL 8vo,  2  00 

Symmetrical  Masonry  Arches 8vo,  2  50 

Treatise  on  Arches. 8vo,  4  00 

Johnson,  Bryan,  and  Turneaure's  Theory  and  Practice  in  the  Designing  of 

Modem  Framed  Structures Small  4to,  zo  00 
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Merriman  and  Jacoby's  Text-book  on  Roofs  and  Bridges: 

Part  L     Stresses  in  Simple  Trusses. 8vo,  2  50 

Part  IL    Graphic  Statics. 8vo,  2  50 

Part  m.  Bridge  Design 8vo,  a  50 

Part  IV.  Higher  Structures Svo,  a  50 

Morison's  Memphis  Bridge Oblong  4to,  10  00 

Sondcricker's  Graphic  Statics,  with  Applications  to  Trusses,  Beams,  and  Arches. 

8yo,  a  00 

Waddell's  I>e  Pontibus,  Pocket-book  for  Bridge  Engineers x6mo.  mor,  2  00 

*         Specifications  for  Steel  Bridges zamo,  50 

Waddell  and  Harrington's  Bridge  Engineering.     (In  Preparation.) 

Wright's  Designing  of  Draw-spans.     Two  parts  in  one  volume 8yo,  3  50 


HYDRAULICS. 

Barnes's  Ice  Formation 8vo,    3  00 

Bazin's  Experiments  upon  the  Contraction  of  the  Liquid  Vein  Issuing  from 

an  Orifice.     (Trautwine.) 8vo, 

Bovey's  Treatise  on  Hydraulics. 8vo, 

Church's  Diagrams  of  Mean  Velocity  of  Water  in  Open  Channels. 

Oblong  4to,  paper. 

Hydraulic  Motors 8vo, 

Mechanics  of  Engineering Sro, 

Coiftn's  Graphical  Solution  of  Hydraulic  Problems i6mo,  morocco, 

Flather's  Dsmamometers,  and  the  Measurement  of  Power lamo, 

Folwell's  Water-aupply  Engineering. 8to, 

Fhzell's  Water-power 8vo, 

Fuertes's  Water  and  Public  Health. lamo. 

Water-filtration  Works. xamo, 

GanguiUet  and  Kutter's  General  Formula  for  the  Uniform  Flow  of  Water  in 

Rivers  and  Other  Channels.     (Hering  and  Trautwine.) 8vo, 

Hazen's  Clean  Water  and  How  to  Get  It Large  i2mo. 

Filtration  of  Public  Water-supplies 8vo, 

Haziehurst's  Towers  and  Tanks  for  Water-works 8vo, 

HerschePs  xxs  Experiments  on  the  Carrying  Capacity  of  Large.  Riveted,  Metal 

Conduits. 8vo, 

Hoyt  and  Grover's  River  Discharge. 8vo, 

Hubfaaxd  and  Klented's  Water-worics  Management  and  Maintenance 8vo, 

*  Lyndon's  Development  and  Electrical  Distribution  of  Water  Power 8vo, 

Mason'ji  Water-supply.     (Considered  Principally  from  a  Sanitary  Standpoint) 

8vo, 
Merriman's  Treatise  on  Hydraulics. 8vo. 

*  Mlchie's  Elements  of  Analytical  Mechanics. 8vo, 

Molitor's  Hydraulics  of  Rivers,  Weirs  and  Sluices,    i  In  Prem. ) 
Schuyler's  Reservoirs  for  Irrigation,  Water-power,  and  Domestic  Water- 
supply.  Large  8vo, 

*  Thomas  and  Watt's  Improvement  of  Rivers 4to, 

Tumeaure  and  Russell's  Public  Water-supplies . .       8vo, 

Wegmann's  Design  and  Construction  of  Dams.    5th  Ed.,  enlarged 4to, 

Water-supply  of  the  City  of  New  York  from  1058  to  1805 4to, 

Whipple's  Value  of  Pure  Water Large  lamo, 

Williams  and  Hazen's  Hydraulic  Tables 8vo, 

Wilson's  Irrigation  Engineering Small  8vo, 

Wolff's  WindmiU  as  a  Prime  Mover 8vo, 

Wood's  Elements  of  Analytical  Mechanics. 8vo, 

Tttrt>ine6. Svo, 

8    . 
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MATERIALS  OF  ENGINEERING. 

Baker's  Roads  and  Pavements. .8vo,  5  00 

Treatise  on  Masonry  Construction 8vo,  5  00 

Birkmire'»  Architectural  Iron  and  Steel 8vo,  3  50 

Compound  Riveted  Girders  as  Applied  in  Buildings 8yo,  2  00 

Black's  United  States  Public  Works Oblong  4to,  5  00 

Bleininger's  Manufacture  of  Hydraulic  Cement.     (In  Preparation.) 

*  Bovey's  Strength  of  Materials  and  Theory  of  Structures 8vo,  7  50 

Burr's  Elasticity  and  Resistance  of  the  Materials  of  Engineering 8vo,  7  50 

Byrne's  Highway  Construction. 8vo,  5  00 

Inspection  of  the  Materials  and  Workmanship  Employed  in  Construction. 

x6mo,  3  00 

Church's  Mechanics  of  Engineering 8yo,  6  00 

Du  Bois's  Mechanics  of  Engineering. 

VoL   I.  Kinematics,  Statics,  Kinetics Small  4to,  7  50 

VoL  II.  The  Stresses  in  Framed  Structures,  Strength  of  Materials  and 

Theory  of  Flexures. Small  4to,  10  00 

^Eckel's  Cements,  Limes,  and  Plasters 8yo,  6  00 

Stone  and  Clay  Products  used  in  Engineering.     (In  Preparation.) 

Fowler's  Ordinary  Foundations. 8vo,  3  50 

Otaves's  Forest  Mensuration 8yo,  4  00 

Green's  Principles  of  American  Forestry lamo,  1  «o 

*  Greene's  Structural  Mechanics. ^ 8vo,  2  50 

Holly  and  Ladd's  Analysis  of  Mixed  Paints,  Color  Pigments  and  Varnishes 

Large  T2mo,  2  50 

Johnson's  Materials  of  Construction. Large  Svo,  6  00 

Keep's  Cast  Iron. Svo,  2  50 

Kidder's  Architects  and  Builders'  Pocket-book i6mo,  5  00 

Lanza's  Applied  Mechanics. 8vo,  7  So 

Maire's  Modern  Pigments  and  their  Vehicles     xamo,  a  00 

Martens's  Handbook  on  Testing  Materials.     (Henning.)    2  vols. Svo,  7  50 

Maurer's  Technical  Mechanics Svo,  4  00 

MerriU's  Stones  for  BuiUing  and  Decoration Svo,  5  00 

Merriman's  Mechanics  of  Materials Svo,  5  00 

*  Strength  of  Materials xamo,  x  00 

Metcalf's  SteeL    A  Manual  for  Steel-users xamo,  a  00 

Patton's  Practical  Treatise  on  Foundations. Svo,  5  00 

Rice's  Concrete  Block  Manufacture Svo,  a  00 

Richardson's  Modem  Asphalt  Pavements. .                                Svo,  3  00 

Richey's  Handbook  for  Superintendents  of  Co  ^ir^    tion x6mo,  mor.,  4  00 

*  Ries's  Clays:  Their  Occurrence,  Properties,  ana  Jses Svo,  5  00 

Sabin's  Industrial  and  Artistic  Technology  of  Paints  ad  Varnish. Svo,  3  00 

♦Schwarz'sLongleafPinein  Virgin  Forest,., urao,  i  25 

Snow's  Principal  Species  of  Wood. .Svo,  3  50 

Spalding's  Hydraulic  Cement xamo,  2  00 

Text-book  on  Roads  and  Pavements xamo,  a  00 

Taylor  and  Thompson's  Treatise  on  Concrete,  Plain  and  Reinforced Svo,  5  00 

Thurston's  Materials  of  Engineering.     In  Three  Parts Svo,  8  00 

Part  I.     Hon-metallic  Materials  of  Engineering  and  Metallurgy Svo,  a  00 

Part  n.     Iron  and  SteeL Svo,  3  5© 

Part  in.     A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents. Svo,  a  50 

TiUson's  Street  Pavements  and  Paving  Materials Svo,  4  00 

Tumeaure  and  Maurer's  Principles  of  Rdnforced  Concxvta  Construction..  .8vo,  3  00 
Wood's  (De  V.)  Treatise  on  the  Resistance  of  Materials,  and  an  Appendix  on 

the  Preservation  of  Timber Svo,  a  00 

Wood's  (M.  P.)  Rustless  Coatings:   Corrosion  and  Electrolysis  of  Iron  and 

SteeL Svo,  4  00 
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RAILWAY  ENGIWEERING. 

AndRWB's  Handbook  for  Street  Raitway  Engineers 3x5  inchea,  mor.  i  as 

Berg's  Buildings  and  Structures  of  American  Railroads 4to,  5  00 

Brooks's  Handbook  of  Street  Railroad  Location x6mo,  mor.  i  50 

Butt's  Civil  Engineer's  Field-book x6mo,  mor.  2  50 

Crandall's  Railway  and  Other  Earthwork  Tables Svo.  x  50 

Transition  Curve x6mo,  mor.  x  50 

*  Crockett's  Methods  for  Earthwork  Computations 8vo>  x  50 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book x6mOt  mor.  5  00 

Dredge's  History  of  the  Pennsylvania  Railroad:  (X879) Paper,  5  00 

Fisher's  Table  of  Cubic  Yards Cardboard,  25 

Godwin's  Railroad  Engineers'  Field-book  and  Explorers'  Guide. . .  x6mo,  mor.  a  50 
Hudson's  Tables  for  Calculating  the  Cubic  Contents  of  Excavations  and  Em- 

bankmentfi. 8vo.    x  00 

Ives  and  Hilts'c  Problems  in  Surveying,  Railroad  Surveying  and  Geodesy 

x6mo,  mor.     x  50 

Mulitor  and  Beard's  Manual  for  Resident  Engineers x6mo,    x  00 

Ragle's  Field  Manual  for  Railroad  Engineers. x6mo,  mor.    3  00 

Philbrick's  Field  Manual  for  Engineers x6mo,  mor.    3  00 

Raymond's  Railroad  Bngineerlng.    3  volomee. 

Vol.      I.  Railroad  Field  Geometry.     (In  Preparation.) 

Vol.    II.  Elements  of  Railrdad  Engineering 8vo,    3  50 

Vol  III.  Railroad  Engineer's  Field  Book.     (In  Preparation.) 

Searles's  Field  Engineering x6mo,  mor.    3  00 

Railroad  SpiraL x6mo,  mor.    x  50 

Taylor's  Prismoidal  Formulse  and  Earthwork 8vo,,  x  50 

*Trautwine's  Field  Practice  of  Laying  Out  Circular  Curves  for  Railroads. 

xamo.  mor,    a  50 

*  Method  of  Calculating  the  Cubic  Contents  of  Excavations  and  Embank- 

ments by  the  Aid  of  Diagrams 8vo,  a  00 

Webb's  Economics  of  Raihoad  Construction Large  xamo,  a  50 

Railroad  Construction x6mo,  mor.  s  00 

Wellington's  Economic  Theory  of  the  Location  of  Railways Small  8vo,  5  00 

DRAWSfG. 

Barr's  Kinematics  of  Machinery Svo,    a  50 

*  Bartlett's  Mechanical  Drawing. 8vo,    3  00 

*  ••  «  ..  Abridged  Ed 8vo,  x  50 

CooHdge's  Manual  of  Drawixig 8vo,  paper,  x  00 

CooUdge  and  Freeman's  Elements  of  General  Drafting  for  Mechanical  Engi- 
neers  Oblong  4to,  a  50 

Durley's  Kinematics  of  Machines 8vo,  4  00 

Emch's  Introduction  to  Projective  Geometry  and  its  Applications Svo,  a  50 

HiU's  Text-book  on  Shades  and  Shadows,  and  Perspective Svo,  a  00 

Jamison's  Advanced  Mechanical  Drawing Svo,  a  00 

Elements  of  Mechanical  Drawing. Svo,  a  50 

Jones's  Machine  Deaign: 

Part  L    Kinematics  of  Machinery Svo,  i  so 

Part  n.  Form,  Strength,  and  Proportions  of  Parts. Svo,  3  00 

MacCord's  Elements  of  Descriptive  Geometry. Svo,  3  oc 

Kinematics;  or,  Practicai  Mechanism Svo,  s  00 

Mechanical  Drawing. 4to,  4  00 

Velocity  Diagrams Svo,  x  so 

McLood's  Descriptive  Geometry Large  xamo,  z  sc 

*  Mahan's  Descriptive  Geometry  and  Stone-cuttixig. Svo,  z  $» 

Industrial  Drawing.    (Thompson.) Svo,    350 
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Moyer*8  Descriptive  Geometry 8vo,  a  oo 

Reed's  Toposraphica]  Drawing  and  Sketching 4to,  5  00 

Reid's  Course  in  Mechanical  Drawing 8vo,  a  00 

Text-book  of  Mechanical  Drawing  and  Elementary  Machine  Design. 8vo,  3  00 

Robinson's  Principles  of  Mechanism 8vo,  3  00 

Schwamb  and  Merrill's  Elements  of  Mechanism Svo,  3  00 

Smith's  (R.  S.)  Manual  of  Topographical  Drawing.     (McMillan.) 8vo,  a  50 

Smith  (A.  W.)  and  Marx's  Machine  Design 8vo,  3  00 

*  Titsworth's  Elements  of  Mechanical  Drawing Oblong  8vo,  z  as 

Warren's  Drafting  Instruments  and  Operations xamo,  x  as 

Elements  of  Descriptive  Geometry,  Shadows,  and  Persj>ective 8vo,  3  50 

Elements  of  Machine  Construction  and  Drawing 8vo,  7  50 

Elements  of  Plane  and  Solid  Free-hand  Geometrical  Drawing . .  . .  z .  amo,  z  00 

General  Problems  of  Shades  and  Shadows 8vo,  3  00 

Manual  of  Elementary  Problems  in  the  Linear  Perspective  of  Form  and 

Shadow lamo,  z  00 

Manual  of  Elementary  Projection  Drawing xamo,  x  50 

Plane  Problems  in  Elementary  Geometry zamo,  i  as 

Problems,  Theorems,  and  Examples  in  Descriptive  Geometry. ..... .8vo,  a  50 

Weisbach's    Kinematics    and    Power    of    Transmission.        (Hermann    and 

Klein.) 8vo,  5  00 

Wilson's  (H.  M.)  Topographic  Surveying 8vo,  3  50 

Wilson's  (V.  T.)  Free-hand  Lettering 8vo,  i  00 

Free-hand  Perspective 8vo,  a  50 

Wootf's  Elementary  Course  in  Descriptive  Geometry Large  8vo,  3  00 

ELECTRICITY  AND  PHYSICS. 

*  Abegg's  Theory  of  Electrolytic  Dissociation,     (von  Ende.) zamo,  z  as 

Andrews's  Hand-Book  for  Street  Railway  Engineering  ....3X5  inches,  mor.,  z  as 

Anthony  and  Brackett's  Text-book  of  Physics.     (Magie.) Large  zamo,  3  00 

Anthony's  Lecture-notes  on  the  Theory  of  Electrical  Measurements. . . .  zamo,  i  00 

Benjamin's  History  of  Electricity 8vo,  3  00 

Voltaic  CelL 8vo,  3  00 

Betts's  Lead  Refining  and  Blectndysls 8vo,  4  00 

Ckssen's  Quantitative  Chemical  Analysis  by  Electrolysis.     (Boltwood.).8vo,  3  00 

«  CoUins's  Manual  of  Wireless  Telegraphy zamo,  x  50 

Mor.  a  00 

Crehor«  and  Squier's  Polarizing  Photo-chronograph 8vo,  3  00 

*  Danneel's  Electrochemistry.    (Merriam.) zamo,  z  as 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book z6mo,  mor  5  00 

Dolezalek's  Theory  of  the  Lead  Accumulator  (Storage  Battery),    (von  Ende.) 

lamo,  a  50 

Duhem's  Thermodynamics  and  Chemistry.     (Burgess.) 8vo,  4  00 

Flather's  Dynamometers,  and  the  Measurement  of  Power. zamo,  3  00 

Gilbert's  De  Magnete.     (Mottelay.) 8vo,  a  50 

*  Hanchett's  Alternating  Currents zamo,  i  00 

Bering's  Ready  Reference  Tables  (Conversion  Factors) z6mo,  mor.  a  50 

Hobart  and  BUis's  High-speed  Dynamo  Electric  Machinery.     (In  Frev.) 

Holman's  Precision  of  Measurements 8vo.  a  00 

Telescopic  Mirror-scale  Method,  Adjustments,  and  Tests Large  8vo,  75 

*  Kaiapetofif's  Experimental  Blectrical  Engineering 8vo,  6  00 

Kinzbrunner's  Testing  of  Continuous-current  Machines 8vo,  a  00 

Landauer's  Spectrum  Analysis.     (Tingle.) 8vo,  3  00 

Le  Chatelier's High-temperature Measurembnts.  (Boudouard — Burgess.)  zamo,  3  00 

L5b's  Electrochemistry  of  Organic  Compounds.     (Lorenz.) 8vo,  3  00 

*  London's  Development  and  Electrical  Distribution  of  Water  Power 8vo,  3  00 

*  Lyons'!  Treatise  on  Electromagnetic  Phenomena.  Vols.  I.  and  II.  8vo,  each,  6  00 

*  Michie's  Elements  of  Wave  Motion  Relating  to  Sound  and  Light 8vo,  4  00 
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Morgan's  Cutline  of  the  Theory  of  Sohition  and  its  Results xamo,  i  oo 

*  Physical  Chemistry  for  Electrical  Engineers zamo,  i  50 

Kiaudet's  Elementary  Treatise  on  Electric  Batteries.     (Fishback) zamo.  a  50 

*  NoRis's  Introductiogi  to  the  Study  of  Eleetrical  Bnctneering 8vo,  a  50 

*  Parshall  and  Hobart's  Electric  Blachine  Design 4to,  half  ihorocco,  la  50 

Ueagan's  Locomotives:  Simple,  Compound,  and  Electric.     New  Edition. 

Large  zamo,  3  50 

*  Rosenberg's  Electrical  Engineering.     (Haldane  Gee — KInzbrunner.).  .  .8yo,  a  00 

R]ran,  Norris,  and  Hozie's  Electrical  Machinery.    VoL  1 8to,  a  50 

Sjhapper's  Laboratory  Guide  for  Students  in  Physical  Chemistry lamo,  z  00 

Thurston's  Stationary  Steam-engines 8yo,  a  50 

*  Tillman's  Elementary  Lessons  in  Heat 8vo,  z  50 

Tory  and  Pitcher's  Manual  of  Laboratory  Physics. Large  zamo,  a  00 

Ulke's  Modem  Electroljrtic  Copper  Refining Svo,  3  00 

LAW. 

*  Davis's  Elements  of  Law 8vo,  a  50 

*  Treatise  on  the  Military  Law  of  United  States. Svo,  7  00 

*  Sheep,  7  50 

*  Dudley's  Military  Law  and  the  Procedure  of  Courts-martial Large  lamo,  a  50 

Manual  for  Courts-martiaL z6mo,  mor.  z  50 

Waifs  Engineering  and  Architectural  Jurisprudence 8vo,  6  00 

Sheep,  6  50 

Law  of  Contracts 8vo,  3  00 

Law  of  Operations  Preliminary  to  Construction  in  Engineering  and  Archi- 
tecture  8vo  5  00 

Sbeep,  5  50 

MATHEMATICS. 

Baker's  Elliptic  Functions 8vo,  z  50 

Briggs's  Elements  of  Plane  Analytic  Geometry.    (B6cher) xamo,  z  00 

♦BttChmuin's  Plane  and  Spherical  Tiigonometiy 8yo,  z  00 

Byerley's  Harmonic  Functions Svo,  z  00 

Chandler's  Elements  of  the  mfiniteeimal  CalcnluB zamo.  a  00 

Compton's  Manual  of  Logarithmic  Computations zamo,  z  50 

Davis's  Introduction  to  the  Logic  of  Algebra 8vo,  z  50 

*  Dickson's  College  Algebra Large  zamo,  z  so 

*  Introduction  to  the  Theory  of  Algebraic  Equations Large  zamo,  z  as 

Emch's  Introduction  to  Projective  Geometry  and  its  Applications 8vo,  a  so 

Fiske's  Functions  of  a  Complex  Variable 8vo,  z  00 

Halsted's  Elementary  Synthetic  Geometry 8vo,  z  50 

Elements  of  Geometry 8vo,  z  75 

*  Rational  Geometry zamo,  z  50 

Hyde's  Orassmann's  Space  Analysis '. 8vo,  z  00 

*-  Jonnson's  {J  B.)  Three-place  Logarithmic  Tables:  Vest-pocket  size,  paper,  zs 

zoo  copies,  5  00 

*  Mounted  on  heavy  cardboard,  8  X  zo  inches,  as 

zo  copies,  a  00 
Johnson's  (W.  W.)  Abridged  Editions  of  Differential  and  Inteiral  Calculus 

Large  zamo,  z  vol.  a  so 

Curve  Tracing  in  Cartesian  Co-ordinates zamo,  x  00 

Differential  Equations 8vo,  z  00 

Elementary  Treatise  t^x^  Differential  Calculus.     (In  Press.) 

Klcmentary  Treatise  on  the  Integral  Calculus Large  Z3zn0\  z  50 

*  Theoretical  Mechanics ^ zamo,  3  00 

Theory  of  Errors  and  ttie  Method  of  Least  Squares zamo,  z  50 

Treatise  on  Differential  Calculus Large  zamo,  3  00 

Treatise  on  the  Integral  Calculus. Large  zamo.  3  00 

Treatise  on  Ordinary  and  Partial  Differential  Equations.. Large  zamo,  3  50 
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la^ce'i  Philosophical  Essay  on  ProbaUtities.    (Truscott  and  Emory.  )*xamo,    2  00 

*  Ludlow  and  Bass's  Elements  of  Trigonometry  and  Logarithmic  and  Other 

Tables 8vo,    3  00 

Trigonometry  and  Tables  iniblished  separately Each,    a  00 

*  Ludlow's  Logarithmic  and  Trigonometric  Tables 8vo,     i  00 

Macfarlane's  Vector  Analysis  and  Quaternions 8vo,    i  00 

McMahon*s  Hyperbolic  Functions Svo,    i  00 

Manning's  IrrationalHumbers  and  their  Representation  bySequences  and  Series 

xamo,    X  25 
Mathematical  Monographs.     Edited  by  Mansfield  Merriman  and  Robert 

&  Woodward Octavo,  each    i  oo 

No.  X.  History  of  Modern  Mathematics,  by  David  Eugene  Smith. 
Ko.  2.  Synthetic  Projective  Geometry,  by  George  Bruce  Halsted. 
No.  3.  Determinants,  by  Laenas  Gifiord  Weld.  9fo.  4.  Hyper- 
bolic Functions!  by  James  McMahon.  Ro.  S<  Harmonic  Func- 
tions, by  William  E.  Byerly.  No.  6.  Grassmann's  Space  Analysis, 
by  Edward  W.  Hyde.  Ho.  7.  Probability  and  Theory  of  Errors, 
by  Robert  S.  Woodward.  No.  8.  Vector  Analysis  and  Quaternions, 
by  Alexander  Macfarlane.  No.  9.  Differential  Equations,  by 
William  Woobey  Johnson.  No.  xo.  The  Solution  of  Equations, 
by  Blansfield  Merriman.  No.  x  z.  Functions  of  a  Complex  Variable, 
by  Thomas  S.  Fiske. 

Manrer's  Technical  Mechanics 8vo,    4  00 

Mettfman's  Method  of  Least  Squares 8vo,    2  00 

Solution  of  Equations 8vo,    x  00 

Rice  and  Johnson's  Differential  and  Integral  Calculus.     2  vols,  in  one. 

Large  x2mo,     x  50 

Elementary  Treatise  on  the  Differential  Calculus. Large  x2mo,    3  00 

Smith's  History  of  Modern  Mathematics 8vo,    i  00 

*  Veblen  and  Lennes's  Lxtroduct*on  to  the  Real  Infinitesimal  Analysis  of  One 

Variable 8vo,   2  00 

*  Waterbury's  Vest  Pocket  Hand-Book  of  Mathematics  for  Engine- rs. 

2  }  X  5i  inches,  mor.,    x  00 

Weld's  Determinations 8vo,    x  00 

Wood's  Elements  of  Co-ordinate  Geometry 8vo,    2  00 

Woodward's  Probability  and  Theory  of  Errors 8vo,    x  00 

MECHAinCAL  ENGINEERING. 

MATERIALS  OF  ENGINEERING,  STEAM-ENGINES  AND  BOILERS. 

Bacon's  Forge  Practice x2mo,  z  50 

Baldwin's  Steam  Heating  for  Buildings z2mo,  2  50 

Bazr's  Kinematics  of  Machinery 8vo,  2  50 

*  Bartlett's  Mechanical  Drawing 8vo,  3  00 

*  "  "  "        Abridged  Ed 8vo,    x  50 

Benjamin's  Wrinkles  and  Recipes z2mo,    2  00 

*  Burr's  Ancient  and  Modem  Engineering  and  the  Isthmian  Canal 8vo,    3  50 

Carpenter's  Experimental  Engineering 8vo,    6  00 

Heating  and  Ventilating  Buildings 8vo,  4  00 

Clerk's  Gas  and  Oil  Engine Large  x2mo,  4  00 

Compton's  First  Lessons  in  Metal  Working lamo,  x  50 

Compton  and  De  Groodt's  Speed  Lathe l2mo,  i  50 

Coolidge's  Manual  of  Drawing. 8vo,  paper,  i  00 

CooUdge  and  Freeman's  Elements  of  General  Drafting  for  Mechanical  En- 
gineers  Obtong  4to,  2  50 

Cromwell's  Treatise  on  Belts  and  Pulleys x2mo,  x  50 

Treatise  on  Toothed  Gearing i2mo,  x  50 

Durley's  Kinematics  of  Machines 8vo,  4  oe 
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Ffaither't  Dyxiamonieten  and  th«  Measurement  of  Power. xamo,  3  00 

Rope  Drivinc xamo,  a  o^ 

Oill's  Gas  and  Fuel  Analysis  for  Engineers xamo,  x  25 

Goes';  Lncomotive  Sparks 8to,  a  00 

Hall*s  Car  Lubrication xamo,  x  00 

Bering's  Ready  Reference  Tables  (Conversion  Factors) x6mo,  mor.,  a  50 

Hobart  and  £ltis*s  High  Speed  Dynamo  Electric  Machinery.     (In  Press.) 

Button's  Gas  Engine 8to,  5  00 

Jamison's  Advanced  Mechanical  Drawing 8vo,  a  00 

Elements  of  Mechanical  Drawing 8vo,  a  50 

Jones's  Machine  Design: 

Part  I.     Kinematics  of  Machinery 8vo,  x  50 

Part  II.     Form,  Strength,  and  Proportions  of  Parts 8vo,  3  00 

Kent's  Mechanical  Engineers'  Pocket-book ..x6mo,  mor  ,  5  00 

Kerr's  Power  and  Power  Transmission 8vo,  a  00 

Leonard's  Machine  Shop  Tools  and  Methods^ 8vo,  4  00 

*  Lorenz's  Modem  Refrigerating  Machinery.    (Pope,  Haven,  and  Dean.) .  .8vo,  4  00 
MacCord's  Kinematics ;  or,  Practical  Mechanisxn. 8vo,  5  00 

Mechanical  Drawing 4to,  4  00 

Velocity  Diagrams 8vo,  x  50 

MacFarland's  Standard  Reduction  Factors  for  Gases. 8vo,  i  50 

Mahan's  Industrial  Drawing.  •(Thompson.) 8vo,  3  50 

*  Parshall  and^Hobart's  Electric  Machine  Design Small  4to,  half  leather,  xa  50 

Peele's  Compressed  Air  Plant  for  Mines.     (In  Press.) 

Poole's  Calorific  Power  of  FueU 8vo,  3  00 

*  Porter's  Engineering  Reminiscences,  1856  to  1882 8vo,  3  00 

Raid's  Course  in  Mechanical  Drawing 8vo,  2  00 

Text-book  of  Mechanical  Drawing  and  Elementary  Machine  Design. 8ro,  3  00 

Richard's  Compressed  Air xamo,  i  50 

Robinson's  Principles  of  Mechanism 8vo,  3  00 

Schwamb  and  Merrill's  Elements  of  Mechanism 8vo,  3  00 

Smith's  (O.)  Press-working  of  Metals 8vo,  3  00 

Smith  (A.  W.)  and  Marx's  Machine  Design 8vo,  3  00 

Thurston's  Animal  as  a  Machine  and  Prime  Motor,  and  the  Laws  of  Energetics. 

xamo,  X  00 

Treatise  on  Friction  and  Lost  Work  in  Machinery  and  Mill  Work...  8vo,  3  00 

Tillson's  Complete  Automobile  Instructor x6mo,  x  50 

mor.,  3  00 

*  Titsworth's  Elements  of  Mechanical  Drawing Oblong  8vo,  x  as 

Warren's  Elements  of  Machine  Construction  and  Drawing 8vo,  7  50 

*  Waterbury's  Vest  Pocket  Hand  Book  of  Mathematics  for  Engineers. 

2lX5Mnches,mor.,  x  00 
Weisbach's   Kinematics   and   the   Power   of   Transmission.     (Herrmann — 

Klein.) 8vo,  5  00 

Machinery  of  Transmission  and  Governors.     (Herrmann — Sllein.).  .8vc,  5  00 

Wolff's  Windmill  as  a  Prime  Mover 8vo,  3  00 

Wood's  Turbines. 8vo,  a  50 

MATERIALS  OF  ENGINEERING. 

*  Bovey's  Strength  of  Materials  and  Theory  of  Structures 8vo,  7  50 

Burr's  Elasticity  and  Resistance  of  the  Materials  of  Engineering 8vo,  7  50 

Church's  Mechanics  of  Engineering 8vo,  6  00 

*  Greene's  Structural  Mechanics 8vo,  a  50 

Hoiley  and  Ladd's  Analysis  of  Mixed  Paints,  Color  Pigments,  and  Varnishes. 

Large  xamo,  a  50 

Johnson's  Materials  of  Construction. 8vo,  6  00 

Keep's  Cast  IroiL 8vo,  350 

£4mzfli's  Applied  Mechanics. 8vd,  7  50 
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Maire'fl  Modem  Picments  and  their  Vehicles xamo,  a  oo 

Martens's  Handbook  on  Testing  Materials.     (Henning.) 8yo,  7  50 

Matirer's  Technical  Mechanics. 8vo,  4  00 

Merriman's  Mechanics  of  Materials 8vo,  5  00 

*        Strength  of  Materials xamo,  x  00 

Metcalf*8  Steel     A  Manual  for  Steel-users lamo,  a  00 

Sabin's  Industrial  and  Artistic  Technology  of  Paints  and  Varnish. 8vo,  3  00 

Smith's  Materials  of  Machines lamo,  x  00 

Thurston's  Materials  of  Engineering 3  vols.,  8to,  8  00 

Part  I.    Non-metallic  Materials  of  Engineering,  see  Civil  Engineering, 
page  9. 

Part  IL     Iron  and  SteeL Svo,  3  50 

Part  m.    A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents. 8to,  a  50 

Wood's  (De  V.)  Elements  of  Analytical  Mechanics. 8vo,  3  00 

Treatise  on   the   Resistance   of   Materials  and   an  Appendix  on  the 

Preservation  of  Timber 8vo,  2  00 

Wood's  (M.  P.)  Rustless  Coatings:   Corrosion  and  Electrolysis  of  Iron  and 

Sted 8vo,  4  00 

STEAM-ENGINES  AND  BOILERS. 

Berry's  Temperature-entropy  Diagram xamo,  x  25 

Camot's  Reflections  on  the  Motive  Power  of  Heat     (Thurston.) xamo,  x  50 

Chase'^  Art  of  Pattern  Making lamo,  a  50 

Creighton's  Steam*engine  and  other  Heat-motors 8vo,  500 

Dawson's  " Engineering"  and  Electric  Traction  Pocket-book x6mo,  mor.,  5  00 

Ford's  Boiler  Making  for  Boiler  Makers x8mo,  i  00 

Ooss's  Locomotive  Performance 8vo,  5  00 

Hemenway's  Indicator  Practice  and  Steam-engine  Economy xamo,  a  00 

Button's  Heat  and  Heat-engines 8vo,  5  00 

Mechanical  Engineering  of  Power  Plants 8vo,  5  00 

Kent's  Steam  boiler  Economy .8vo,  4  00 

Kneass's  Practice  and  Theory  of  the  Injector 8vo,  x  50 

MacCord's  Slide-valves 8vo,  a  00 

Meirer's  Modem  Locomotive  Construction 4to,  xo  00 

Moyer's  Steam  Turbines.     (Tn  Press.) 

Peabody*s  Manual  of  the  Steam-engine  Indicator xamo.  x  50 

Tables  of  the  Properties  of  Saturated  Steam  and  Other  Vapors 8vo,  x  00 

Thermodynamics  of  the  Steam-engine  and  Other  Heat-engines. 8vo,  5  00 

Valve-gears  for  Steam-engines 8vo,  a  50 

Peabody  and  Miller's  Steam-boilers 8vo,  4  00 

Pray's  Twenty  Years  with  the  Indicator Large  8vo,  a  50 

Pupin's  Thermodynamics  of  Reversible  Cycles  in  Gases  and  Saturated  Vapors. 

(Osterberg.) xamo,  i  aj 

Reagan's  Locomotives:   Simple,  Compound,  and  Electric.     New  Edition. 

Large  xamo,  3  50 

Sinclair's  Locomotive  Engine  Running  and  Management xamo,  a  00 

Smart's  Handbook  of  Engineering  Laboratory  Practice xamo,  a  50 

Snow's  Steam-boiler  Practice 8vo,  3  00 

Spangler's  Notes  on  Thermodynamics xamo,  x  00 

Vahre-gears 8vo,  a  50 

Spangler,  Greene,  and  Marshall's  Elements  of  Steam-engineering 8vo,  3  00 

Thomas's  Steam-turbines 8to,  4  00 

Thurston's  Handbook  of  Engine  and  Boiler  Trials,  and  the  Use  of  the  Indi- 
cator and  the  Prony  Brake 8vo,  5  00 

Handy  Tables. 8vo,  x  50 

Manual  of  Steam-boilers*  their  Designs,  Coxistruction,  and  Operation..8vo,  5  00 
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Thunto&'a  Manual  of  the  Steam-engine a  Tota.,  8to,  zo  oo 

Part  I.    History,  Structure,  and  Theory Svo,  6  oo 

Part  IL     Desicn,  Construction,  and  Operation. 8to,  6  oo 

Stationary  Steam-engines. 8vo,  a  50 

Steam-boiler  Explosions  in  Theory  and  in  Practice 12mo,  i  50 

Wehrenfenning'sAnalysisandSofteningof  Boiler  Feed-water  (Patterson)  8to,  4  00 

Weisbach's  Heat,  Steam,  and  Steam-engines.     (Du  Bois.) 8to,  5  00 

Whitham's  Steam-engine  Design Svo,  5  00 

Wood's  Thermodynamics,  Heat  Motors,  and  Refrigerating  Machines. .  .8to,  4  00 

MECHANICS  PUR£  AND  APPLIED. 

Church's  Mechanics  of  Engineeriog 8vo,  6  00 

Notes  and  Examples  in  Mechanics. 8vo,  2  00 

Dana's  Text-book  of  Elementary  Mechanics  for  Colleges  and  Schools. .  lamo,  i  50 
Du  Bois's  Elementary  Principles  of  Medianics: 

VoL     L     Kinematics. 8to,  3  50 

VoL    II.     Statics 8vo,  4  00 

Mechanics  of  Engineering.     VoL    I Small  4to,  7  50 

VoL  IL Small  4to,  10  00 

*  Greene's  Structural  Mechanics. 8to,  2  50 

James's  Kinematics  of  a  Point  and  the  Rational  Mechanics  of  a  Particle. 

Large  12mo,  2  00 

*  Johnson's  (W.  W.)  Theoretical  Mechanics. l2mo,  3  oo 

Lanza's  Applied  Mechanics 8vo,  7  50 

*  Bfartin's  Text  Book  on  Mechanics,  VoL  I,  Statics 12mo,  i  as 

*  ¥61.  2,  Kinematics  and  Kinetics  . .  i2mo.     1  50 
Maurer's  Technical  Mechanics. 8to,    4  00 

*  Merriman's  Elements  of  Mechanics. 12mo,    i  00 

Mechanics  of  Materials 8vo,  5  00 

*  Michie's  Elements  of  Analytical  Mechanics 8vo,  4  00 

Robinson's  Principles  of  Mechanism 8to,  3  00 

Sanborn's  Mechanics  Problems Large  l2mo,  i  50 

Schwamb  and  Merrill's  Elements  of  Mechanism 8vo,  3  00 

Wood's  Elements  of  Analytical  Mechanics 8vo,  3  00 

Principles  of  Elementary  Mechanics 12mo,    i  as 

MEDICAL. 

Abderhalden's  Physiological  Chemistry  in  Thirty  Lectures.     (Hall  and  Defren). 

(In  Press). 
von  Behring's  Suppression  of  Tuberculosis.     (Bolduan.) xamo,    i  00 

*  BoMoan's  Immona  Sen zamo,    x  so 

Daveoport's  Statistical  Methods  with  Special  Reference  to  Biological  Varia- 
tions   zmno,  mor.t    x  50 

Ehrllch's  Collected  Studies  on  Iixmiunity.     (Bolduan.) 8vo,  6  oa 

*  Fischer's  PhysinHogy  of  Alimentation Large  xamo,  doth,  a  00 

de  Forsac's  Manual  of  Psychiatry.     (RosanoflF  and  Collins.) Large  xamo,  a  so* 

Hammarsten's  Text- book  on  Physiological  Chemistry.     (MandeL). .....  .8to,  4  00 

Jackson's  Directions  for  Laboratory  Work  in  Physiological  Chemistry . .  .8vo,  z  as 

Lassar-Cohn's  Practical  Urinary  Analysis.     (Lorenz.) xamo,  z  00 

Mandel's  Hand  Book  for  the  Bio-Chemical  Laboratory xamo,  z  so 

*  PauU's  Physical  Chemistry  in  the  Service  of  Medicine.     (Fischer.) xamo,  x  as 

*  Pozzi-Escot's  Toxins  and  Venoms  and  their  Antibodies.     (Cohn.) xamo,  z  00 

Rostoski's  Serum  Diagnosis.     (Bolduan.) zamo,  z  oa 

Ruddiman's  Incompatibilities  in  Prescriptions 8to,  a  00 

Whys  in  Pharmacy zamo,  z  oa 

Salkowski's  Physiological  and  Pathological  Chemistry.     (Omdorff.) Svo,  a  50 

*  Satterlee's  Outlines  of  Human  Embryotogy zamo,  z  as 

Smith's  Lecture  Notes  on  Cliemistry  for  Dental  Students 8?o,  a  s^ 
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Steel's  Treatise  on  the  Diseases  of  the  Dog 8vo,  3  50 

•  Whipple's  Typhoid  Fever Large  xamo,  3  00 

WoodhuU's  Notes  on  Military  Hygiene x6mo,  z  50 

♦  Personal  Hygiene lamo,  i  00 

Worcester  and  Atkinson's  Small  Hospitals  Establishment  and  Maintenance, 

and  Suggestions  for  Hospital  Architecture,  with  Plans  for  a  Small 

Hospital ^ lamo,  z  25 

METALLURGY. 

BettB's  Lead  Refining  by  Electrolysis 8yo.  4  00 

BoUand's  Bncyclopedia  of  Foonding  and  Dictionaiy  of  Foondry  Teims   Used 

in  the  Practice  of  MouWing i2mo,  3  00 

Iron  Founder izmo.  2  50 

*  *        *  *      Supplement 12mo,  a  50 

Douglas's  Untechnical  Addresses  on  Technical  Subjects i2mo,  i  00 

Goesel's  Minerals  and  Metals:    A  Reference  Book , z6mo,  mor.  3  00 

*  Iles's  Lead-smelting 12mo,  a  50 

Keep's  Cast  Iron 8vo,  a  5a 

Le  Chatelier's  High-temperature  Measurements.  (Boudouard — Burgess. )12mo,  3  00 

Metcalf's  SteeL    A  Manual  for  Stee^users. 12mo,  2  00 

Miller's  Cyanide  Process 12mo  r  00 

Minet's  Production  of  Aluminum  and.  its  Industrial  Use.     (Waldo.).. . .  l2mo,  a  5a 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) Svo,  4  00 

Rner'a  Elements  of  Metallography .     (Mathewson).    (In  Press.) 

Smith's  Materials  of  Machines 12mo,  z  00 

Thurston's  Materials  of  Engineering.     In  Three  Parts. 8to,  S  00 

part  L    non-metallic  Materials  of  Engineering,  see  Civil  Engineering, 
page  9. 

Part   IL     Iron  and  SteeL 8vo,  3  5a 

Part  nL     A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents. 8vo,  a  50 

Ulke's  Modern  Electrolytic  Copper  Refining 8vo,  3  00 

West's  American  Foondry  Practtoe i2mo,  a  50 

Moolders  Text  Book 12nio,  a  50 

Wilson's  Chlorination  Process 12mo,  z  50 

Cyanide  Processes 12mo,  z  50 

MINERALOGY. 

Baninger's  Description  of  Minerals  of  Commercial  Value.    Oblong,  morocco,  a  50 

Boyd's  Resources  of  Southwest  Virginia 8vo  3  00 

Boyd's  Map  of  Southwest  Virginia Pocket-book  form,  a  00 

•  Browning's  Introduction  to  the  Rarer  Elements 8vo,  z  50 

Brush's  Manual  of  Determinative  Mineralogy.     (Penfield.) -.Svo,  4  00 

Butler's  Pocket  Hand-Book  of  Minerals 16mo,  mor.  3  00 

Chester's  Catalogue  of  Minerals. 8yo,  paper,  z  00 

Cloth,  z  as 
Cnuie's  Gold  and  Silver.     ( In  Press.) 

Dana's  First  Appendix  to  Dana's  New  "  System  of  Mineralogy. ." . .  Large  Svo,  z  00 

Manual  of  Mineralogy  and  Petrography. zamo  a  no 

Minerals  and  How  to  Study  Them zamo,  z  5» 

System  of  Mineralogy .Large  Svo.  half  leather,  za  50 

Teit-book  of  Mineralogy Svo,  4  00 

Douglas's  Untechnical  Addresses  on  Technical  Subjects. zamo,  z  00 

Eakle's  Mineral  Tables Svo,  z  as 

Stone  and  day  Products  Used  in  Bngiaeerizig.     (In  Preparation). 

Egleston's  Catalogue  of  Minerals  and  Synonyms Svo,  a  50 

Goesel's  Minerals  and  Metals :    A  Reference  Book z6mo.  mor.  3  00 

Groth's  Introduction  to  Chemical  Crystallography  (Marshall) zamo,  z  as 
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*  Iddings's  Rock  Minerals 8vo,   5  00 

JoiMnna<m*8  Deterniination  of  Rock-fonning  BEinenUs  in  Thin  SectlonB bto,    4  00 

*  Martio'8  Laboratory  Guide  to  Qualitative  Analysis  with  the  Blowpipe,  lamo,        60 
Merrill's  Noormetallic  Minerals:  Their  Occurrence  and  Uses 8to,    4  00 

Stones  for  Building  and  Decoration 8vo,    500 

*  Penfield's  Notes  on  Determinative  Minerak>Ky  and  Record  of  Mineral  Tests. 

8vo,  paper,        50 
Tables   of    Minerals,    Including   the  Use  of  Minerals  and  Statistics  of 

Domestic  Production Sro,     x  00 

Plisson's  Rocks  and  Rock  Bfinerais.     (In  Press.) 

*  Richards's  Synopsis  of  Mineral  Characters xamo,  mor. 

*  Ries's  Clays:  Their  Occurrence.  Properties,  and  Uses 8yo, 

*  Tillman's  Text-book  of  Important  Minerab  and  Rocks 8vo» 

MINING. 

*  Beard's  Mime  Gases  and  Bxplosions Larce  xamo, 

Boyd's  Map  of  Southwest  Virginia Pocket-book  form. 

Resources  of  Southwest  Virginia Svo* 

Crane's  Geld  and  Silver.     (In  Press.) 

Douglas's  Untechnical  Addresses  on  Technical  Subjects. lamo, 

Eissler's  Modem  High  Ezptosives.    8to- 

Goesel's  Minerals  and  Metals :    A  Reference  Book i6mo,  mor. 

I.  Iseng's  Manual  of  Mining 8vo, 

*  Des's  Lead-smelting lamo, 

Miller's  Cyanide  Process i2mo, 

O'DriscoU's  Notes  on  the  Treatment  of  GoM  Ores. 8to, 

Peele's  Compressed  Air  Plant  for  Mines.     (In  Press. ) 

Riemer's  Shaft  Sinking  Under  Difficult  Conditions.     (Coming  and  Peele) . .  .8vo, 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) 8vo, 

*  Weaver's  Military  Explosives 8vo, 

Wilson's  Chlorination  Process xamo. 

Cyanide  Processes i^mo. 

Hydraulic  and  Placer  Mining,     ad  edition,  rewritten lamo. 

Treatise  on  Practical  and  Theoretical  Mine  Ventilation lamo, 

SANITARY  SCIENCE. 

Afieodation  of  State  and  National  Food  and  Dairy  Departments,  Hartford  Meeting, 

1906 8vo,  3  00 

Jamestown  Meeting.  1907 8vo,  3  00 

*  Basbore's  Outlines  of  Practical  Sanitation 12mo,  x  as 

Sanitation  of  a  Country  House 12mo,  1  00 

Sanitation  of  Recreation  Camps  and  Parks 12mo,  x  00 

Folwell's  Sewerage.     (Designing,  Construction,  and  Maintenance.).  ....  .8vo,  3  00 

Water-supply  Engineering 8vo,  4  00 

Fowler's  Sewage  Works  Analyses 12m3,  a  00 

Fuertes's  Water-filtration  Works 12mo,  a  50 

Water  and  Public  Health 12mo,  x  so 

Gerhard's  (vuide  to  Sanitary  House-inspection l6mo,  i  00 

*  Modem  Baths  and  Bath  Hoasee 8to,  300 

Sanitation  of  Public  Buildings 12mo,  x  50 

Hazen's  Clean  Water  and  How  to  Get  It Large  i2ino,     x  50 

Filtration  of  Public  Water-supplies 8vo,    3  00 

Kinnlcut,  Wineiow  and  Piatt's  Pujlflcation  of  Sewage.     ( In  Press. ) 

Leach's  Inspection  and  Analysis  of  Food  with  Special  Reference  to  State 

Control 8vo,    7  o« 

Mason's  Examination  of  Water.     (Chemical  and  Bacteriological) 12mo,    z  as 

Water-supply.  (Considered  principally  from  a  Sanitary  Standpoint) . .  8yo,  4  00 
18 


z 

25 

5 

00 

a 

00 

00 

00 

00 

00 

00 

00 

00 

50 

00 

00 

00 

00 

00 

50 

50 

50 

as 

Digitized  by 


Google 


oo 

oo 

oo 

50 

50 

00 

00 

00 

50 

00 

00 

00 

00 

00 

00 

50 

00 

00 

7  50 

*  Merriman's  Elements  of  Sanitary  'Bnglntwlng 8vo, 

Ogden's  Sewer  Design 12mo, 

Paraons's  Diapoeal  of  MimidiMa  Refuse Sro, 

Preacott  and  Winslow's  Elements  of  Water  Bacteriology,  with  Special  Refer- 
ence to  Sanitary  Water  Analysis. 12mo, 

*  Price's  Handbook  on  Sanitation. 12mo, 

Richards's  Cost  of  Food.     A  Study  in  Dietaries 12mo, 

Cost  of  Living  as  Modified  by  Sanitary  Science 12mo, 

Cost  of  Shelter 12mo, 

*  Richards  and  Williams's  Dietary  Computer 8to, 

Richards  and  Woodman's  Air,  Water,  and  Food  from  a  Sanitaxy  Stand- 
point   8vo, 

Rideal's  Disinfection  and  the  Preservation  of  Food 8vo, 

Sewage  and  Bacterial  Purification  of  Sewage Svo, 

Soper's  Air  and  Ventihition  of  Subways.     (In  Press. ) 

Turneaure  and  Russell's  Public  Water-supplies 8vo, 

Venable's  Garbage  Crematories  in  America 8vo, 

Method  and  Devices  for  Bacterial  Treatment  of  Sewage 8vo, 

Ward  and  Whipple's  Freshwater  Bloilogy .     (In  Press. ) 

Whipple's  Microscopy  of  Drinking-water. 8vo, 

*  Tsrphod  Fever Large  i2mo. 

Value  of  Pure  Water Large  12mo, 

Winton's  Microscopy  of  Vegetable  Foods. 8vo, 

MISCELLANEOUS. 

Emmons's  Geological  (yuide-book  of  the  Rocky  Mountain  Hzcursion  of  the 

International  Congress  of  Geologists Large  Svo,  x  50 

Ferrel's  Popular  Treatise  on  the  Winds. 8vo,  4  00 

Fitzgerald's  Boeton  Machinist i8mo,  z  oo 

Gannett's  Statistical  Abstract  of  the  World 24mo,  75 

Haines's  American  Railway  Management 12mo,  2  50 

*  Hanusek's  The  Microscopy  of  Technical  Products.    (Wlnton'^ Svo,  s  00 

Ricketts's  History  of  Rensselaer  Polytechnic  Institute  1 834-1 894. 

Large  xamo,  3  00 

Rotherham's  Emphasized  New  Testament , Large  Svo,  2  00 

standage's  Decoration  of  Wood,  Glass,  Metal,  etc 12mo,  a  00 

Thome's  Stnictural  and  Physiological  Botany.    (Bennett) l6mo,  a  25 

Westermaier's  Compendium  of  General  Botany.     (Schneider) 8vo,  2  00 

Winslow's  Elements  of  Applied  Microscopy 12mo,  i  50 


HEBREW  AND  CHALDEE  TEXT-BOOKS. 

Oreen's  Elementary  Hebrew  Grammar xamo,    x  as 

Gesenius's  Hebrew  and  Chaldee  Lexicon  to  the  Old  Testament  Scriptures. 

(Tregelles.) Small  4to,  half  morocco,    5  00 
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